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METHOD  OF  THE  BOOK. 

The  author  has  endeavored  to  be  honest  as  to  what  we 
know  about  electricity  and  what  we  think  we  know ;  also 
to  tell  the  things  a  railroad  man  should  know  plainly. 

The  book  consists  of  a  series  of  lessons,  each  one  of 
which  should  be  learned  before  studying  the  next. 

Each  lesson  is  short  enough  to  be  studied  at  one  time. 
When  a  reference  is  given  to  a  lesson  ahead  it  is  to  be 
simply  read,  not  studied.  In  fact,  the  student  need  not 
look  up  the  reference  if  he  is  in  a  hurry  to  finish  the 
lesson. 

a 

These  references  will,  however,  be  an  extra  help  in 
making  the  lessons  easily  understood.  Whenever  a  word 
or  term  is  used  for  the  first  time  it  will  be  explained  at 
once,  in  the  text  or  by  foot  note,  or  else  a  reference  ahead 
will  be  given.  After  a  word  has  been  used  and  explained 
no  reference  will  be  given. 

The  style  is  a  series  of  questions  and  answers. 

The  questions  are  those  which  would  be  asked  by  a 
person  seeking  information  about  electricity  and  electric 
railroads,  and  the  answers  are  those  which  would  be 
given  by  one  teaching  electricity  to  the  questioner. 

Thus  by  learning  the  answers  a  person  gains  a  knowl- 
edge of  electricity  and  also  the  art  of  explaining  things 
to  other  people.  This  is  of  inestimable  value  to  any  man, 
because  when  we  are  compelled  to  tell  a  friend  "I  know 
it  but  I  can't  explain  it,"  we  are  apt  lo  i^W  vcv  \!csa.V  ^^'^- 
sons  estimation.  He  either  thinks  tV\at  >Ne  ^o  woN. Vwa^ 
or  mil  not  tell. 
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Many  of  the  questions  in  these  lessons  are  ones  which 
have  actually  been  asked  the  author  by  acquaintances 
and  students.  He  feels  greatly  indebted  to  the  railroad 
men  of  one  of  the  large  terminals  who,  while  receiving 
instructions  from  him  in  Electricity  as  Applied  to  Rail- 
road Transportation,  helped  him  wonderfully  by  their 
readiness  to  ask  questions  until  they  understood  what  was 
told  them. 

The  book  is  not  offered  with  a  faint  hope  that  it  may 
succeed,  but  knowing  that  what  it  contains  has  helped 
a  group  of  railroad  men,  it  is  hoped  that,  put  in  a  book, 
it  will  reach  more  men  and  be  of  use  to  them. 

The  introductions  to  the  lessons  are  those  parts  which 
prepare  the  student's  mind  for  the  lesson,  and  they  con- 
tain information  which  can  be  told  better  in  that  way 
than  by  questions  and  answers. 

Descriptions  of  apparatus  and  machinery  are  often 
given  between  lessons.  These  not  only  make  the  student 
familiar  with  the  things  described,  but  serve  to  fix  the 
knowledge  already  attained.  The  study  of  these  descrip- 
tions also  reviews  the  knowledge  previously  acquired. 


LESSON  I. 
Introduction. 

Exactly  what  electricity  is  we  do  not  know,  and  indeed 
a  practical  man  always  dealing  with  the  useful  effects 
of  electricity,  applying  these  to  the  necessities  and  for 
the  comfort  of  mankind,  finds  little  time  to  wonder  what 
electricity  is. 

We  will  omit  the  almost  unanswerable  question: — 
*'What  is  electricity?" — and  proceed  to  the  question. 

Question  i.  What  is  meant  when  a  person  talks  about 
electricity  ? 

Answer.  There  are  certain  effects  which  we  believe 
to  be  due  to  electricity,  so  that  when  a  person  observes 
any  one  of  these  things,  he  at  once  declares  that  there  is 
electricity  present. 

Question  2.    What  are  some  of  these  effects? 

Answer.  Lightning  during  a  thunder  storm.  Light- 
ing gas  with  a  spark  from  the  finger  tip. 

Question  3.    Are  these  effects  due  to  electricity? 

Answer.  Yes,  but  by  a  kind  which  is  different  enough 
from  other  electricity  to  be  called  Static  Electricity. 

Question  4.    Why  is  it  called  static  electricity? 

Answer.  Because  a  quantity  of  this  kind  of  electricity 
will  remain  on  a  body  provided  it  is  hung  up  by  a  dry- 
silk  thread.  This  electricity  is  at  rest  or  stands  still. 
Static  means  standing. 

Question  5.    What  other  effects  are  diW'^  \.c>  ^^^\\^^^^ 
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Answer.  Ringing  of  an  electric  bell.  Operation  of  an 
electric  motor. 

Question  6.    Are  these  effects  due  to  static  electricity? 

Answer,  No,  the  bell  and  motor  are  operated  by 
Dynamic  Electricity, 

Question  7.    What  is  meant  by  dynamic  electricity  ? 

Answer.  Electricity  ir^  motion,  because  the  word 
dynamic  means  force,  giving  the  idea  of  motion. 

Question  8.    What  is  meant  by  a  current  of  electricity? 

Answer,  Dynamic  electricity  is  usually  referred  to  as 
a  current  of  electricity. 

Question  9.  Are  there  any  other  effects  said  to  be  due 
to  electricity? 

Answer.  Yes;  the  working  of  a  wireless  telegraphy 
instrument. 

Question  10.  What  kind  of  electricity  operates  this  in- 
strument ? 

Answer.     Electrical  waves. 

Question  11.    Are  there  still  other  kinds  of  electricity? 

Answer.  Practically  no.  All  the  effects  we  observe 
may.  be  explained  as  being  caused  by  either  static  elec- 
tricity, a  current  of  electricity  or  electrical  waves. 

Question  12.    What  is  static  electricity? 

Answer.    It  is  electricity  at  rest. 

Question  13.    What  is  current  electricity? 

Answer:    It  is  electricity  in  motion  along  a  conductor. 

Question  14.    What  are  electrical  waves? 
Answer.    They  are  electricity  moving  through  the  air, 
no  conductor  being  required. 

Question  15.  Does  the  word  electricity  in  the  last 
'/i^y-dv?  answers  mean  the  same  thing  in  each  ? 

Yes;  in  each  case  it  is  electricity,  either  ?t 
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rest,  moving  along  a  wire,  or  moving  through  the  air 
without  a  wire. 

Question  i6.    Give  an  example  of  static  elect?  icity. 

Answer,  If  a  brass  ball  be  suspended  by  a  silk  thread 
and  touched  to  one  knob  of  an  electrical  machine  (see 
Lesson  6)  and  then  removed,  it  will  be  covered  with  a 
charge  (see  Lesson  2)  of  electricity.  This  electricity 
will  be  at  rest  and  so  is  called  a  charge  of  static  elec- 
tricity. 

Question  17.  Give  an  example  of  a  current  of  elec- 
tricity. 

Answer.  If  quantities  of  electricity  are  supplied  at  the 
end  of  a  metal  wire,  they  will  quickly  flow  to  the  other 
end.  Here  the  electricity  is  in  motion  and  a  current  of 
electricity  is  flowing. 

Question  18.    Give  an  example  of  electrical  waves. 

Answer,  If  electricity  is  forced  by  a  high  pressure  as 
in  an  electric  machine  or  in  an  induction  coil  (see  Lesson 
2y)  to  jump  a  spark  across  an  air  space,  while  doing  so 
it  will  send  out  in  every  direction  a  series  of  electrical 
waves  which  will  travel  long  distances  without  the  aid 
of  wires. 

Question  19.  What  are  some  of  the  common  effects 
of  current  electricity? 

Answer,  Heat,  light,  magnetism,  metal  plating  and 
refining,  and  medical  effects. 

Question  20,    Explain  about  the  heat  effect. 

Answer,  If  large  quantities  of  electricity  are  forced 
through  a  conductor  in  a  short  time  the  wire  is  heated. 
The  poorer  the  conductor  the  more  heat  is  produced. 

Question  21,    Is  there  always  some  \ve^.\.  ^to^\x^^^"1 

Answer.     Yes.    Electricity  cannot  ftovff  aJcvtom^  "^  ^'^'^ 
ductor  without  producing  some  heat. 
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Question  22.  Are  the  wires  in  a  building  heated,  while 
carrying  electricity? 

Answer,  Yes ;  but  the  wire  is  large  compared  with  the 
current  carried;  the  material  is  copper,  a  good  conduc- 
tor, so  that  the  heating  is  too  small  to  be  detected  by  feel- 
ing the  wire. 

Question  23.    Does  electricity  produce  light? 

Answer,  Yes.  The  heat  produced  in  a  very  poor  con- 
ductor by  the  current  may  be  so  great  as  to  burn  the  coa- 
ductor  and  the  flame  gives  light;  or  it  may  make  the 
conductor  white  or  yellow  hot,  thus  giving  light. 

The  arc  lamp  gives  light  from  flame  and  white  hot  car- 
bon, while  the  incandescent  lamp  has  no  flame  only  the 
yellow  hot  carbon. 

Question  24.    Does  electricity  produce  magnetism? 

Answer,  Yes.  Electricity  in  motion  will  always  affect 
the  needle  of  a  compass,  usually  pulling  it  aside  from  the 
north  and  south  line,  and  keeping  it  out.  This  is  de- 
scribed as  ''deflecting  the  needle'*  and  whenever  the 
"magnetic  needle''  is  spoken  of  we  mean  a  magnet  of 
small  weight  and  fairly  long,  pivoted  so  as  to  move  freely 
in  a  horizontal  direction.  We  speak  of  this  effect  as 
electro-magnetism. 

Question  25.    How  does  electricity  plate  metal? 

Answer,  Electricity  in  passing  through  solutions  of 
chemicals  takes  the  metal  out  of  the  solution  and  turns  it 
into  the  solid  form,  thus  making  a  layer  of  metal  on  the 
object  placed  in  the  solution.     (See  Lesson  17.) 

Question  26.    How  does  electricity  refine  metals? 

Answer,  If  a  lot  of  metals  and  other  chemicals  are  in 
a  solution,  by  passing  electricity  through  the  solution  the 
et3/s  ivj'II  be  solidified  and  may  be  removed  while  the 
^^^^7-  chemicals  remain  dissolved  in  the  solution. 
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Question  2y.  What  are  the  medical  eflfects  of  elec- 
tricity ? 

Answer.  They  are  not  well  understood;  but  the  pas- 
sage of  current  through  the  body  seems  to  have  a  curative 
effect  on  some  diseases. 


Introduction  to  Static  Electricity. 

Static  electricity  is  of  importance  to  the  railroad  man 
in  many  ways. 

^  In  power  houses  and  machine  shops  the  belts  often 
produce  static  electricity  so  that  a  person  going  near  or 
under  them  will  receive  a  rather  unpleasant  shock. 

A  locomotive  blowing  off  steam  through  the  safety 
valve  becomes  electrified  but  the  charge  is  much  too 
small  to  give  any  one  a  shock. 

Lightning  is  static  electricity  and  consists  of  such  large 
charges  that  electrical  machinery  is  usually  badly  dam- 
aged if  lightning  passes  through  it. 

The  telegraph,  telephone  and  signal  circuits,  the  power 
lines,  and  all  buildings  into  which  wires  enter  must  be 
protected  by  lightning  arresters. 

Motor  cars  and  electrical  locomotives  must  be  equipped 
with  lightning  arresters  to  protect  their  wiring,  appa- 
ratus aixd  motors. 

A  great  many  of  the  cables  distributing  electricity, 
especially  at  large  railroad  terminals,  or  along  the  right 
of  way  in  the  city  limits  are  carried  in  conduits  under- 
ground. To  protect  them  from  moisture  they  are  covered 
with  lead.  This  lead  sheathing  often  collects  electricity 
and  heavy  static  discharges  take  place. 

The  discharge  may  injure  instruments  and  apparatus 
connected  to  the  cables  or  may  even  injure  the  power 
house  or  line  men  while  handling  the  cables  or  switches 
attached  to  them. 

A  proper  arrangement  of  lightning  arresters  and  static 
dischargers  will  prevent  this. 
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It  will  be  seen  that  a  thorough  understanding  of  static 
electricity  is  a  good  thing  for  a  railroad  man. 

There  are  three  pieces  of  apparatus  which  are  easily 
made,  and  the  use  of  which  will  help  one  to  readily  under- 
stand the  action  of  static  electricity. 

They  are  the  Electrophorous,  to  produce  static  elec- 
tricity ;  the  Leyden  Jar,  to  store  electric  charges  in ;  and 
the  Electroscope,  to  detect  the  presence  of  an  electric 
charge  and  its  polarity. 
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Fig.  1.     Construction  of  an   Electrophorous. 

The  Electrophorous. 

Melt  a  mixture  of  two-thirds  rosin  and  one-third  gum 
shellac  or  some  common  red  sealing  wax,*  by  setting  the 
dish  on  hot  water.  This  is  to  avoid  the  danger  of  its 
catching  fire. 

*  Sealing  wax  is  a  mixture  of  rosin  or  other  resins  with 
vennilion  or  some  other  powdered  color. 
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tinfoil  over  the  outside  up  to  about  two-thirds  its  height 
Let  the  side  foil  lap  over  the  bottom  foil. 

Cut  a  piece  to  fit  the  inside  and  roll  it  around  a  pencil. 
Coat  the  inside  with  paste  to  about  two-thirds  its 
height  with  paste  or  mucilage  and  stick  one  end  of  tbe 
tinfoil  down.  Unwind  the  foil  from  the  pencil  and  press 
it  down  on  paste  with  fingers  or  another  pencil. 

If  the  side  and  bottom  foils  do  not  connect,  paste  a 
strip  across  the  seam. 

Take  a  thin  board  larger  than  the  mouth  of  the  beaker 
and  dry  over  a  stove  and  shellac  varnish  it  while  hot 


Fit.  2.     Leydeu  Jar. 

Wann  the  beaker  and  while  warm  and  dry  shellac 
all  the  glass  not  covered  with  foil. 

Drill  a  small  hole  in  the  board  and  insert  a  short  metal 
rod.  Fit  to  its  lower  end  a  piece  of  chain  long  enough  to 
touch  the  foil  on  the  bottom  of  beaker,  when  the  board 
rests  on  its  top.  Fit  the  upper  end  with  a  metal  ball. 
Any  size,  solid  or  hollow  makes  no  difference. 
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Put  a  circle  of  shellac  varnish  on  the  under  side  of 
Doard  and  lay  board  on  beaker  so  that  chain  touches  bot- 
tom. 

When  shellac  dries  the  board  will  stick  and  keep  inside 
of  jar  dry. 

Discharger  for  Leyden  Jar. 

Bend  a  piece  of  wire  like  this'-vw  and  stick  the  doubled 
part  in  a  cork,  put  cork  in  a  glass  bottle  and  the  result  is 
as  good  as  Fig.  3. 


Fig.  3.     Discharger  or  Discharging  Tongs  for  Leyden  Jar. 

Electroscope. 

A  wide-mouthed  fruit  jar  is  taken  and  a  cork  or  wood 
stopper  made  to  a  loose  fit. 

Drill  a  hole  through  the  stopper  and  insert  a  glass  tube 
about  four  inches  long  projecting  equally  on  both  sides. 

Take  a  small  metal  rod  or  heavy  wire  which  will  go 
through  the  glass  tube  and  hammer  one  end  flat  for  about 
half  an  inch  from  the  end.  The  thinner  and  flatter  it  is 
made  the  better. 
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Insert  wire  in  tube  so  that  the  flattened  end  is  about 
one-third  the  way  down  the  jar  when  .cork  is  in  place. 
Cut  off  surplus  wire  at  other  end,  leaving  about  half  an 
inch  projecting  from  the  glass  tube. 

Fix  a  small  metal  ball  or  plate  on  end  of  rod  and  let  it 
drop  down  and  rest  on  the  end  of  glass  tube. 


Hold  ball  up  against  tube  and  turn  it  upside  down, 
pouring  shellac  varnish  into  the  tube  til!  it  is  filled.  Give 
the  cork  a  coat  of  shellac*  also. 

When  dry  the  metal  rod  will  be  cemented  in  the  tube 
and  the  tube  into  the  cork. 

Give  outside  of  glass  rod,  the  cork,  the  neck  of  bottle 

*  A    pure    shellac   varnish   is    meant,    made   by    dissolving   or 
"cutting,*'  as  it  is  called,  flakes  of  gum  shellac  in  axoVoX.   ^qo\ 
or  grain  alcohol  are  equally  oood.     Orange  oT  ^ito-wu  ^vt'^'M 
rcAf  w  the  color  of  gum.     Either  wiVLdo. 
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inside  and  out  two  coats  of  shellac,  allowing  time  for 
perfect  drying  between  coats. 

The  cork  will*  now  be  a  good  tight  fit. 

Scrape  any  shellac  off  the  flattened  end  of  the  rod  and 
paste  on  two  strips  of  gold  leaf,  silver  leaf,  dutch  metal 
or  aluminum  foil;  as  broad  as  the  flat  end  itself  is  wide 
and  long  enough  so  as  to  just  not  hit  the  sides  of  the  jar 
if  they  should  stand  out  straight  apart. 

Cover  the  bottom  of  the  jar  an  inch  deep  with  fresh 
dry  calcium  chloride.  Buy  it  the  day  you  are  going  to 
put  it  in  jar. 

Give  a  last  coat  of  shellac  to  the  outside  edge  of  the 
cork  and  putting  it  in  jar  press  down  firmly,  seeing  that 
the  rod  with  its  foil  leaves  hangs  straight. 


LESSON  2. 

Static  Electricity. 

Question  i.    What  is  static  electricity? 

Answer.  I  think  it  is  a  very  small  quantity  of  elec* 
triciry  at  a  very  great  pressure. 

Question  2.    Why  do  you  think  the  quantity  is  small? 

Ansu^er,  Because  we  cannot  get  any  steady  power  out 
of  static  electricity. 

Question  3.  Lightning  often  does  considerable  dam- 
age.   How  do  you  account  for  that  ? 

Answer,  The  damage  done  by  lightning  is  like  a  blow 
or  an  explosion,  and  seems  to  be  the  result  of  great  pres- 
sure. 

Question  4.  A  'static  machine  gives  steady  power,  i,  e,, 
a  steady  stream  of  sparks. 

Answer.  No,  it  doesn't.  The  sparks  follow  each  other 
rapidly  but  are  really  intermittent.  There  is  more  time 
between  sparks  than  the  cime  of  a  single  spark. 

Question  5.  Why  do  vou  think  it  has  such  a  great 
pressure  ? 

Answer,  Because  it  will  jump  across  distances  which 
current  electricity  will  not. 

In  all  that  we  see  of  static  r/ectricity  we  are  constantly 
reminded  of  the  fact  that  it  po&sesses  a  power  to  escape 
which  enables  it  to  cross  a  considerable  space  of  one  of 
the  best  insulators  known — dry  air.     This  must  vcss.'axv 
that  static  eiectricity  is  at  a  high  pressuie. 

23 
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Question  6.    Make  this  clearer. 

Answer,  A  switch  in  an  electric  circuit  can  be  almost 
closed  and  yet  no  current  will  pass  till  the  switch  is 
closed.  Static  electricity  would  have  jumped  across 
when  the  opening  between  the  switch  blades  became 
small. 

Question  7.  Mention  some  ea^y  ways  of  producing 
static  electricity. 

Answer,  i.  If  you  will  rub  a  fountain  pen  on  your 
coat  sleeve  it  will  attract  small  pieces  of  paper. 

2.  A  piece  of  glass  rubbed  with  a  silk  necktie  will  do 
the  same. 

3.  A  spark  will .  be  produced  by  shuffling  your  feet 
along  the  carpet  and  then  touching  a  gas  jet.  This  is  in 
miniature  the  same  effect  as  lightning  during  a  thunder 
shower. 

Question  8.  Are  there  still  other  ways  to  produce 
static  electricity? 

Answer.  Yes.  i.  Friction  between  two  different 
substances  will  always  produce  electricity  unless  the 
dampness  is  excessive.  A  leather  belt  on  a  rotating  pul- 
ley will  become  charged  and  give  you  a  severe  shock  if 
you  walk  under  it. 

2.  Percussion.  A  violent  blow  struck  by  one  sub- 
stance on  another  produces  positive  and  negative  charges. 

3.  Breakage.  Tear  a  playing  or  a  visiting  card,  or 
even  a  linen  paper  shipping  tag  suddenly  across,  and  you 
will  charge  the  two  pieces.  Crunching  a  lump  of  sugar 
quickly  between  the  teeth  does  the  same.  Split  a  sheet  of 
mica  with  a  sudden  motion  and  you  will  also  charge  the 
pieces. 

A/7}^  of  these  tests  done  in  a  very  dark  room  will  show 
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faint  sparks.  The  hard  rubber  slides  of  the  plate  holder 
of  a  camera,  if  pulled  out  suddenly  on  a  dry  day  may 
make  such  a  spark  that  you  can  hear  the  crackling  noise 
above  the  sound  made  by  the  slide  itself, 

4.  SoUdiUcalion.  -When  melted  chocolate  is  poured 
into  moulds,  upon  cooling  and  hardening  it  becomes 
electrified. 

5.  Combustion.  The  burning  of  a  joss  stick  to  keep 
away  mosquitos  causes  it  to  become  electrified. 


static  Electric! t;. 


-  6.  Evaporation.  The  evaporation  of  a  liquid  from  its 
surface,  when  that  surface  is  roughened  by  waves,  pro- 
duces electriiication.  This  is  one  of  the  ways  that  the 
atmosphere  is  kept  charged  relatively  to  the  earth.  In 
fair  weather  it  is  always  positive  to  the  earth  and  during 
rains  and  storms  it  is  sometimes  negative. 

Question  9.     Mention  some  other  ways  of  showing 
static  electricity. 

Answer.    Briskly  rub  a  sheet  of  paper  which  is  lying 
on  a  polished  desk,  with  a  rubber  eraser,  ot  ev^Ti  "Cnfe 
hand.    If  the  room  is  cool  and  dry  the  s\v«et  niWv  ^*0vO« 
to  the  table. 
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If  two  sheets  are  laid  down  together  and  rubbed  and 
both  pulled  away  together;  then  when  these  are  pulled 
apart  they  will  forcibly  repel  each  other. 

Lay  a  glass  rod  on  a  table,  one  end  of  which  extends 
over  the  edge  a  few  inches.  Attach  to  this  a  silk  thread,* 
fastened  to  the  lower  end  of  which  is  a  small  ball  of  pithf 
from  an  elder  or  corn  stalk. 

Rub  a  second  glass  rod  with  a  silk  handkerchief  and 
bring  it  near  the  pith  ball.  It  will  be  strongly  attracted, 
but  almost  immediately  repelled,  and  it  will  not  approach 
the  glass  rod  again. 

Now  rub  a  stick  of  sealing  wax  or  a  piece  of  wood 
highly  polished  with  shellac  varnish,  with  a  woolen  rag 
or  piece  of  flannel  and  bring  this  near  the  pith  ball.  It 
will  be  attracted  and  then  repelled.  We  may  repeat 
this  attraction  and  repulsion  as  often  as  we  please. 

Question  lo.  I  do  not  understand  the  repulsion.  What 
causes  it? 

Answer.  It  is  explained  by  saying  that  there  are  two 
kinds  of  static  electricity  or  at  least  two  states  of  it. 

Question  ii.  Why  does  it  seem  that  there  are  two 
kinds  of  static  electricity? 

Answer.  The  fact  that  under  one  set  of  circumstances 
an  electrified  body  will  be  drawn  to  another  body,  and  at 
other  times  will  be  repulsed  by  the  same  body,  plainly 
indicates  that  there  are  two  electrical  states,  one  of  attrac- 
tion and  the  other  of  repulsion. 

Question  12.    Explain  this  further. 


*  A  single  thread  drawn  from  a  piece  of  embroidery  silk  is 
best  because  it  is  very  light  and  flexible. 

t  Any  pith  will  do,  ancf  it  may  be  purchased  at  a  drug  store. 
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Answer.  The  glass  rod  in  Ag*  attracted  the  pith  ball 
and  then  repelled  it.  Since  it  acted  differently  towards 
the  same  charge  of  static  electricity,  there  must  have  been 
a  charge  on  the  pith  ball  which  had  two  conditions,  one 
where  it  attracted  and  one  where  it  repelled. 

Question  13.  How  can  these  different  states  be  pro- 
duced or  induced,  as  it  is  called  ? 

Answer.  Different  electrical  conditions  are  produced 
by  different  treatment  of  the  bodies  electrified.  The  glass 
rod  rubbed  by  a  silk  handkerchief  induced  a  condition 
which  is  unlike  that  induced  by  the  flannel's  friction  on 
the  sealing  wax  or  shellac  of  the  varnished  wood. 

Question  14.  But  this  does  not  explain  about  the  re- 
pulsion or  the  cause  of  it. 

Answer.  With  the  knowledge  gained  in  this  experi- 
ment and  what  we  already  know,  we  can  find  an  explana- 
tion. 

Lay  two  glass  rods  over  the  edge  of  the  table  and  as 
far  apart  as  possible  and  attach  pith  balls  to  each  by 
silk  threads. 

To  one  present  a  glass  rod  rubbed  with  silk.  It  is  first 
attracted  and  then  repelled. 

To  the  other  present  a  stick  of  sealing  wax  that  has 
been  rubbed  with  flannel.  It  will  be  attracted  and  then 
repelled. 

Take  away  the  glass  rod,  the  stick  of  wax,  the  silk 
and  flannel  to  a  distance.  Pick  up  one  of  the  glass  rods 
and  slowly  bring  its  pith  ball  up  towards  the  other.  They 
will  be  attracted. 


•References  to  Answers  in   same  Lesson  will  be  made  in  this 
way. 


28  ELECTRIC   RAILROADING 

Handle  the  pith  balls  with  the  fingers  a  few  seconds  to 
dissipate  their  charges.    Replace  them  as  before. 

Rub  the  glass  rod  with  silk  and  present  to  each  pith 
ball.    They  will  be  attracted  and  repelled. 

Now  as  before  bring  the  pith  balls  together  and  they 
will  repel  each  other. 

Discharge  the  pith  balls  and  repeat  this  last  part,  using 
the  sealing  wax  rubbed  with  flannel. 

The  balls  are  attracted  and  repelled,  and  when  brought 
near  together  they  repel  each  other. 

We  already  know  from  Ag  that  an  unelectrified  body 
is  always  attracted  to  an  electric  charge  before  being  re- 
pelled. 

From  these  demonstrated  facts  we  deduce  the  follow- 
ing: 

Similar  electric  charges  repel  each  other.  Dissimilar 
charges  attract  each  other.  Either  electrical  condition 
may  show  attraction  for  an  unelectrified  body. 

In  short: — 

Like  charges  repel. 

Unlike  charges  attract. 

Charges  attract  neutral  bodies. 

Question  15.  This  explains  why  the  two  pith  balls 
were  first  attracted  when  one  was  charged  by  glass  rod 
and  the  other  by  sealing  wax. 

It  explains  why  they  repelled  each  other  when  both 
were  charged  by  glass  rods. 

Explain  why  a  neutral  or  unelectrified  body  is  attracted 
and  then  repelled. 

Answer,  We  have  come  to  the  conclusion  that  all 
bodies  contain  equal  amounts  of  the  two  kinds  of  static 
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When  a  body  rests  undisturbed  the  opposite  qualities 
of  the  parts  neutralize  each  other  and  no  outside  effect 
is  observed;  indeed  one  is  tempted  to  say  that  there  is 
no  electricity  in  the  substance. 

In  a  similar  manner  drinking  a  glassful  of  a  solution 
of  caustic  soda  or  of  diluted  muriatic  acid  would  corrode 
the  lining  of  your  stomach,  and  perhaps  cause  death. 

Mixing  the  two  would,  if  the  chemicals  were  clean  and 
pure,  and  present  in  the  right  quantities,  produce  a  large 
glassful  of  a  solution  of  table  salt  in  water.  I  would 
have  no  'fear  in  drinking  this,  except  for  the  excessive 
thirst  sure  to  follow  such  a  salty  beverage. 

So  the  question  is  answered  in  this  way : — 


^-t-  B  -fe) 


Fig.  6.     State  of  a  body  B,  having  a  charge  induced  in  it  due  to  the 

action   of   C. 


An  unelectrified  pith  ball  is  really  only  an  uncharged 
one,  for  the  two  kinds  of  electricity  are  in  it  in  equal 
quantities  and  neutralize  each  other. 

When  the  glass  rod  charged  with  glass  electricity  was 
brought  near  the  pith  ball,  the  glass  electricity  of  the 
glass  rod  repelled  the  glass  electricity  of  the  pith  ball  to 
the  far  side,  and  attracted  the  other  kind  (resinous)  to 
the  near  side.    See  Fig.  6. 

The  attraction  being  nearer  than  the  repulsion  the 
whole  pith  ball  with  its  separated  electricities  is  pulled 
toward  the  glass  rod. 

When  the  pith  ball  gets  very  near  the  g\ass  todi  >Jcv^ 
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attraction  of  the  glass  electricity  on  the  rod  actually  palls 
the  other  kind  (resinous)' off  the  pith  ball,  leaving  only 
the  glass  electricity.  The  glass  rod  now  repels  the  pith 
ball  even  more  strongly  than  it  attracted  it  before. 

When  the  stick  of  sealing  wax  was  presented  to  a  pith 
ball  the  same  thing  is  done  by  the  resinous  electricity  of 
the  stick,  it  repels  the  resinous  kind  and  attracts  the  glass 
kind.  The  same  things  occur  and  the  ball  is  first  at- 
tracted, then  repelled. 

Question  i6.  Are  these  names,  glass  and  resinous, 
actually  used? 

Answer,  Vitreous  and  resinous  have  been  used,  but 
these  names  are  out  of  date  and  they  are  now  known  as 
positive  and  negative  electricities. 

The  names  are  usually  abbreviated  by  using  the  sign  + 
for  the  positive,  and  —  for  the  negative. 

Question  17.  Then  an  electric  charge  can  induce  a 
charge  in  another  body,  that  is,  cause  its  electricities  to 
separate,  without  actually  touching  it  ? 

Answer.    Yes,  as  is  shown  in  this  experiment. 

A  sphere  of  metal,  or  wood  covered  with  tinfoil  is 
mounted  on  an  insulating  stand — a  wooden  stand  with  a 
glass  rod  for  its  support.  A  second  similar  stand  has  a 
horizontal  cylinder  of  conducting  material,  or  wood  cov- 
ered with  foil,  hanging  from  which  are  double  threads  of 
silk ;  and  to  these  two  or  three  inches  below  the  cylinder 
are  fastened  little  pith  balls.     See  Fig.  30,  on  page  78. 

These  double  threads,  four  or  five  in  number,  are  dis- 
tributed along  the  cylinder  at  regular  intervals. 

The  little  cylinder,  say  an  inch  in  diameter  and  six 
inches  long,  is  now  insulated  from  the  ground. 

If  the  sphere  is  now  charged  and  brought  near  one 
end  of  the  cylinder,  each  pair  of  pith  balls  will  show  re- 
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pulsion  and  remain  standing  apart.  Those  at  the  two 
ends  of  the  cylinder  will  show  the  greater  repulsion  and 
remain  further  apart  than  the  pairs  n^ar  its  center. 

If  we  now  electrify  a  rubber  comb  or  glass  rod  by  rub- 
bing it,  we  will  see  that,  on  approaching  the  pith  balls,  it 
will  attract  those  at  one  end  and  repel  those  at  the  other ; 
thus  showing  the  ends  of  the  cylinder  to  be  oppositely 
electrified. 

This  proves  conclusively  that  the  approach  of  the 
charged  sphere  separated  the  two  electrical  conditions  on 
the  cylinders,  attracting  the  opposite  kind  and  repelling 
the  same  kind. 

It  also  gives  another  proof  that  "Like  charges  repel," 
because  each  of  the  pith  balls  in  a  pair  had  the  same  kind 
of  electricity  in  them,  and  repelled  each  other. 

Question  i8.  Does  the  same  charge  always  induce  the 
same  quantity  of  electricity? 

Answer.  Yes,  as  is  shown  in  the  following  experi- 
ment. 

As  shown  in  Fig.  7,  insulate  a  tin  can  by  standing  on  a 
glass  tumbler.    Connect  it  to  an  electroscope.* 

Charge  a  metal  ball  and  lower  into  the  can  by  a  silk 
string,  being  careful  not  to  let  it  touch  the  sides. 

As  the  ball  is  lowered  a  charge  is  induced  in  the  tin 
pail  and  the  gold  leaves  of  the  electroscope  diverge,  show- 
ing it. 

When  the  ball  is  well  down  into  the  pail  the  leaves 
will  diverge  no  further,  even  if  the  ball  is  touched  to  the 
bottom. 

This  proves  that  the  ball  induced  an  equal  and  opposite 
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charge  in  the  pail  because  touching  the  pail  with  the  ball 
added  no  more  electricity. 

Furthermore,  after  the  ball  has  touched  the  pail  pull  it 
out  and  it  will  be  found  perfectly  neutral. 

It  was  neutralized  by  the  equal  and  opposite  charge 
which  it  induced. 


Fig.  7.     Showing  that  the  induced  charge  is  equal  and  opposite  to  the 

inducing  charge. 


The  electroscope  was  operated  by  the  equal  and  like 
charge  left  free  by  the  induction  of  the  opposite  charge. 

Question  19.  What  is  the  usual  trouble  when  experi- 
ments such  as  have  been  described  won't  work? 
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Answer.  The  things  used  are  not  perfectly  dry  or  the 
air  is  too  moist. 

Question  20.    What  other  things  might  cause  trouble  ? 

Answer.  If  the  table  used  were  set  over  a  hot-air 
register,  the  current  of  hot  air  will  carry  away  the  elec- 
trical charges,  perhaps  as  fast  as  produced. 


LESSON  3. 

Static  Electricity  (Continued). 

Question  i.  Can  you  induce  a  +  charge  without  at  the 
same  time  inducing  an  equal  —  charge? 

Answer.    No. 

Question  2.  But  when  you  rubbed  the  fountain  pen, 
or  the  glass,  or  the  carpet,  as  in  Ay,  Lesson  2,  only  the 
pen,  glass  or  body  seemed  to  have  charges. 

Answer.  Careful  investigation  will  prove  that  the  coat 
sleeve,  necktie  and  the  carpet  under  foot  contain  electrical 
charges  as  well  as  the  pen,  glass,  and  your  body. 

Question  3.    Why  careful  investigation? 

Answer.  Because  it  is  very  easy  to  be  deceived  by  ap- 
pearances in  any  electrical  test.  Care  must  be  taken  that 
real  effects  are  observed  and  to  properly  understand  what 
we  see. 

Question  4.  What  test  is  usually  applied  to  the  coat 
sleeve,  necktie  and  carpet  to  see  if  they  are  electrified, 
i.  e.,  if  they  contain  a  charge  of  static  electricity  ? 

Answer.  A  trial  is  made  to  see  if  they  will  attract  pith 
balls  or  affect  an  electroscope. 

Question  5.  But  they  won't  and  therefore  there  is  no 
charge  on  them. 

Anszver.  No,  not  at  the  time  they  were  tested,  but 
while  being  rubbed  or  rubbing  they  were  electrified. 

Question  6.    Where  did  the  charge  go  ? 

Answer.  To  the  ground.  You  see  the  pen  and  glass 
rod  were  insulators  and  insulated    (Lesson   2)  so  that 

34 
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the  electrification  produced  by  the  friction  remained  on 
them,  but  the  coat  sleeve  and  silk  necktie  were  not  such 
good  insulators  and  were  grounded,  so  that  the  charge 
flowed  away. 

Question  7.  But  the  glass  rod  and  silk  necktie  were 
both  held  in  the  hands.  How  could  one  be  insulated  and 
the  other  not  ? 

Answer,  The  glass  rod  being  fairly  long  its  lower 
part  acts  as  an  insulator  for  the  upper  part.  The  hand, 
which  is  a  good  conductor,  makes  a  contact  of  small  area 
with  the  lower  end  of  the  glass  rod.  Hence  the  charge 
on  the  other  end,  say  three  inches  away,  is  insulated. 

The  necktie  makes  a  contact  of  large  area  with  the 
hand  and  the  charge  being  on  the  other  side  of  the  silk, 
say  a  few  thousandths  of  an  inch  away,  is  not  properly 
insulated  and  leaks  away. 

Question  8.  But  the  charge  on  your  body  when  you 
drew  a  spark  from  the  gas  jet,  did  not  flow  away. 

Answer.  No;  because  the  carpet  was  the  better 
grounded  of  the  two  and,  moreover,  the  charge  in  the  car- 
pet, while  being  rubbed,  was  actually  there  and  repelled  a 
charge  into  the  body  and  held  it  there. 

After  the  spark  to  the  gas  jet  the  charge  in  the  carpet 
flowed  away  to  the  ground,  and  any  excess  charge  on  the 
body  also  flowed  away  to  ground. 

Question  9.  How  can  you  prove  that  the  coat  sleeve 
and  necktie  had  charges  while  being  rubbed? 

Answer.  By  mounting  a  piece  of  woolen  cloth  to  rep- 
resent the  coat  sleeve  on  a  glass  rod  and  using  this  rod 
as  a  handle,  rub  the  cloth  on  the  fountain  pen. 

Both  the  cloth  and  the  pen  will  become  charged,  as 
the  charge  on  the  cloth  can  not  flow  away ,  \\.  T^rcvi\w%,  ^"^.v. 
be  tested  and  proved  to  exist. 
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The  same  idea  may  be  carried  out  with  a  scrap  of  silk 
and  a  glass  rod. 

^  Question  lo.    How  do  you  test  to  prove  a  charge  ex- 
ists? 

Answer.    By  using  an  electroscope. 

Question  ii.    Describe  an  electroscope. 

Answer.  As  shown  in  Fig.  4  and  in  Fig.  8,  it  consists 
of  a  glass  jar  sealed  up,  practically  moisture  proof,  with 
two  leaves  of  metal  foil  hanging  from  a  metal  rod  in  the 
jar,  the  other  end  of  the  metal  rod  in  the  air  terminates 
in  a  metal  ball. 


Fig.  8.     Charging  an  Electroscope  by  Influence. 


Two  strips  of  foil  are  often  pasted  on  the  sides  of  the 
jar  to  discharge  the  foil  leaves  if  they  swing  out  too  far. 

Question  12.  How  do  you  prepare  an  electroscope  for 
a  test? 

Answer.  Rub  a  glass  rod  with  a  piece  of  silk  and  hold 
rod  near  the  ball  of  the  electroscope,  but  do  not  touch  it. 
See  Fig.  8.    The  leaves  will  diverge  and  remain  apart. 

While  keeping  the  glass  rod  near  the  ball  touch  the 

M  with  the  other  hand  and  remove  hand.    The  leaves 
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fall  together.  Remove  the  glass  rod  to  a  distance  and 
the  leaves  will  diverge  again. 

Question  13.  Why  does  the  electroscope  act  this  way 
while  being  charged? 

Answer.  When  the  charge  of  +  electricity  on  the 
glass  rod  is  held  near  the  neutral  electroscope  it  separates 
the  electricities  and  attracts  the  —  to  the  ball  at  the  top 
and  repels  all  the  +  to  the  leaves  at  the  bottom  of  the 
metal  rod. 

The  leaves  being  now  both  positively  charged  repel 
each  other  and  diverge. 

When  the  ball  is  touched  with  the  finger  the  —  elec- 
tricity is  held  "bound"  by  the  glass  rod.  Any  +  which 
would  run  in  from  the  earth  through  the  hand,  is  kept 
out  by  the  +  of  the  glass  rod,  while  more  —  is  attracted 
from  the  earth.  This  charge  combines  with  the  +  ^^  the 
leaves  and  neutralizes  so  that  the  leaves  are  no  longer 
charged.  They  therefore  stop  repelling  each  other  and 
fall  together. 

The  —  in  the  ball  is  still  held  "bound"  by  the  +  of  the 
glass  rod  and  can  do  nothing. 

The  finger  being  removed,  and  then  the  glass  rod  being 
taken  away,  the  —  charge  which  was  in  the  ball  spreads 
all  over  the  ball,  rod  and  leaves. 

The  leaves  being  now  each  charged  with  —  they  repel 
each  other  and  diverge. 

Notice  that  the  final  charge  of  the  electroscope  is  op- 
posite to  the  charge  of  the  charging  body. 

Question  14.    How  do  you  test  for  a  charge? 

Answer,  Bring  the  body  on  which  a  charge  is  sus- 
pected near  the  ball  and  if  the  leaves  diverge  further  or 
fall  together  there  is  a  charge  on  the  body ;  if  they  are 
not  affected  there  is  no  charge  on  the  body. 
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Question  15.  How  do  you  deterrnine  the  kind  of  elec- 
tricity on  the  body  ? 

Answer,  If  the  leaves  diverge  further  when  a  body  is 
brought  near  the  ball  its  charge  is  the  same  kind  as  is  in 
the  electroscope,  if  they  come  together  it  is  charged  with 
the  opposite  kind. 

Question  16.  What  electricity  is  the  electroscope  usual- 
ly charged  with? 

Answer,  Usually  a  glass  rod  carrying  a  +  charge  is 
used,  which  induces  a  —  charge  in  the  electroscope.' 

Then  a  further  divergence  of  the  leaves  means  a  —  and 
a  collapse  of  the  leaves  means  a  +  charge  on  the  tested 
body. 

Question  17.  What  is  the  general  rule  for  determin- 
ing the  kind  of  electricity  with  an  electroscope? 

Answer,  Collapse  of  leaves  means  same  kind  of 
electricity  as  was  used  to  charge  the  electroscope.  Di- 
vergence of  leaves  means  different  kind. 

Question  18.  How  can  you  charge  any  body  so  as  to 
have  only  one  kind  of  electricity  in  it? 

Answer.  By  inducing  a  separation  of  the  electricities 
by  means  of  a  charged  body  and  then  drawing  off  the 
"free"  charge  by  touching  the  body  with  the  finger. 

Question  19.  What  does  bound  and  free  charges 
mean? 

Answer.  A  bound  charge  means,  a  charge  which  is  at* 
tracted  and  held  by  a  charge  of  the  opposite  kind. 

Touching  a  body  with  a  bound  charge  has  no  effect 
upon  it,  because  it  is  not  free  to  neutralize  with  any  elec  - 
tricity  that  might  flow  in,  nor  can  it  flow  away,  since  it  f  5 
held  by  the  other  charge. 

A  free  charge  is  a  charge  which  is  under  no  influeme 
ider  the  influence  of  a  charge  of  the  same  kind. 
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When  a  body  is  touched  the  free  charge  is  either  neu- 
tralized by  the  inflowing  charge  or  flows  away  itself  to 
the  earth.    Probably  both  of  these  actions  take  place. 

Question  20.  What  is  the  best  way  to  get  a  fairly  large 
charge  of  electricity? 

Answer.    By  the  Electrophorous. 

Question  21.    Describe  the  Electrophorous. 

Answer.  As  shown  in  Figs,  i  and  9  it  consists  of  a 
plate  of  resin  resting  on  a  metal  plate,  and  a  second  metal 
plate  with  an  insulated  handle,  rests  on  the  resin. 


Question  22.    How  is  the  Electrophorous  used? 

Answer.  The  upper  plate  or  cover  is  removed  and  the 
cake  of  resin  is  rubl>e(]  or  beaten  with  a  piece  of  warm 
dry  flannel  or  cat's  skin. 

The  cover  is  then  taken  up  by  the  glass  handle  and 
placed  lightly  on  the  cake.  With  thumb  and  forefinger 
touch  -the  metal  plate  containing  the  resin  cake  and  the 
metal  cover  at  the  same  time. 
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Lift  the  cover  off  by  the  handle  and  it  will  be  charged. 
Question  23.    How  can  you  prove  it? 
Answer,    By  drawing  a  spark  from  it  by  the  finger. 
Question  24.     Do  you  rub  the  resin  cake  each  time 
you  want  a  spark? 
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Fig.  10.     The  Electrical  State  of  an  Electrophorous  when  cover  is  on, 
and  then  after  being  touched  and  cover  lifted. 

Answer,  No.  The  cover  may  be  replaced,  touched  as 
before,  removed,  and  a  spark  drawn,  over  and  over 
again.  If  left  after  being  used  the  charge  on  the  cake 
will  leak  away  and  rubbing  will  be  necessary. 

Question  25.    Explain  how  the  Electrophorous  works. 

Answer,  When  the  resinous  cake  is  first  beaten  its 
surface  is  — ly  electrified  and  the  +  driven  into  the  metal 
pan.  See  Fig.  10.  When  the  metal  cover  is  placed  light- 
ly on  the  cake  it  does  not  touch  at  all  points  and  is 
really  an  insulated  conductor. 

The  —  charge  on  the  resin  cake  acts  by  influence  on 
the  cover  and  induces  a  +  charge  on  its  under  side  and 
repels  the  —  charge  to  the  upper  side. 
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When  the  cover  and  the  bottom  pan  are  touched  by  the 
finger,  several  things  happen.  From  the  earth  the  resin 
cake  attracts  more  +  charge  to  the  lower  side  of  the 
cover  and  repels  the  —  on  the  upper  side  of  cover  out  to 
the  earth  through  the  finger.  This  gives  the  cover  a 
larger  +  charge  than  before.  This  +  charge  is  bound 
and  cannot  escape. 

The  connection  of  the  bottom  pan  to  earth  allows  its 
-f  charge  to  be  increased,  which  in  turn  helps  to  ''bind" 
the  —  charge  on  the  resin. 

If  the  cover  is  now  lifted  by  the  insulated  handle  the  + 
charge  on  it  spreads  over  it  and  it  is  charged  ready  to 
give  a  spark.  ^ 

Question  26.  Wilf  the  Electrophorous  work  if  only 
the  cover  is  touched  with  the  finger? 

Answer.  Yes,  but  the  spark  is  stronger  when  both 
cover  and  pan  are  touched. 

Question  27.  Is  the  original  charge  used  up  in  draw- 
ing several  sparks  in  succession? 

Answer,  No,  because  the  electricity  which  gives  the 
spark  is  really  drawn  from  the  earth  each  time. 

Question  28.  You  have  obtained  energy  without  any 
cost,  have  you  not  ?    This  is  contrary  to  nature's  laws. 

Answer,  No.  The  cost  of  the  spark  is  the  muscular 
effort  of  the  first  rubbing,  and  the  subsequent  touching 
and  liftings. 

Question  29.    How  can  a  larger  charge  be  obtained  ? 

Answer,  By  accumulating  the  small  charges  given  by 
the  electrophorous. 

Question  30.    What  is  used  to  accumuVale  c)cv^t%^'s>'1 

Answer.    A  Leyden  Jar, 
Quesfion 31.     What  is  a  Leyden  Jar? 
Answer.    It  is  a  glass  jar  lined  inside  and  o^xls^^^  n 
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tinfoil  with  a  conductor  passing  through  an  insulated 
cork  touching  the  inside  foil.    See  Fig.  2. 

Question  32.    How  is  the  Leyden  jar  used? 

Answer,  To  get  the  best  results  connect  the  outer  coat- 
ing of  tinfoil  with  a  wire  or  chain  to  a  gas  or  water 
pipe,  thus  giving  a  good  connection  with  the  earth. 

When  the  cover  of  the  electrophorous  is  lifted,  present 
it  to  the  knob  of  the  jar  and  let  the  spark  jump -to  it. 
Repeat  this  a  dozen  times,  and  the  jar  will  be  charged. 

Question  33.     How  do  you  show  this  charge? 

Answer.  Connect  the  ball  with  the  outer  coating  using 
the  discharger  (Fig.  3)  and  a  heavy  spark  will  be  ob- 
tained. 

Question  34.  Will  it  be  twelve  times  as  large  as  the 
electrophorous  spark? 

Answer.  No.  It  will  be  much  larger  than  the  electro- 
phorous spark,  but  not  twelve  times  as  large,  for  there 
are  leaks  and  other  losses  which  will  reduce  its  size. 

Question  35.     Explain  the  main  leak. 

Answer.  Glass  is  a  hygroscopic  substance.  This 
means  that  moisture  collects  on  its  surface  very  easily. 
A  china  tea  cup  will  have  a  dry  surface  in  a  room,  while 
a  glass  tumbler  alongside  of  it  will  have  a  very  damp 
surface. 

The  charge  leaks  from  one  coating  of  tin  foil  to  the 
other  over  this  film  of  moisture. 

The  shellac  varnish  on  the  glass  is  to  prevent  this 
film  of  moisture  forming.    It  does  this  very  well. 

Question  36.     What  is  another  cause  of  leakage? 

Anszver.     There  is  the  leakage  from  the  coatings  to 
the  air,  because  particles  of  air  become  electrified  and 
3re  then  repelled. 
Qucs/wn  J/.     Why  does  not  a\\  t\vt  eVv^i^^X^^^'^^^'l 
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Answer.  In  a  poorly  made  jar  it  will ;  but  with  well 
shellaced  glass,  used  in  a  dry  atmosphere  the  leakage  is 
slow,  and  the  binding  influence  of  the  inner  and  outer 
charges  on  each  other  retains  the  charge. 

Question  38.     Is  there  any  other  leakage? 

Answer.  Yes  there  is  leakage  through  the  glass. 
While  glass  is  principally  sand  and  soda  yet  there  are 
other  ingredients  added  according  to  the  grade  of  glass. 
The  cheaper  kinds  have  accidental  ingredients,  really  im- 
purities, which  lessen  its  value  for  electrical  purposes.  A 
general  rule  is  that  the  more  expensive  the  glass  the  bet- 
ter for  electrical  work. 

A  leyden  jar  to  approach  nearest  to  electrical  perfec- 
tion should  be  of  glass  containing  no  lead  or  other  con- 
ducting material. 

For  simple  experimenting  a  cheap  glass  such  as  bottles 
or  fruit  jars  are  made  of  will  do. 

In  such  cases  it  is  absolutely  necessary  to  coat  the 
glass  with  shellac  varnish  before  putting  on  the  tin  foil. 

Question  39.     How  can  a  larger  spark  be  obtained? 

Answer.  By  accumulating  more  electrophorous 
sparks. 

Question  40.     Is  there  any  limit  to  the  size  ? 

Answer.  Yes;  in  time  the  pressure  of  the  charge  to 
escape  will  be  so  great  that  the  charge  will  either  leak 
as  fast  as  it  is  added  to  or  the  pressure  will  flash  a  spark 
over  the  edge  of  the  glass. 

Question  41.  Will  a  larger  leyden  jar  give  a  larger 
spark  ? 

Answer.  Yes,  a  jar  large  enough  to  have  twice  tlie 
amount  of  tin  foil  put  on  will  give  twice  as  large  a  spark. 

Question  42.  What  do  you  mean  by  ''twice  as  large 
a  spark  ?" 
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Anszver.  Either  twice  as  long  a  spark,  the  same 
length  but  twice  as  thick  or  some  combination  like  this. 
Twice  as  long  and  twice  as  thick,  would  be  a  spark  four 
,:;-,nes  as  large. 


with  Removable  CaatlniH. 


Question  43.    .Can  several  leyden  jars  be  used  at  once? 

Answer.  Yes,  stand  them  all  on  a  sheet  of  metal,  and 
connect  all  the  knobs  together  with  a  piece  of  wire.  This 
is  now  the  same  as  one  big  jar.     Fig.  27,  page  75. 

Question  44.     How  does  a  leyden   jar  work? 

Answer.  The  theory  of  the  leyden  jar  is  best  explained 
through  the  aid  of  an  experiment,  which  requires  a  pe- 
culiar form  of  jar,  but  which  is  easily  constructed. 
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Take  a  large  glass  tumbler,  and  varnish  inside  and  out 
with  shellac.  Arrange  the  inner  and  outer  coatings  so 
as  to  be  removable.  Fig.  ii  shows  one  where  the  coat- 
ings have  been  made  thick  and  stiff  to  facilitate  their  re- 
moval. 

A  jar  may  be  arranged  more  simply  by  attaching  a  ball 
of  tin  foil  refuse  to  the  lower  end  of  the  rod  so  that  it 
will  rest  on  the  bottom  of  the  jar  and  form  the  inner 
coating. 

For  the  outer  coating  thin  sheet  metal  or  foil  may  be 
wrapped  around  the  jar  and  tied  with  thread. 

Place  a  board  on  several  glass  tumblers  thus  making 
an  insulated  stand.    Place  jar  on  stand. 

Charge  the  jar.  Lift  out  the  rod  and  inner  coating- 
being  careful  not  to  come  within  sparking  distance  of 
the  outer  coating — and  place  on  board.  Now  lift  the 
jar  from  the  outer  coating  and  place  on  board. 

In  each  of  these  contacts  a  very  slight  shock  will  be  re- 
ceived by  the  hand. 

A  test  of  the  two  coatings  will  show  that  they  are 
neutral,  as  is  natural  since  any  charge  on  them  would 
be  neutralized  by  touching  them  by  the  hand. 

Replace  the  jar  in  its  coating,  and  put  the  inner  coat- 
ing in  place.  Discharge  the  jar  by  making  contact  be- 
tween the  coatings,  and  it  will  be  seen  that  there  is  nearly 
as  much  electricit}'^  in  the  jar  now  as  if  the  coatings  had 
not  been  disturbed. 

It  is  evident  then  that  when  the  inner  and  outer  coat- 
ings were  removed  that  the  electricity  in  the  jar  was  not 
disturbed,  for  the  outer  charge  remained  bound  after 
the  inner  coating  was  removed. 

We  explain  this  by  saying  that  the  chaT^^?>  ^"c^  v^'ai^.^ 
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on  the  inner  and  outer  surfaces  of  the  glass  and  that  the 
tin  foil  is  only  a  means  of  getting  the  charge  to  the  glass. 
When  we  took  the  jar  apart  the  slight  shocks  were  due 
io  leaks,  but  the  main  charges  stayed  on  the  glass. 

Question  45.  Could  the  glass  be  discharged  while  out 
.^f  its  coatings? 

Answer.  Yes,  by  connecting  inside  and  outside  by  a 
iiroad  strip  of  tin  foil.  Doing  this  as  if  you  were  trying 
tn  wipe  off  the  charge. 

Holding  the  glass  under  a  tap  and  running  water  over 
i*  will  instantly  discharge  it. 

Question  46.     Will  you  get  a  spark  by  this  discharge  ? 

Answer.  It  depends.  If  you  make  a  broad  contact  at 
fii  ;t  you  will  not,  because  the  charge  flows  over  such  a 
la;  ^e  surface.  If  you  get  a  spark  it  is  a  feeble  one  for 
the  glass  being  an  insulator  it  cannot  rush  to  the  point  of 
discharge  quickly  enough  to  make  a  heavy  spark. 

Question  47.  Do  the  foil  coating^  enable  a  spark  to  be 
obtained? 

Answer.  Yes,  without  them  the  discharge  is  a  fast 
leak ;  with  them  the  charge  can  rush  through  the  con- 
ducting coatings  to  the  discharging  tongs  and  the  dis- 
charge is  a  quick  snappy  one. 

Question  48.  Why  will  a  leyden  jar  give  a  second 
spark  a  few  seconds  after  being  discharged? 

Answer.  We  believe  that  the  charges  penetrate  the 
glass  to  a  certain  extent  and  the  first  spark  discharges  all 
the  charge  on  the  surface  of  the  glass,  but  it  is  over  be- 
fore the  charge  which  soaked  into  the  glass  has  time  to 
escape. 

The  second  time  the  jar  is  discharged  we  allow  this 
esidual  charge,  which  has  come  back  to  the  surface,  a 
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chance  to  escape.  This  second  spark  is  very  much  weaker 
than  the  first  one. 

Question  49.  What  is  meant  by  saying  that  the  dis- 
charge of  a  leyden  jar  is  oscillatory  f 

Answer.  In  the  first  place  the  spark  or  discharge  is 
not  instantaneous  although  very  quick.  This  can  be 
shown  by  flashing  a  spark  at  some  gunpowder,  it  will  not 
explode,  but  insert  a  piece  of  wet  string  about  a  foot  long 
in  the  wire  leading  up  to  the  spark  gap  and  the  spark 
will  be  forced  to  travel  slower.  It  will  then  in  its  stower 
movement  heat  up  the  gunpowder  and  ignite  it. 

But  this  is  not  all.  The  spark  as  we  call  it,  whether  it 
be  a  fast  or  slow  one,  is  not  a  single  spark,  but  a  series 
of  sparks. 

There  are  always  a  great  number  of  them  jumping 
in  alternate  directions,  each  weaker  than  the  last  until 
they  are  too  feeble  to  jump  across  the  gap.  The  electric- 
ity which  forms  the  spark  surges  or  oscillates  between  the 
sparking  points. 

The  sudden  emptying  of  a  barrel  of  water  in  a  tank 
will  cause  the  water  in  tank  to  surge  back  and  forth,  in 
waves,  each  successive  one  being  smaller,  until  the  whole 
mass  settles  down  and  becomes  quiet. 

The  action  of  a  pendulum  set  in  motion  and  gradually 
coming  to  rest  illustrates  the  action  also,  provided  you 
imagine  the  pendulum  moving  at  a  furious  speed. 
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LESSON  4. 
Condensers. 

Question  i.  Why  is  a  ley  den  jar  often  referred  to  as 
a  condenser? 

Answer.  Because  that  is  the  general  name  for  ap- 
paratus designed  to  collect  charges  of  electricity. 

Question  2.    What  is  a  condenser  ? 

Answer.  A  condenser  consists  of  two  metal  platae 
separated  by  an  insulator. 

Question  3.    What  is  the  dielectric  of  a  condenser? 

Answer.  It  is  the  special  name  given  to  the  insulator 
of  a  condenser. 

Question  4.     Explain  the  action  of  a  condenser. 

Answer.  If  a  pane  of  glass  be  set  on  edge  and  a 
piece  of  tin  foil  pasted  on  one  side  it  will  have  a  certain 
capacity  for  electricity,  but  if  another  piece  is  pasted  on 
the  other  side  and  charged  with  the  opposite  kind  of 
electricity  then  the  first  piece  will  have  a  greater  capac- 
ity. It  is  as  if  this  arrangement  could  condense  elec- 
tricity, that  is  get  more  in  the  same  space. 

Question  5.     What  is  meant  by  capacity? 

Answer.  A  piece  of  tin  foil  could  have  its  charge  in- 
creased until  the  leakage  equalled  the  amount  put  on,  then 
we  might  say  that  it  was  full,  and  that  the  amount  on  it 
was  its  capacity.  Since  this  amount  would  vary  with  the 
dampness  of  the  air,  the  temperature  of  the  tin  foil,  and 
the  rate  at  which  you  added  electricity,  a  more  definite 
way  has  been  adopted  to  define  Capacity. 
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A  certain  pressure  is  called  a  volt.  We  apply  electric- 
it)''  to  the  condenser  increasing  the  pressure  until  it  be- 
comes one  volt,  then  we  say  the  condenser  is  full  enough 
and  the  charge  then  in  it  is  said  to  be  the  capacity  of  the 
condenser. 

Question  6.  On  what  does  the  capacity  of  a  condenser 
depend  ? 

Answer.  •  On  three  things : — 

1.  The  area  of  the  metal  part. 

2.  The  thinness  of  the  dielectric. 

3.  The  kind  of  dielectric. 

Question  7.  .  Does  not  the  kind  of  metal  used  or  its 
thickness  affect  the  capacity? 

Answer.  No,  only  the  area.  The  greater  the  area  the 
greater  the  capacity. 

Question  8.  Why  is  it  that  the  thinness  of  the  dielec- 
tric affects  the  capacity? 

Answer.  Because  the  thinner  the  dielectric  the  nearer 
the  metal  portions  are  to  each  other  and  so"  the  electri- 
cal action  between  the  charges  is  greater. 

Question  9.  Why  should  the  material  used  as  a 
dielectric  affect  the  capacity  ? 

Answer.  Exactly  why  is  not  known,  but  it  is  a  fact 
that  the  electric  action  takes  place  through  the  same 
thickness  of  different  materials  with  more  or  less  strength 
according  to  the  material. 

Question  10.  What  is  the  metal  portion  of  a  condenser 
usually  made  of  ? 

Answer.  It  is  always  made  of  tin  foil,  for  it  is  thin 
and  hence  light  in  weight  for  large  areas. 

Question  11.     What  is  used  generally  as  a  dielectric? 

Answer.  For  condensers  used  in  commercial  work, 
paper  soaked  in  paraffin  is  used  while  for  standard  cotv- 
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densers  used  in  laboratories  to  test  others,  mica  split  into 
thin  sheets  is  used. 

Question  12.  What  are  the  advantages  of  the  paper 
condensers,  as  they  are  called  ? 

Answer.  They  are  cheap  to  make,  light  in  weight 
and  good  enough  for  many  purposes. 

Question  13.  What  are  the  objections  to  paper  con- 
densers ? 


Fig.  12.     Paper  CaD< 


Answer.  They  cannot  hold  a  charge  as  long  as  a  mica 
condenser,  as  the  insulation  is  not  so  good.  They  leak 
considerably,  that  is  the  charge  leaks  from  foil  to  foil, 
thus  discharging  the  condenser.  If  rapidly  charged  and 
discharged  the  paraffin  is  heated  and  may  soften  or  even 
melt. 

Quesiion  14.  What  are  the  advantages  of  the  mica 
condensers  ? 

Aiis'Mer.  They  hold  their  charge  without  leaking  for 
a  long  time,  rapid  charge  and  discharge  does  not  heat 
them  much,  and  even  so  mica  is  not  affected  by  tempera- 
tures at  which  paraffin  would  liquefy.  Their  capacity 
is  great,  so  a  mica  condenser  is  smaller  than  a  paper 
one  of  the  same  capacity. 

Question  15.     What  are  the  objections  to  mica  con- 

isers  ? 
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Answer.  They  are  expensive,  and  while  small  in  size 
are  very  heavy. 

Question  i6.  Hpw  would  the  capacities  of  three  simi- 
lar condensers  of  mica,  paraffined  paper,  and  glass  com- 
pare ? 

Answer.  Selecting  a  condenser  with  air  for  a  dielec- 
tric as  a  standard  because  it  is  the  poorest  condenser  of 
all,  the  mica  is  the  best  being  six  to  eight  times  as  good 
as  the  air  condenser.  The  glass  one  would  be  three 
times  as  good  as  the  air  one.  The  paraffined  paper 
dielectric  makes  the  poorest  condenser  being  only  twice 
as  good  as  air. 

It  must  be  remembered  that  some  mica,  such  as  used 
in  oil  and  gas  stoves  is  worthless  as  a  dielectric,  as  it 
has  fine  lines  of  metal  running  through  it,  and  hence  is  a 
conductor. 

Some  grades  of  glass  are  also  almost  useless  for  a  con- 
denser. 

Question  17.     What  is  the  standard  capacity? 

Answer,  The  scientists'  standard  was  a  metal  sphere 
of  I  cm*  radius  perfectly  isolated  and  insulated. 

This  capacity  is  so  absurdly  large  that  all  electricians 
used  as  a  standard  a  unit  which  is  1-900000  of  the  other. 

This  unit  is  called  a  microfarad  (abbreviated  m.  f.)  and 
is  now  used  by  scientists  and  electricians. 

Question  18.     How  big  a  condenser  is  a  microfarad? 

Answer,  A  mica  condenser  containing  3600  square 
inches  of  tin  foil. 

Question  19.     How  is  a  paper  condenser  made  ? 


*  The   centimeter    (abbreviated  cm,)    is  the   i/ioo  part  of  the 
French  standard  length  called  the  meter.     A  meter  \i  ^i^^xoYA- 
mately  39-3  inches,    so   a   centimeter    is    about   0.4  \tvOcv^?>   ^xA 
there  are  roughly  2^^  cm.  ,to    one    inch. 
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Anszver.  The  finest  and  thinnest  linen  paper  is  ex- 
amined to  be  sure  that  it  is  free  from  small  holes,  the 
tiniest  hole  causes  a  sheet  to  be  rejected. 

They  are  then  dried  and  warmed,  dipped  in  a  bath  of 
melted  paraffin,  from  which  all  water  has  been  extracted, 
and  allowed  to  drain  and  cool. 

A  pile  is  made  of  alternate  sheets  of  tin  foil  and  paper. 
The  papers  are  placed  with  all  their  edges  even,  but  each 
alternate  foil  projects  on  the  same  side  of  the  pile.  The 
first,  third,  fifth  foils  project  to  the  right  and  all  the  even 
numbered  foils  project  to  the  left. 

Each  set  are  all  connected  together,  and  the  whole  mass 
clamped  tightly  and  put  in  a  case  for  protection. 

Binding  posts  are  connected  to  each  set  of  foils. 

Question  20.  What  name  is  given  to  the  quality  of 
a  dielectric? 

Answer,  Dielectric  capacity  or  specific  inductive 
capacity  is  the  name  used. 

Question  21.  What  is  the  standard  of  dielectric  ca- 
pacity ? 

Answer,  Perfectly  dry  air  at  normal  pressure  and 
temperature  of  0°  Centigrade'''  is  said  to  have  a  dielec- 
tric capacity  of  i. 

Question  22.  How  is  the  dielectric  capacity  of  ma- 
terials measured? 

Answer,  By  comparing  them  with  air.  Air  has  the 
least  value  as  a  dielectric,  so  other  materials  are  said  to 


♦The  Fahrenheit  thermometer  is  the  standard  throughout  the 
business  and  social  life  of  the  United  States  and  Great  Britain. 

The  temperature  of  freezing  water  is  called  32  degrees  and 
that  of  boiling  water  212  degrees.  The  range  between  these 
temperatures  is  divided  into  180  equal  parts,  numbered  con- 
secutively from  z^  to  211,  and  as  far  below  32  and  above  212 
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as  is  needed  these  equal  divisions  are  carried.  If  carried  below 
4),  we  read  the  temperatures  as  minus  i,  minus  2,  or  i  below 
zero,  2  below  zero;    and  wc  write  them  — i,  — 2. 

In  scientific  work  all  over  the  world,  the  thermometers  are 
■marked  differently. 

The  freezing  point  of  water  is  marked  o  and  the  boiling 
point  of  water  100,  and  the  space  between  into  100  equal  parts. 
These  divisions  are  carried  down  below  the  zero  and  above 
the    100  mark. 

This  thermometer  was  introduced  by  a  man  named  Celcius, 
but  is  named  Centigrade  because  it  has  100  steps  between 
freezin^^  and  boiling  points.  (Centum  is  100  in  Latin  and 
gradus  means  step.) 

Since  ioo°  Cent.  =  212®  Fah. 
and      0°  Cent.  =   32°  Fah. 
then  100°  Cent.  =  180°  Fah. 
and  I  Cent,  degree  =  1.8  Fah.  degree. 

To  change  Centigrade  readings  to  Fahrenheit: 

Multiply  by  1.8  and  add  32, 
Ex. — ^A   room  whose  temperature   is,  21°    C.   is  69*^.2  Fah. 

21  X  1.8  =  37.2  +  2fi  =  69.2. 
To  change  from  Fahrenheit  to  Centigrade: 

Subtract  32.     Multiply  by  5  and  divide  by  9. 
A  room  which  is  70®  Fah.  is  also  21®  (approx.)  Cent. 

:     70—32  =  38 

38X5  =  190  i90-i-9  =  2i°.i  Cent. 

The  mark  ®  means  degree  and  the  abbreviation  C.  or  Fah. 
after  it  tells  the  kind  of  degree. 

When  a  decimal  fraction  is  written  it  is  always  thus:  7''.2, 
so  that  should  the  decimal  point  be  forgotten  or  not  written 
clearly  it  can  not  be  mistaken  for  72®. 

Also  when  a  fraction  of  a  degree  is  written  it  is  thus:  0^.5, 
so  that  we  may  know  that  it  is  five-tenths  of  a  degree  and  not 
5  degrees  even  if  decimal  point  is  not  there. 

The  o  is  placed  there  to  show  that  it  really  is  five-tenths  and 
that  some  figure  has  not  been  forgotten. 

It  might  be  that  2**.5  was  meant  and  **.5  written  by  an  omis- 
sion.   By  writing  0^.5  the  writer  shows  he  has  not  forgotten  a 
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have  a  dielectric  capacity  of  2  or  3  as  the  case  may  be,  if 
they  are  twice  or  three  times  as  good  as  air,  when  used 
in  a  condenser. 

Question  23.  Has  capacity  any  effect  on  commercial 
work? 

Answer,     Yes  a  great  deal. 

Question  24.     Mention  some  effects. 

Answer,  In  sending  alternating  currents  through  a 
long  line  the  presence  of  capacity  may  help  to  neutral- 
ize some  of  the  bad  effects  of  coils  of  wire  in  the  circuit.* 

Also  in  telephone  lines  the  presence  of  much  capacity 
is  exceedingly  bad,  making  the  transmission  of  the  voice 
difficult  and  producing  a  tinny  tone. 

For  this  reason  paper  insulation  is  used  in  telephone 
cables,  rather  than  rubber.  The  latter  has  a  much  higher 
dielectric  capacity,  making  the  cable  a  better  condenser 
and  a  worse  telephone  line. 

Question  25.    Are  there  any  other  effects? 

Answer.  Yes.  The  capacity  of  long  telegraph  lines 
makes  signalling  very  slow ;  for  the  line  has  to  be  filled 
up  each  time  before  the  signal  will  be  transmitted,  and 
it  has  to  empty  itself  before  the  next  signal  can  begin. 

Long  submarine  cables  are  especially  troubled  this 
way.  The  wire  inside  and  the  water  outside  are  the  two 
conductors  and  the  gutta  perchaf  insulation  is  the 
dielectric.     This  makes  a  condenser. 


♦A  circuit  is  the  path  of  the  current  from  the  battery  or 
generator  out  and  back  again  to  the  starting  point.  By  line 
we  often  mean  the  same  thing. 

f  Gutta  percha  is  a  gum  something  like  rubber  but  a  better 
insulator,    less    dielectric    capacity,    less    likely    to    deteriorate 
wv/tA  ag-e,  and  can  stand  mort  moisture.    It  \s  \t\\\\ted  by  light» 
3nd  should  never  be   used   in   a   light,  \\ot,  dty  ^\^c«;.    \\.  \^ 
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One  of  the  Atlantic  cables  has  a  capacity  of  about 
looo  m,  f.  (microfarads).  This  makes  the  signalling 
very  slow  and  limits  the  amount  of  business  that  can  be 
transacted  per  hour. 


easily  softened  by  placing  in  hot  water. 
rubber  and  a  piece  of  it  will  usually  f\oal 
It  a  used  chieHy  as  an  insulator  in  ocean  ca\i\e». 


l\S,'cv\.tt   'feaxv 
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The  operators  can  send  faster  than  the  cable  can  take ; 
that  is  if  the  operators  went  as  fast  as  they  could,  the 
signals  would  jumble  up  knd  be  unintelligible  at  receiving 
end. 

Question  26.  How  are  condensers  used  in  commercial 
work  ? 

Answer.  In  ocean  cable  telegraphy  a  condenser  is 
often  put  in  at  each  end,  which  by  absorbing  the  electric- 
ity on  the  opening  of  the  circuit  and  giving  it  out  on  the 
closing  of  the  circuit,  help  the  battery  to  fill  the  cable  on 
the  close  of  the  telegraph  key,  and  help  to  stop  the  elec- 
trical flow  when  key  is  opened. 


Fig.    15.     Diagram    of    Two    Condensers    connected    in    Parallel.        The 
black  lines  represent  the  sheets  of  tin  foil. 


In  ordinary  telegraphy  when  sending  two  or  four  mes- 
sages over  the  same  wire  at  the  same  time,  an  artificial 
line  must  be  formed  which  is  dectrically  exactly  like  the 
real  line.  Coils  of  wire  give  the  resistance  of  the  actual 
line,  and  condensers  its  capacity. 

Question  27.  How  can  two  condensers  be  used  as  one 
large  condenser? 

Answer.  As  in  Fig.  14,  connect  a  wire  from  one  bind- 
ing post  of  the  first  condenser  to  either  binding  post  of 
the  other  condenser.  Connect  the  other  two  posts  by  a 
iv/re.  Connect  the  wires  of  the  circuit,  one  to  each  of 
^e  wires  joining  the  condensers. 


A  convenient  way  of  attaching  the  wires  of  the  circuit 
is  to  loosen  up  both  binding  posts  on  the  one  condenser ; 
slip  the  circuit  wires  under  and  tighten  up  again. 


To  CVrcuA 

/ 


Fig.  16.     Two  CdDdensers  io   Series, 

Question  28.  What  is  the  actual  capacity  of  two  con- 
densers connected  in  parallel? 

Answer.  The  capacity  of  this  arrangement  is  the 
sum  of  the  two  capacities. 


Pig.  IT.     Dlasram  of  Two  Condenaera  1 

have  a  greater  capacity  tlian  K 

Bhow  wliere  to  coi.n^ot  volt 


Question  2g.     Suppose   you   connect  the   circuit    (or 
line)  through  the  two  condensers? 

Afuttvr.    If  as  shown  in  Fig.  l6  you  ti'mg  a.  ^v^«  '«'*'^' 
t^  one  balding:  post  of  the  first  condenser,  ani  ^i?c^t  o* 
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line  wire  to  a  post  of  the  other  condenser,  and  join  the 
other  two  posts  with  a  wire  you  will  have  them  in  series. 

Question  30.  What  is  the  capacity  of  two  condensers 
in  series? 

Answer.  The  actual  capacity  of  the  two  in  series  will  be 
the  product  of  the  two  divided  by  their  sum. 

Calling  Ci  and  C2  the  capacities  of  the  condensers,  the 

c  xc 

joint  or  combined  capacity  will  be  expressed  as^    ^ 

Ex. : — A  2  m  f  and  a  3  m  f  condenser  are  connected  in 
series.    What  is  capacity  of  combination? 

C,XC2^2X3^6^ 
C1+C2    2+3    5     ^•^^^• 

You  will  notice  that  the  capacity  of  the  two  wired  up 
in  this  way  is  less  than  the  capacity  of  either. 

Question  31.  Suppose  you  connect  three  condensers  or 
even  more  in  parallel.    What  is  their  joint  capacity? 

Anszvcr.     The  sum  of  their  separate  capacities. 

Question  32.  Suppose  you  connect  three  or  more  con- 
densers in  series,  or  as  it  is  sometimes  called  in  cascade. 
What  is  their  joint  capacity? 

Answer.  Divide  each  separate  capacity  into  i  add  the 
answers  and  divide  this  into  i.    Result  is  joint  capacity. 

Suppose  three  condensers  have  capacities  of  J4,  3  and 
5mf. 

%  into  1  goes  2  equals  4S 
3  into  1  goes  5  equals  tV 

5  into  1  goes  |  equals  tt 

Sum      II 

TT  into  1  goes  3  s  times. 

if  or  0.4  (approx)  m  f. 

Question  33.  Describe  an  experiment  showing  how  a 
condenser  works. 
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Answer.  Suppose  as  in  Fig.  i8  we  have  two  metal 
disks  A  and  B  insulated  by  glass  supports,  with  a  sheet 
of  glass  or  mica  between  them. 

Let  B  be  connected  by  a  wire  to  the  knob  of  an  electric 
machine  and  let  A  be  joined  to  a  gas  or  water  pipe  by  a 
wire ;  thus  connecting  it  to  ground  or  earth. 

The  +  charge  from  machine  will  act  by  induction 
across  the  dielectric  C,  on  A  and  repel  +  to  earth,  leav- 
ing the  disk  A  —  ly  charged. 

This  —  charge  will  react  on  B  and  draw  more  +  from 
the  machine. 


Fig.    18.     A    Condenser   arranged   so   as   to   use   different   dielectrics   at 

C,    and   with    plates   A   &    B    movable. 


The  nearer  A  and  B  are  together  the  better  the  in- 
duction acts  and  the  more  electricity  will  be  condensed. 

If  the  wires  be  removed  from  A  and  B  and  the  disks 
drawn  apart,  the  pith  balls  will  fly  out  showing  that  there 
is  more  electricity  "free"  to  act  than  before. 

We  ought  not  to  say  more  electricity  is  present,  it  is 
simply  more  "free'' ;  for  the  two  charges  will  not  hold 
each  other  so  "bound"  at  the  greater  distance.  This 
freed  electricity  spreads  over  the  plate  and  balls.  When 
the  disks  approach  each  other  again  this  free  electricity  i.^ 
drawn  back  to  the  plates  and  held  bound.  W^tvc^  *Cc\fe 
p/tA  balls  become  discharged  or  nearly  so  2Xi^  li!^- 


LESSON  5. 
Electrical  Machines. 

Question  i.     What  is  an  electrical  machine? 

Answer,  Used  in  this  sense  the  words  mean  any  of 
the  machines  capable  of  producing  static  electricity. 

Question  2.     Describe  the  simplest  machine. 

Answer,  The  simplest  machine  is  a  friction  machine. 
A  circular  glass  plate  is  mounted  on  an  axle  and  arranged 
so  as  to  be  turned  rapidly  by  belt  and  pulley.    See  Fig.  19. 

At  the  top  and  bottom  of  plate  a  cushion  of  curled  hair 
covered  with  leather  is  bent  around  so  as  to  squeeze  the 
plate.    Light  springs  keep  these  cushions  in  firm  contact. 

At  both  sides  of  the  plate  is  a  set  of  spikes  nearly 
touching  the  plate  both  on  the  back  and  the  front.  A  con- 
ductor connects  the  two  sets  of  spikes.  A  wire  from  this 
conductor  leads  to  a  metal  knob  or  club  which  is  called 
the  prime  conductor. 

The  two  cushions  are  connected  by  a  wire,  and  this  in 
turn  to  the  ground. 

A  silk  bag  or  flap  runs  from  the  cushion  or  rubber  to 
the  spikes  or  comb.  Both  the  rubber  and  the  comb  are 
insulated  by  glass  supports. 

The  rubber  has  a  thin  layer  of  tallow  spread  on  it  and 
some  powdered  electrical  amalgam  sprinkled  on.  They 
are  then  pressed  against  the  glass  and  the  springs  ad- 
justed to  keep  them  there. 

When  the  plate  is  rapidly  I'evolved  the  friction  between 
^he  glass  and  the  amalgam  coated  surface  of  the  rubber 
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produces  electrification ;  a  +  charge  on  the  glass  and  a 
—  charge  on  the  rubber. 

Positive  electricity  flows  from  earth  to  the  rubber  and 
neutralizes  its  charge. '  In  fact  the  ground  wire  keeps  the 
rubber  continually  neutral. 


Tie.   15.     SImpli 


The  +  charge  is  carried  around  on  the  glass  in  front 
of  the  comb  which  is  connected  with  the  prime  conductor 
repelling  a  +  charge  to  the  knob  of  the  conductor  and 
attracting  the  —  into  the  comb.  The  effect  of  the  spikes 
is  to  emit  a  — ly  charged  electrical  wind  which  neutral- 
izes the  glass  plate  and  prepares  it  for  the  action  of  the 
next  rubber  and  at  the  same  time  leaves  the  prime  con- 
ductor -|-ly  charged. 

Question  3.     What  is  electrical  amalgam? 

Answer.     One  ounce  of  tin  and  one  ounce  oS  zmc  a.t«. 
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melted  together  and  while  melted  four  ounces  of  mercury 
are  stirred  in.  When  cool  the  mass  is  powdered  and 
sifted.  It  m^y  be  sprinkled  on  the  rubber  from  a  salt 
shaker. 

Question  4.     Why  is  this  amalgam  used? 

Answer.  It  produces  a  better  charge  than  any  other 
substance  and  moreover,  by  being  a  conductor  helps  the 
prompt  neutralization  of  the  rubber,  which  also  tends  to 
make  the  charge  on  the  glass  plate  larger. 


Fig.  20.     Electrical  Winds. 

Question  5.     Is  the  use  of  this  amalgam  necessary? 

Answer.  No.  Powdered  graphite  will  work  very  well. 
Simply  rub  it  into  the  leather  of  the  cushion.  Of  course 
omit  the  tallowing. 

Question  6.     What  is  an  electrical  wind? 

Answer.  It  has  been  found  that  electricity  leaks  from 
sharp  cornered  bodies  like  a  cube  faster  than  from 
rounded  ones  like  a  ball.  From  sharp  pointed  bodies  it 
leaks  so  fast  as  to  actually  produce  a  brisk  air  current. 

If  a  needle  be  fastened  to  the  prime  conductor  and  a 
Ij^hted  candle  held  near  the  needle  the  wind  rushing  off 
the  needle  will  blow  the  candle  flame  aside.  S>ee  Fi^,  20. 
The  wind  can  also  be  plainly  fell  by  t\ve  \vaxvd. 
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Question  7.  Why  does  the  candle  on  the  knob  get 
blown  in  the  opposite  direction? 

Answer,  Because  now  the  wind  is  caused  by  the  op- 
posite kind  of  electricity  flowing  off  the  needle  to  the 
knob. 

The  wind  is  always  blowing  off  the  point. 

Question  8.     What  are  the  silk  bags  for? 

Answer.  The  silk  being  an  insulator  prevents  the  + 
charge  .on  the  glass  from  leaking  off  into  the  air  before 
it  arrives  at  the  comb. 

It  is  believed  by  many  that  the  air  currents  produced 
by  the  swiftly  moving  plate,  electrifying  the  silk  nega- 
tively and  being  a  non-conductor,  it  is  imperfectly  neu- 
tralized by  any  ground  connection  that  may  happen  to 
exist,  so  there  is  always  a  —  charge  on  the  silk  to  "bind" 
the  +  charge  on  the  glass. 

This  action  is  not  strong  enough  to  interfere  with  the 
effect  of  the  negative  wind  at  the  comb. 

Question  9.  Are  not  frictional  machines  generally  un- 
reliable ? 

Answer.  Yes.  Dampness  and  dust  may  prevent  them 
from  working.  Glass  attracts  moisture  so  that  the  ma- 
chines always  have  to  be  heated  to  dry  them  before  use. 

The  amalgam  will  need  renewing  before  use  if  the 
machine  has  been  standing  idle  for  a  couple  of  months. 

Question  10.  Is  there  another  type  of  electrical  ma- 
chine more  reliable? 

Answer.  Yes,  the  influence  machine.  These  are  very 
reliable. 

Question  11.     What  principle  do  they  involve? 
Answer.    The  principle,  oi  charging  mducWoiv  ox  \w- 
Auence,  and  of  doubling  up  charges. 
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Question  12.  Explain  what  is  meant  by  charging  by 
influence  ? 

Answer,  A  body  touched  while  under  the  influence  of 
a  charge  acquires  a  charge  of  the  opposite  kind. 

Question  13.     What  is  meant  by  doubling  up  charge? 

Answer.  Suppose  one  (A)  of  two  insulated  conduc- 
tors (A  and  B)  is  charged  ever  so  little  with  say  +  elec- 
tricity. Let  a  third  insulated  conductor,  which  we  will 
call  a  carrier  be  arranged  so  as  to  move  back  and  forth 
between  A  and  B. 

Let  C  be  touched  with  finger  while  near  A. 

It  will  acquire  a  small  —  charge.  Move  it  over  and 
make  contact  with  B  which  will  receive  some  —  elec- 
tricity. Move  C  a  short  distance  from  B  and  touch  it. 
C  will  acquire  a  +  charge  by  influence. 

Move  C  over  to  A  and  let  them  make  contact  which 
will  give  some  more  +  electricity  to  A.  Move  C  away  a 
short  distance  and  touch  it.  This  charges  C  with  —  elec- 
tricity. Move  C  over  to  B  and  make  contact  which  in- 
creases the  —  charge  on  B. 

Keep  this  up  and  the  charges  on  A  and  B  keep  increas- 
ing and  by  acting  more  strongly  on  C  they  make  the  in- 
crease a  rapid  one. 

Question  14.  What  machines  work  on  these  princi- 
ples? 

Answer,  The  Toepler  machine  which  has  been  per- 
fected by  Holtz  and  Voss,  and  the  Wimshurst  machine. 

Question  15.     Describe  the  Toepler  machine. 

Answer.  The  principle  of  the  machine  is  described  by 
Silvanus  Thompson. 

Before  describing  some  special  forms  we  will  deal  with 
a  generalized  type  of  machine  having  two  fixed  field- 
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plates,  A  and  B,  which  are  to  become  respectively  +  and 
— ,  and  a  set  of  carriers,  attached  to  a  rotating  disk  or 
armature.  Figure  21  gives  in  a  diagrammatic  way  a  view 
of  the  essential  parts.  For  convenience  of  drawing  it  is 
shown  as  if  the  metal  field-plates  A  and  B  were  affixed 
to  the  outside  of  an  outer  stationary  cylinder  of  glass; 


Fig.    21.     Diagram    to    show    the    principles    upon    which    the    Toepler 

Machine    operates. 


the  six  carriers  p,  q,  r,  s,  t,  and  u  being  attached  to'  the 
inside  of  an  inner  rotating  cylinder.  The  essential  parts 
then  are  as  follows : 

(I)     A  pair  of  field-plates  A  and  B. 
(II)     A  set  of  rotating  carriers  p,  q,  r,  s,  t,  and  u. 
(Ill)     A  pair  of  neutralizing  •  brushes  nj,  n^  made 
of  flexible  metal   wires,   the   function  of 
which  is  to  touch  the  carriers  while  they 
are  under  the  influence  of  the  field-plates. 
They  are  connected  together  \yj  ^  dAaL^oxv-aN. 
conductor,  which  need  not  be  \tv?>M\^.\.^^. 
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(IV)  A  pair  of  appropriating  brushes  a^,  ag,  which 
reach  over  from  the  field-plates  to  appro- 
priate the  charges  that  are  conveyed 
around  by  the  carriers,  and  impart  them  to 
the  field-plates. 

(V)  In  addition  to  the  above,  which  are  sufficient 
to  constitute  a  complete  self-exciting  ma- 
chine, it  is  usual  to  add  a  discharging  ap- 
paratus, consisting  of  two  combs  Cj,  Cg,  to 
collect  any  unappropriated  charges  from 
the  carriers  after  they  have  passed  the  ap- 
propriating brushes;  these  combs  being 
connected  to  the  adjustable  discharging 
balls  at  D.         \ 

The  operation  of  the  machine  is  as  follows.  The  neu- 
tralizing brushes  are  set  so  as  to  touch  the  moving  car- 
riers just  before  they  pass  out  of  the  influence  of  the  field- 
plates.  Suppose  the  field-plate  A  to  be  charged  ever  so 
little  positively,  then  the  carrier  p,  touched  by  n,  just  as  it 
passes,  will  acquire  a  slight  negative  charge,  which  it  will 
convey  forward  to  the  appropriating  brush  a^,  and  will 
thus'  make  B  slightly  negative.  Each  of  the  carriers  as  it 
passes  to  the  right  over  the  top  will  do  the  same  thing. 
Similarly  each  of  the  carriers  as  it  passes  from  right  to 
left  at  the  lower  side  will  be  touched  by  n^  while  under 
the  influence  of  the  —  charge  on  B,  and  will  convey  a 
small  +  charge  to  A  through  the  appropriating  brush  ag. 
In  this  way  A  will  rapidly  become  more  and  more  -\-, 
and  B  more  and  more  — ;  and  the  more  highly  charged 
they  become,  the  more  do  the  collecting  combs  Cj  and  c^ 
receive  of  unappropriated  charges.  Sparks  will  snap 
across  between  the  discharging  knobs  at  D. 
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The  machine  will  not  be  self-exciting  unless  there  is  a 
good  metallic  contact  made  by  the  neutralizing  brushes 
and  by  the  appropriating  brushes.  If  the  discharging 
apparatus  were  fitted  at  Cj,  c^  with  contact  brushes  in- 
stead of  spiked  combs,  the  machine  would  be  liable  to  lose 
the  charge  of  the  field-plates,  or  even  to  have  their 
charges  reversed  in  sign  whenever  a  large  spark  was 
taken  from  the  knobs. 

It  will  be  noticed  that  there  are  two  thicknesses  of  glass 
between  the  fixed  field-plates  and  the  rotating  carriers. 
The  glass  serves  not  only  to  hold  the  metal  parts,  but 
prevents  the  possibility  of  back-discharges  (by  sparks  or 
winds)  from  the  carriers  to  the  field-plates  as  they  pass. 

Toepler's  Influence  Machine. — In  this  machine,  as  con- 
structed by  Voss,  are  embodied  various  points  due  to 
Holtz  and  others.  Its  construction  follows  almost  literally 
the  diagram  already  explained,  but  instead  of  having  two 
cylinders,  one  inside  the  other,  it  has  two  flat  disks  of 
varnished  glass,  one  fixed,  the  other  slightly  smaller  ro- 
tating in  front  of  it  (Fig.  22).  The  field-plates  A  and  B 
consist  of  pieces  of  tinfoil,  cemented  on  the  back  of  the 
back  disk,  each  protected  by  a  coating  of  varnished  paper. 
The  carriers  are  small  disks  or  sectors  of  tinfoil,  to  the 
number  of  six  or  eight,  cemented  to  the  front  of  the  front 
disk.  To  prevent  them  from  being  worn  away  by  rubbing 
against  the  brushes  a  small  metallic  button  is  attached  to 
the  middle  of  each.  The  neutralizing  brushes  n^,  n^  are 
small  whisps  of  fine  springy  brass  wire,  and  are  mounted 
on  the  ends  of  a  diagonal  conductor  Z.  The  appropriat- 
ing brushes  ai,  ag  are  also  of  thin  brass  wire,  and  are 
fastened  to  clamps  projecting  from  the  edge  ol  \\\e  ^-^'^^ 
disk,  so  that  they  communicate  metallicaWy  V4\\!cv  >Ja^  X.^^ 
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.  field-plates.  The  collecting  combs,  which  have  brass  spikes 
so  short  as  not  to  touch  the  carriers,  are  mounted  on  in- 
sulating pillars  and  are  connected  to  the  adjustable  dis- 
charging knobs  Dj,  Dj.     These  also  communicate  with 


.    Toepler    Electi 


the  two  small  Lej'den  jars  Jj,  J^,  the  function  of  which 
is  to  accumulate  the  charges  before  any  discharge  takes 

p/ace.      These  jars  are  separately  depicted  in  Fig,  22. 

H7(//ottt  them,   the  discharges  between  tW  Vtvcfea  \a!»t 
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place  in  frequent  thin  blue  sparks.    With  them  the  sparks 
are  less  numerous,  but  more  brilliant  and  noisy. 

To  use  the  Toepler  (Voss)  machine  first  see  that  all  the 
four  brushes  are  so  set  as  to  make  good  metallic  contact 
with  the  carriers  as  they  move  past,  and  that  the  neutral- 
izing brushes  are  set  so  as  to  touch  the  carriers  while 
under  influence.  Then  see  that  the  discharging  knobs 
are  drawn  widely  apart.  If  it  is  clean  it  should  excite 
itself  after  a  couple  of  turns,  and  will  emit  a  gentle  hiss- 
ing sound,  due  to  internal  discharges  (visible  as  blue 
glimmers  in  the  dark),  and  will  offer  more  resistance  to 
turning.  If  then  the  knobs  are  pushed  nearer  together 
sparks  will  pass  across  between  them.  The  jars  (the  ad- 
dition of  which  we  owe  to  Holtz)  should  be  kept  free 
from  dust.  Sometimes  a  pair  of  terminal  screws  are 
added  at  Sj,  Sg  (Fig.  22)  connected  respectively  with  the 
outer  coatings  of  the  jars.  These  are  convenient  for  at- 
taching wires  to  lead  away  discharges  for  experiments  at 
a  distance.  If  not  so  used  they  should  be  joined  together 
by  a  short  wire,  as  the  two  jars  will  not  work  properly 
unless  their  outer  coatings  are  connected. 

Question  16.     Describe  the  Wimshurst  machine. 
Answer.     Silvanus  Thompson  describes  it  as  follows: 

In  this,  the  most  widely  used  of  influence  machines, 
there  are  no  fixed  field-plates.  In  its  simplest  form  it  con- 
sists of  (Fig.  23)  two  circular  plates  of  varnished  glass, 
which  are  geared  to  rotate  in  opposite  directions.  A  num- 
ber of  sectors  of  metal  foil  are  cemented  to  the  front  of 
the  front  plate  and  to  the  back  of  the  back  plate ;  these 
sectors  serve  both  as  carriers  and  as  inductors.  Across 
the  front  is  fixed  an  uninsulated  diagonal  conductor, 
carrying    at     its    ends    neutralizing     brushes,     which 
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touch  the  front  sectors  as  they  pass.  Across  the 
back,  but  sloping  the  other  way,  is  a  second  diag- 
onal   conductor,    with    brushes    that    touch    the    sec- 


tors on  the  hnier  platt  \othing  more  than  this  is 
needed  for  the  mach  ne  to  txcite  itselt  when  set  in  rota- 
tion; but  for  convenience  there  is  added  a  i.ollectmg  arid 
discharging  apparatus.  This  consists  of  two  pairs  of  in- 
sulated combs,  each  pair  having  its  spikes  turned  inwards 
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toward  the  revolving  disks,  but  not  touching  them;  one 
pair  being  on  the  right,  the  other  on  the  left,  mounted 
each  on  an  insulating  pillar  of  ebonite.  These  collectors 
are  furnished  with  a  pair  of  adjustable  discharging  knobs 
overhead ;  and  sometimes  a  pair  of  Leyden  jars  is  added, 
to  prevent  the  sparks  from  passing  until  considerable 
quantities  of  charge  have  been  collected. 


Fig.   24.     The   Wimshurst   Machine   laid   out    in   diagrammatic   way,   to 

show  principle  of  its  operation. 


The  processes  that  occur  in  this  machine  are  best  ex- 
plained by  aid  of  a  diagram  (Fig.  24),  in  which,  for 
greater  clearness,  the  two  rotating  plates  are  represented 
as  though  they  were  two  cylinders  of  glass,  rotating  op- 
posite ways,  one  inside  the  other.    The  inner  cylinder  will 
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represent  the  front  plate,  the  outer  the  back  plate.  In 
'  Figs.  23  and  24  the  front  plate  rotates  right-handedly,  the 
back  plate  left-handedly.  The  neutralizing  brushes  n^, 
ng  touch  the  front  sectors,  while  ng,  n^,  touch'  against  the 
back  sectors. 

Now  suppose  any  one  of  the  back  sectors  represented 
near  the  top  of  the  diagram  to  receive  a  slight  positive 
charge.  As  it  is  moved  onward  toward  the  left  it  will 
come  opposite  the  place  where  one  of  the  front  sectors 
is  moving  past  the  brush  n^.  The  result  will  be  that  the 
sector  so  touched  while  under  influence  by  n^  will  acquire 
a  slight  negative  charge,  which  it  will  carry  onward 
toward  the  right.  When  this  negatively-charged  front 
sector  arrives  at  a  point  opposite  ng  it  acts  inductively  on 
the  back  sector  which  is  being  touched  by  ng ;  hence  this 
back  sector  will  in  turn  acquire  a  positive  charge,  which 
it  will  carry  over  to  the  left.  In  this  way  all  the  sectors 
will  become  more  and  more  highly  charged,  the  front 
sectors  carrying  over  negative  charges  from  left  to  right, 
and  the  back  sectors  carrying  over  positive  charges  from 
right  to  left.  At  the  lower  half  of  the  diagram  a  similar 
but  inverse  set  of  operations  will  be  taking  place.  For 
w^hen  Ui  touches  a  front  sector  under  the  influence  of  a 
positive  back  sector,  a  repelled  charge  will  travel  along 
the  diagonal  conductor  to  n^,  helping  to  charge  positively 
the  sector  which  it  touches.  The  front  sectors,  as  they 
pass  from  right  to  left  (in  the  lower  half),  will  carry 
positive  charges,  while  the  back  sectors,  after  touching  n^, . 
will  carry  negative  charges  from  left  to  right.  The 
metal  sectors  then  act  both  as  carriers  and  as  inductors. 
It  is  clear  that  there  will  be  a  continual  carrying  of  posi- 
tlve  charges  toward  the  right,  and  oi  ive^alw^  charges  to 
t/ie  left.    At  these  points^  toward  w\\\cVv  vV\e  o\>vo^\\<t ViSsA 
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of  charges  travel,  are  placed  the  collecting  combs  com- 
municating with  the  discharging  knobs.  The  latter  ought 
to  be  opened  wide  apart  when  starting  the  machine,  and 
moved  together  after  it  has  excited  itself. 


Pig.  25.     Electrical  Wheel. 

In  larger  Wimshurst  influence  machines  two,  three,  or 
more  pairs  of  oppositely-rotating  plates  are  mounted 
within  a  glass  case  to  keep  oflF  the  dust.  If  the  neutraliz- 
ing brushes  make  good  metallic  contact  these  machines 
are  all  self-exciting  in  all  weathers.  Machines  with  only 
six  or  eight  sectors  on  each  plate  give  longer  sparks,  but 
less  frequently  than  those  that  have  a  greater  number. 
Mr.  Wimshurst  has  designed  many  influence  machines, 
from  small  ones  with  disks  2  inches  across  up  to  that  at 
South  Kensington  which  has  plates  7  feet  in  diameter. 
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Prior  to  Wimshurst's  machine  Holtz  had  constructed 
one  with  two  oppositely- rota  ting  glass  disks ;  but  they  had 
no  metal  carriers  upon  them.    It  was  not  self-exciting. 

Qjiestion  17.  Give  some  experiments  showing  the  ac- 
tion of  electricity. 

Answer.  Example  i.  If  a  pivot  be  erected  on  the 
knob  of  an  electric  machine  and  a  small  wheel  with  wire 
spokes  bent  as  shown  in  Fig.  25  is  balanced  on  the  pivot, 
the  electrical  winds  coming  from  the  pointed  ends  will 
drive  the  wheel  around. 


a  LeTdeD  Jkr. 


Example  2.  A  card  may  be  punctured  as  shown  in 
Fig.  26.  There  will  be  a  burr  on  both  sides  of  the  hole  in 
the  card  as  if  the  material  were  pulled  out  from  the  card 
on  both  sides  at  the  same  time.  . 
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Example  3.     A  fine  wire  melted  as  shown  in  Fig.  27. 

Example  4.  When  an  electrical  machine  is  actuated  in 
the  dark,  accompanying  the  slight  crackling  which  indi- 
cates leaking,  at  several  points  on  the  frame  may  be  seen 
luminous  appearances,  called  brushes ;  and  if  a  conductor, 
a  wire,  or  the  hand,  be  presented  toward  the  terminal  of 


Pis-    27.     Meltint  ■   Wire  wltb   a   Battery  of  Leydi 


the  machine.  Just  beyond  the  striking  distance  of  a  spark, 
one  of  these  brushes  will  reach  for  the  object  so  pre- 
sented. The  brush  discharge  consists  of  a  short  stalk, 
from  which  spreads  a  shape  not  unlike  a  palm  leaf  fan, 
consisting  of  rays  which  become  thinner  and  lighter 
towards  their  outer  extremitv. 
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Example  5.  If  a  doll's  head  having  hair,  be  placed  on 
the  terminal  of  the  machine,  and  the  machine  actuated, 
the  hair  will  tend  to  straighten  out  in  all  directions,  and 
will  reach  for  the  hand  or  other  conductor  presented. 
Discharging  the  machine  by  placing  its  terminals  in  con- 
tact, will  restore  the  hair  to  its  normal  condition. 

Example  6.  A  human  ley  den  jar  may  be  made  by  a 
person  occupying  a  stool  or  chair,  the  legs  of  which  are 
standing  in  dry  India  rubber  overshoes,  in  tumblers,  or  in 
telegraph  insulators.  In  this  position  the  human  leyden 
jar  is  capable  of  being  charged,  and  of  giving  shocks  to 
parties  standing  on  the  floor  or  ground.  The  hair  of  the 
human  jar  will  stand  on  end  if  the  charge  is  considerable, 
and  be  attracted  by  the  approach  of  any  conductor.  The 
charge  may  be  silently  discharged  through  a  fork  or 
needle  held  in  the  hand. 

Example  7.  Attach  a  rod  or  heavy  wire  to  the  terminal 
of  the  machine,  having  the  curved  shape  of  a  shower  bath 
standard,  and  terminating  in  a  metal  band,  the  lower  edge 
of  which  is  fitted  with  points  like  an  inverted  crown.  One 
sitting  or  standing  beneath  such  an  attachment  will  feel  a 
very  perceptible  breeze. 

Example  8.  Approach  the  knob  of  a  machine  with  a 
sharp  needle  held  in  the  hand,  and  the  discharge  will  be 
noiseless  and  not  unpleasant.  If  in  a  darkened  room,  the 
discharge  will  be  seen  to  resemble  a  blue  flame. 

Question  18.  It  is  said  that  static  electricity  is  only 
on  the  surface  of  charged  bodies.    Is  this  true  ? 

Answer,     Yes,  as  is  shown  by  this  experiment. 

On  the  top  of  a  rod  of  glass  which  is  fastened  to  a 
sufficiently  heavy  base,  a  brass  ring  is  fixed  in  a  vertical 
position.    To  this  ring,  much  like  a  minnow  or  landing  or 
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butterfly  net  frame,  is  attached  a  fine  linen  bag.  which 
runs  down  to  a  point — like  an  elongated  cone.  A  silk 
thread  extends  from  the  apex  or  point  of  the  cone,  in 
each  direction,  so  that  the  bag  may  be  reversed  at  will  by 
pulling  on  the  one  thread  and  loosing  the  other.  Now, 
when  this  bag  is  charged  a  test  shows  electricity  on  the 
outside,  and  none  on  the  inside  of  the  net,  in  all  cases. 
Reversing  the  bag  reverses  the  surface  electrified,  no 
matter  how  often  or  how  suddenly  the  change  is  made. 
See  Fig.  28. 


Fig.  28.     Static  Electricity  always  stays  on  Outside  of  Body. 


Question  19.  Is  the  charge  spread  evenly  over  the 
whole  surface? 

Answer,  No.  The  density  of  electricity  residing  on 
the  surface  of  a  conductor  sufficiently  removed  from 
bodies  affecting  it  as  to  be  uninfluenced  by  them,  is  ma- 
terially dependent  as  to  distribution,  on  the  shape  of  the 
charged  body.     For  instance,  a  perfect  metallic  sphere 
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shows  the  same  electrical  density  over  all  portions  of  its 
surface,  and  while  the  charge  of  a  metallic  disc  is  hardly 
appreciable  on  the  two  surfaces,  yet  close  to  the  edges 
it  increases  rapidly  to  the  outer  limit  of  the  body.  See 
Fig.  29. 


C 
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Fig.  30.     Cbarge  on  a  Conductor.        Sbows  Densit;  at  Dlfleient  PoliitK, 


This  density  increases  at  all  pointed  as  well  as  rounded 
extremities.     The  density  is  greatest  on  the  most  pro- 
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jecting  parts  of  the  surface,  or  those  which  have  the 
sharpest  convexity,  while  hollows  and  indentations  show 
little  or  no  charge.  In  consequence  of  this  strain,  at  a 
sharp  projection  on  a  charged*  conductor,  or  still  more 
markedly,  at  a  point,  as  in  a  sharpened  wire,  the  con- 
densation of  such  an  amount  of  force  within  such  small 
space  produces  a  very  rapid  escape  of  electricity  from 
such  points.  For  this  reason  conductors  which  it  is  de- 
sired should  retain  their  charge  should  haVe  no  edges  or 
points,  and  must  be  very  smooth.  This  is  why  the  termi- 
nals of  leyden  jars  and  other  similar  apparatus  are  in  the 
form  of  knobs  and  the  combs  of  electrical  machines  are, 
like  lightning  rods,  pointed,  to  facilitate  silent,  rapid 
leaking. 

The  density  vof  the  charge  is  also  shown  by  the  relative 
repulsion  of  the  pith  balls  at  different  points  on  the  sur- 
face, as  in  Fig.  30. 


LESSON  6. 

Lightning. 

atmospheric  electricity. 

The  similarity  in  the  effects  of  lightning  and  those  of 
the  electric  spark  enlisted  the  minds  of  the  earliest  phys- 
ical investigators.  Lightning  ruptures  and  disintegrates 
substances  opposing  its  passage,  and  where  these  are  com- 
bustible, often  ignites  them.  It  is  capable  of  producing  all 
the  effects  of  heat  in  melting  metals,  and  volatilizing  them, 
and  leaves  behind  it,  in  many  instances,  tjie  odor  which 
we  recognize  as.  that  pertaining  to  ozone.  This  odor  is 
the  same  that  is  observed  when  an  electrical  machine  haA 
been  working  a  few  minutes.  To  Franklin  is  given  tbfe, 
credit  of  thoroughly  identifying  the  phenomena  of  prov- 
ing experimentally  with  his  historic  kite,  and  the  aid  of 
ley  den  jars,  that,  excepting  the  factors  of  quantity  and 
intensity,  the  two  were  one. 

Franklin  enumerated  the  following  specific  character- 
istics pertaining  to,  and  tending  to  show  that  lightning 
and  the  spark  were  but  different  manifestations  of  static 
electricity :  "Giving  light ;  color  of  the  light ;  crooked  di- 
rection ;  swift  motion ;  being  conducted  by  metals ;  noise 
in  exploding ;  conductivity  in  water  and  ice ;  rending*  im-^ 
perfect  conductors;  destroying  animals;  melting  metals; 
firing  inflammable  substances ;  sulphureous  smell  (ozone)  ;  * 
and  similarity  of  appearance  between  the  brush  discharge 
from  the  tips  of  masts  and  spars  sometimes  seen  at  sea, 
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called  St.  Elmo's  fire  by  the  sailors,-  and  the  slow  escape 
from  points  on  an  electrical  machine  or  a  leyden  jar." 

The  cause  of  electrical  charges  in  the  atmosphere  is  un- 
known, there  are  half  a  dozen  explanations  any  one  of 
which  or  all  may  be  correct. 


SruHh   DlBcSarge 


It  is  generally  agreed,  however,  that  the  cause  of  light- 
ning is  the  condensation  of  water  vapor  in  clouds. 

Thunder  Storms. — One  of  the  most  interestmg  WiOW.- 
festatJon5  of  statical  electricity  is  the  thunder  sVo^mw 
r&ich  IS  brought  about  in  this  way.    Although  bodw?^  cm 
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not  be  charged  throughout  their  substance,  the  electricity 
being  always  on  the  surface  of  the  body ;  yet  clouds  seem 
to  be  electrified  all  the  way  through.  This  is  because  a 
collection  of  little  particles  of  water,  like  a  rain  cloud,  can 
have  a  charge  on  the  surface  of  each  particle. 

As  the  particles  of  water  fall  by  gravitation  many  touch 
and  unite,  so.  that  the  charges  of  say  eight  small  drops 
are  now  in  a  drop  weighing  eight  times  as  much,  but 
which  has  only  half  the  surface  of  the  eight,  hence  the 
pressure  is  four  times  as  large;  This  occurs  in  the  foUow- 
ing  manner: 

Since  the  surface  of  a  sphere  is  equal  to  the  product  of 
the  square  of  its  diameter  and  the  fraction  twenty-two 
sevenths  and  the  volume  of  a  sphere  is  equal  to  one^sixth 
of  the  product  of  twenty-two  sevenths  and  the  cube  of  the 
diameter,  we  can  calculate  as  follows : 

Eight  spherical  rairt  drops  each  i  mil*  in  diarheter  have 
a  total  surface  of  25  sq.  mils.    They  have  a  total  volume 


*  Note. — A  mil  is  the  name  given  in  machine  shops  and  in  al] 
electrical  work  to  one-thousandth  of  an  inch. 
The  mathematical  work  of  the  above  is  here  given  in  full. 
Twenty-two  sevenths  is  a  convenient  and  quite  accurate  way 
of  expressing  the  number  3. 14 16. 
Total  surface  of  eight  spheres 

8  X  3.1416  X  I  X  I  =  25  sq.  mils. 
Total  volume  of  eight  spheres 

8  X  0.166  X  3.1416  X  I  X  I  X  I  =  4-2  cu.  mils. 
Volume  of  the  large  sphere  =  4.2  cu.  mils. 
Diameter  of  large  sphere  is  the  cube  root  of 

4.2  X  6  -^  3.1416  =  8    mils. 
Cube  root  of  8  =  2  mils. 
Surface  of  large  sphere 

3.1416  X  2X2=  12.5  sq.  mils. 

25  -^  12.5  =  2.     So   large   sphere  has  only  half  surface  of 
eight  small  ones. 
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of  4.2  cu.  mils.  Now  the  sphere  composed  of  the  eight 
drops  has  the  same  volume  i.  e.  4.2  cu.  mils  and  we  can 
find  its  diameter  from  the  rule :  The  diameter  of  a  sphere 
is  the  cube  root  of  the  continued  product  of  its  volume, 
six,  and  seven  twenty-seconds.  Applying  this  we  find  the 
diameter  to  be  2  mils,  hence  its  surface  is  12.5  sq.  mils. 
That  is  exactly  one-half  the  surface  of  the  eight  separate 
drops. 

Therefore  the  eight  charges  having  been  squeezed  into 
the  surface  where  only  two  were  before,  the  pressure 
must  be  four  times  as  great. 

By  the  repeated  union  of  these  larger  drops,  the  pres- 
sure becomes  very  high,  and  meanwhile  the  influence  of 
the  charged  cloud  is  to  accumulate  a  charge  of  the  oppo- 
site name  in  the  earth  under  the  cloud.  This  in  turn  in- 
creases the  pressure.  When  finally  the  pressure  gets  high 
enough  the  air  is  punctured,  and  the  spark  jumps  between 
earth  and  cloud.  It  literally  punches  a  hole  in  the  atmos- 
phere and  the  inrush  of  air  to  fill  the  hole  causes  the  loud 
sounding  thunder. 

There  are  two  kinds  of  atmospheric  electricity  different 
enough  to  need  different  devices  to  guard  against  their 
effects.  Some  forms  of  lightning  arresters  combine  both 
devices  in  the  one  piece  of  apparatus. 

Lines  are  sometimes  struck  by  lightning.  This  means 
that  an  accumulation  of  electricity  suddenly  makes  con- 
nection with  the  line,  discharging  through  it,  its  machin- 
ery and  instruments. 

A  stroke  discharges  violently  and  cannot  be  discharged 
by  degrees,  for  the  line  is  not  strained  until  the  lightning 
strikes. 

Lmes  are  often  affected  by  ''static,"  which  me^itvs  >?cv^ 
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electricity  has  accumulated  on  the  line  until  its  pressure  is 
high  enough  to  do  damage  when  discharging  along  the 
line  through  machinery,  etc. 

Static  changes  can  accumulate  on  long  open  air  lines  as 
well  as  on  lead  sheathed  cables. 

The  cable  insulator  makes  a  dielectric  and  the  lead 
cover  and  copper  conductor  the  two  plates  of  a  con- 
denser. 

In  the  open  air  line  the  two  wires  of  the  circuit  form 

the  plates  and  the  air  between  the  dielectric.  Also  the 
two  wires  together  and  the  earth  form  two  plates  with 
air  as  the  dielectirc. 

A  transmission  line  1 50  miles  long  may  have  a  capacity 
of  3  mf,  i.  e.  I  mf  per  50  miles. 

Both  these  effects,  static  and  strokes  are  summed  up  in 
the  one  word  "lightning.'' 

Static  charges  may  be  discharged  little  by  little  as  they 
accumulate,  so  that  when  properly  protected  a  line  never 
has  a  static  charge  on  it  great  enough  to  do  any  damage. 

STATIC    EFFECTS   ON    CIRCUITS. 

On  high  voltage  alternating  current  lints  not  only  light- 
ning makes  trouble  but  accidental  grounds,  and  switching 
operations  some  times  cause  "static  effects." 

This  use  of  the  word  static  is  hardly  a  good  one  as 
these  effects  are  all  due  to  a  wave  of  electricity  flowing 
over  the  circuit.  This  wave  is  the  flow  of  an  electro- 
static charge  from  one  point  of  the  circuit  to  another. 

When  a  disturbance  is  created  at  any  point  of  an  elec- 
tric circuit  as  the  sudden  opening  of  a  field  circuit,  an  arc 
jumping  across  the  lines,  the  release  of  a  large  "bound" 
static  charge,  or  the  striking  of  lightning,  etc.,  a  set  of 
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waves  of  electricity  are  started  just  as  when  a  stone  is 
thrown  into  a  narrow  stream  of  smooth  water. 

Our  troubles  are  caused  by  ''static''  electricity,  but  are 
actually  produced  by  the  wave  or  surge  following  the  dis- 
turbance. 

The  damage  done  by  a  surge  depends  on  the  condition 
of  the  circuit,  whether  dead,*  live  or  loaded,  the  excel- 
lence of  its  arresters  in  design  and  state  of  repair. 

We  will  make  this  distinction  between  lightning  and 
other  static  troubles. 

When  we  say  lightning  we  mean  an  actual  stroke  and 
its  effects  at  the  point  of  striking. 

When  we  say  surge  we  mean  any  or  all  static  electrical 
troubles  on  the  lines  at  points  where  the  lightning  did  not 
strike. 

Lightning  can  do  damage  by  striking  and  producing 
a  surge  at  the  same  time. 

A  surge  is  electricity  at  very  high  pressure  and  very 
great  frequency ;  the  normal  current  on  a  line  is  of  mod- 
erate pressure  and  low  frequency. 

The  normal  current  is  produced  by  the  generators. 

Surges  may  be  produced  by 

1.  Switching  off  live  lines  from  a  station. 

2.  Switching  on  dead  transmission  lines,  branch  I'nes, 
transformers,  or  underground  cables  to  a  station  or  to  a 
live  line. 

3.  Short  circuits  which  are  sudden. 


*A  dead  line  is  one  not  connected  to  any  source  of  electricity. 

A  live   line  is  one  connected  to  a  generator  in  operation  or 
another  circuit  and  has  pressure  on  it  ready  to  deUv^i  ^o\^^x. 
When  lamps,  motors,  etc.,  are  connected  to  a  Vwe  \\x\e.  Vt  caA- 
rres  the  current  to  operate  them  and  is   called  a  \oadtd  V«v«^. 
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4.  Grounds  or  partial  short  circuits  which  occur  sud- 
denly. 

5.  Lightning  stroke. 

By  high  pressure  we  mean  any  pressure  over  50% 
greater  than  the  line  voltage. 

Frequency  is  best  explained  as  follows : 

If  the  feed  wire  of  a  city  trolley  line  be  cut  and  a  pres- 
sure indicator  inserted  the  pointer  will  stand  rather  steady 
at  about  500  volts.    This  shows  a  steady  current. 

If,  however  a  feed  cable  from  one  of  the  main  power 
stations  to  a  sub-station  be  cut  and  a  pressure  indicator 
inserted  (called  an  oscilligraph),  the  instrument  will 
show  that  the  pressure  is  constantly  and  very  rapidly 
changing  from  a  high  value  to  a  low  one,  then  reversing 
and  going  down  to  a  high  negative  value  and  coming 
back  to  zero. 

The  pressure  keeps  rising  and  falling  and  alternating 
positive  and  negative. 

It  will  make  from  1 5  to  33  of  these  complete  changes, 
called  cycles,  every  second.  The  frequency  with  which 
these  changes  occur  is  called  the  frequency. 

Frequency  is  then  the  number  of  cycles  per  second. 

Take  a  transmission  line  delivering  power  at  the  dis- 
tant end  where  the  capacity  is  about  3  mf. 

While  this  line  is  in  operation  supplying  power,  the  cur- 
rent varies,  according  to  the  load.  When  all  the  motors 
it  supplies  are  stopped  and  all  the  transformers  at  the 
other  end  are  cut  off  there  is  no  load  but  still  about  50 
amperes  flow  into  the  line. 

This  current  is  charging  the  line,  that  is,  keeping  up 
the  voltage  of  the  line;  for  the  line  is  a  condenser  and 
takes  current  to  charge  it. 
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If  a  switch  is  opened  when  the  line  is  loaded  there 
would  be  an  arc  formed  at  the  switch  blades  on  account 
of  the  large  current  broken  and  the  discharge  of  the  line 
itself. 


L.  LilglitDlDiii  Stroke. 


If  a  switch  is  opened  when  the  line  is  simply  alive,  that 
is,  charged  but  not  loaded,  there  is  a  slight  arc  at  the 
■switch  due  to  the  discharge  of  the  line. 

if  the  generators  are  stopped  and  the  line  is  "dead"  oE 
course  there  is  then  no  arc  at  the  switch  opemng. 

T^e  arc  fanned  by  the  opening  of  a  loaded  Vme  aWo'W 
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the  line  to  discharge  itself  across  the  arc,  but  when  the 
switch  to  a  live  line  is  opened  quickly  the  small  arc  dies 
out,  leaving  the  line  lightly  charged.  The  line  yvill  now 
discharge  itself  at  the  weakest  point  along  its  insulatioil 
unless  provided  with  arresters  to  discharge  it  in  a  harm- 
less manner. 

The  surge  of  the  charge  may  raise  the  pressure  on  this 
cut  out*  line  to  double  the  pressure  of  the  generators.  A 
22000  volt  line  may  rise  to  44000  volts-  when  suddenly 
cut  out. 

When  a  single  phase  generator  (See  Lesson  28)  is 
grounded  at  one  terminal  and  a  "live"  branch  line  con- 
nected to  its  other  terminal  is  cut  at  the  switch-board  the 
pressure  caused  by  the  surge  may  rise  to  four  times  the 
original  pressure.  So  a  40000  volt  line  might  have  one  of 
its  branch  lines  rise  to  120000  volts. 

The  two  cables  from  a  single  phase  generator  to  the 
switch  board  are  called  its  terminals. 

When  a  dead  line  is  "cut  in"*  its  capacity  must  be  filled 
up  and  there  is  a  sudden  rush  of  current  into  it.  This 
produces  a  surge  along  the  line  and  when  the  line  is 
short  the  pressure  may  rise  to  double  the  normal  pres- 
sure. When  the  line  is  long  it  hardly  ever  rises  to  quite 
double  pressure. 

It  is  interesting  to  know  that  the  first  dead  line  switched 
on  to  the  generators  has  the  least  rise  in  pressure,  and  the 
last  switched  on  the  greatest.  So  the  line  with  the  weak- 
est insulation  or  poorest  arresters  may  be  switched  on 
first. 


*To  cut  in  a  line  is  to  connect  it  to  the  generator  or  to  the 
main  transmission  line;  to  cut  out  is  to  disconnect  it     A  cut 
out  line  is  one   which   has  been   disconnected. 
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When  a  "dead"  transformer  is  connected  to  a  live  line 
there  is  a  surge,  and  due  to  the  choking  effect  of  the  coils 
in  the  transformer,  this  surge  only  penetrates  a  short  dis- 
tance. The  turns  of  wire  near  the  end  of  a  transformer 
are  insulated  with  extra  thickness  of  material  to  protect 
them,  and  arresters  should  be  placed  near  each  transform- 
er to  rid  the  line  of  the  surge. 

PROTECTION  FROM  LIGHTNING. 

Persons. 

Question  i.  What  precautions  should  people  take  dur- 
ing lightning  discharges  ? 

Answer.  Do  not  stand  in  the  open  doorway  of  a  build- 
ing or  under  a  single  tree  in  a  field.  Standing  under  a 
group  of  trees  is  not  so  bad.  Do  not  stand  near  a  wire 
fence. 

Question  2.    Won't  steel  articles  attract  lightning? 
Answer.  No,  nothing  attracts  lightning,  it  merely  goes 
by  the  shortest  path  whose  resistance  is  fairly  low. 

Question  3.  Is  not  staying  in  a  locomotive  dangerous, 
especially  electric  ones? 

Answer.  No,  it  is  the  safest  place  you  can  be,  as  the 
metal  is  all  around  and  acts  as  a  shield,  carrying  the  dis- 
charge safely  past  the  person. 

Question  4.  What  is  to  be  done  to  a  person  struck  by 
lightning? 

Answer.     Treated  like  a  person  who  has  been  suffo 
cated,  and  artificial  breathing  begun  at  once,  as  follows . 
Howard's  method  of   producing   artificial    respiration 
has  this  advantage  over  other  methods  in  that  it  can  be 
successfully  practiced  by  a  single  person,  instead  oi  Vwc^, 
Bndatthe  same  time  is  equally  efficacious. 
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"Place  the  subject  on  his  back,  head  down  and  bent 
backward,  arms  folded  under  the  head  (under  no  condi- 
tions raise  the  head  from  the  ground  or  floor).  Place  a 
hard  roll  of  clothing  beneath  the  body,  with  the  shoulders 
declining  slightly  over  it.  Open  the  mouth,  pull  the 
tongue  forward,  and  with  a  cloth  wipe  out  saliva  or 
mucus.  Thoroughly  loosen  the  clothing  from  the  neck  to 
the  waist,  but  do  not  leave  the  subject's  body  exposed,  for 
it  is  essential  to  keep  the  body  warm;  kneel  astride  the 
subject's  hips,  with  your  hands  well  opened  upon  his 
chest,  thumbs  pointing  toward  each  othe^  and  resting  en 
the  lower  end  of  the  breastbone;  little  fingers  upon  the 
margin  of  the  ribs  and  the  other  fingers  dipping  into  the 
spaces  between  the  ribs.  Place  your  elbows  firmly  against 
your  hips,  and  using  your  knees  as  a  pivot  press  upward 
and  inward  toward  the  heart  and  lungs,  throwing  your 
weight  slowly  forward  for  two  or  three  seconds,  until 
your  face  almost  touches  that  of  your  patient,  ending  with 
a  sharp  push  which  helps  to  jerk  back  to  your  first  posi- 
tion. At  the  same  time  relax  the  pressure  of  your  hands 
so  that  the  ribs,  springing  back  to  their  original  position, 
will  cause  the  air  to  rush  into  the  subject's  lungs.  Pause 
for  two  or  three  seconds,  and  then  repeat  these  motions 
at  the  rate  of  about  ten  a  minute,  until  your  patient 
breathes  naturally,  or  until  satisfied  that  life  is  extinct 
If  there  is  no  response  to  your  eflforts  persistently  and 
tirelessly  maintained  for  a  full  hour,  you  may  assume  that 
life  is  gone. 

"Hot  flannels,  water  bottles,  bricks,  and  warm  clothing 
will  aid  in  recovery.  Warmth  should  be  maintained,  but 
nothing  must  prevent  persistent  effort  as  above  described 
Stimulants  in  small  quantities  may  be  administered  after 
swallowing  is  possible,  and  sleep  must  be  encouraged. 
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one  of  the  best  recuperatives.    Get  a  physician  as  early  as 
possible. 

The  treatment  of  persons  shocked  by  electric  light  or 
power  currents  is  identical  with  that  for  lightning  stroke. 

Buildings, 

Question  5.    Are  lightning  rods  of  any  use? 

Answer.  Yes,  if  properly  installed  they  offer  a  great 
protection. 

Question  6.     What  material  is  best  for  lightning  rods  ? 

Answer,  Copper,  as  its  conductivity  is  high,  and  so  is 
much  lighter,  smaller  and  neater  in  appearance  than  an 
iron  rod. 

Question  7.    What  should  they  weigh  ? 

Answer,  A  copper  rod  six  ounces  to  the  lineal  foot 
and  an  iron  rod  two  pounds  per  lineal  foot. 

Question  8.    What  kind  of  rod  should  be  used  ? 

Answer,  We  really  do  not  mean  a  rod,  the  word  being 
used  in  a  general  sense.  The  best  form  is  a  tape  or  flat 
thin  bar. 

Question  9.    What  kind  of  tips  should  be  used? 

Answer.    They  should  be  pointed. 

Question  10.    Why  is  this  ? 

Answer,  The  points  tend  to  discharge  the  electricity 
of  the  earth  to  the  air  and  thus  relieve  the  tension  in  the 
atmosphere. 

Question  11.    Where  should  the  rods  be  placed? 

Answer,  Tips  should  be  erected  on  all  parts  of  build- 
ing projecting  above  the  roof,  such  as  cupolas,  chimneys, 
gables. 

Question  12.    What  should  be.  done  lo  cottvvc^^,  orcTsa.- 
mental  iron  work,  etc,  ? 
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Answer.  They  should  all  be  connected  by  a  soldered 
joint  to  a  "rod." 

Question  13.  Should  the  rod  be  insulated  from  build- 
ing? 

Answer,  No.  It  is  certainly  unnecessary  from  an  elec- 
trical point  of  view  and  is  troublesome  and  expensive. 

Question  14.    Can  the  "rod"  be  run  inside  the  building? 

Answer.  Never.  This  would  be  very  dangerous,  as 
lightning  if*  it  jumped  from  rod  would  surely  cause  great 
damage. 

Question  15.    Must  the  "rods"  be  run  straight? 

Answer.  It  is  better  to  run  from  each  point  on  the 
roof  as  straight  to  the  ground  as  possible,  avoiding  all 
sharp  bends,  as  these  give  the  lightning  a  chance  to  jump 
off. 

Question  16.    Does  each  point  protect  a  certain  area? 

Answer.  No.  The  amount  of  space  protected  by  a 
point  varies.  A  sudden  rush  or  disruptive  lightning  dis- 
charge may  strike  a  building  very  near  a  point.  Hence 
the  more  points  the  greater  safety. 

Question  17.  How  are  the  lower  ends  of  "rods"  con- 
nected to  earth? 

Answer.  By  being  well  soldered  to  water  pipes  or  to  a 
plate  of  copper  about  3x3  ft.  buried  in  moist  earth. 

Question  18.  If  the  rods  pass  near  metal  work  gas 
pipes,  etc.,  what  should  be  done  ? 

Answer.  Connect  them  to  the  rod  by  wires  whose 
joints  are  well  soldered. 

Question  19.    Why  should  the  joints  be  soldered? 

Answer.  Because  the  resistance  of  an  old  or  badly 
made  joint  will  sometimes  cause  the  lightning  to  jump  oflF 
tAe  rod.  Every  joint  in  the  rod  and  cotai^cdon&  should 
^e  soldered. 
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Question  20.  How  should  lightning  be  prevented  from 
entering  buildings  by  the  line  wires  ? 

Answer.  Use  lightning  arresters  at  the  point  where 
they  enter  the  building. 

Question  21.    What  is  a  lightning  arrester? 

Answer.  It  is  a  device  designed  to  protect  electrical 
apparatus  from  lightning  or  atmospheric  electricity. 

Question  22.    Does  it  stop  the  lightning  ? 

Answer.  No,  the  name  arresters  is  misleading.  They 
do  not  stop  the  discharges,  but  turn  them  aside  to  a  con- 
ductor which  leads  to  the  ground. 

Question  23.    What  circuits  need  protection? 

Answer.  Any  circuit  which  has  a  part  running  out 
doors,  or  any  circuit  connected  to  one  running  into  the 
open  air. 

Question  24.  What  kinds  of  circuits  need  protection 
most? 

Answer.  Long  lines,  lines  running  over  hills  or  moun- 
tains. 

Question  25.  Does  the  kind  of  power  on  the  line  af- 
fect the  liability  of  lightning  discharge  ? 

Answer.  No,  any  kind  of  line  from  telegraph  to  power 
transmission  is  equally  liable  to  be  struck. 

Question  26.  Do  the  station  men  sometimes  disconnect 
the  dynamos  from  the  line  to  prevent  the  line  being 
struck? 

Answer.  No,  they  do  it  when  they  mistrust  the  light- 
ning arresters'  ability  to  protect  the  dynamos.  Cutting 
the  dynamos  off  puts  them  in  safety,  but  the  line  is  not 
protected.  A  dead  line  is  just  as  apt  to  be  struck  as  a 
live  one. 

Question  27.  Are  some  parts  of  the  country  troubled 
with  lightning  more  than  others  ? 
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Answer,  Yes.  In  the  Rocky  Mountains  lightning  dis- 
charges are  very  numerous  and  severe. 

Question  28.  What  trouble  may  result  from  lightning 
striking  a  line  ? 

Answer  (i)  Burning  of  insulation  on  wires  in  instru- 
ments and  machines. 

(2)  Puncturing  insulation  of  machinery,  like 
dynamos  or  transformers.  Either  of  these  destroys  the 
insulating  value  of  the  material. 

(3)  Melting  of  wires  or  fusing  together  met- 
al parts  which  are  in  contact. 

(4)  Dangerous  injuries  to  persons. 

(5)  Fire  caused  by  an  arc  jumping  across  in- 
flammable material. 

(6)  The  insulators  are  sometimes  cracked  or 
€ven  splintered. 

(7)  Poles  are  splintered  or  sometimes  shat- 
tered. 

(8)  A  cable  forming  a  part  of  the  current  is 

more  likely  to  have  its  insulator  punctured  than  any  other 
part  of  the  circuit.  This  is  a  very  troublesome  and  costly 
thing  to  repair. 

This  applies  to  underground  or  underwater  cables  more 
than  to  those  strung  on  poles. 

Question  29.  Doe^  lightning  follow  the  shortest  path 
or  the  path  of  least  resistance  ? 

Answer,  Unlike  ordinary  current  electricity,  lightning 
usually  follows  the  straight,  short  path  even  if  of  enor- 
mous resistance. 

Question  30.     Does  a  break  in  the  circuit  stop  light- 
ning ? 
Answer,    No,  it  will  jump  across  and  go  on. 
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Question  31.    Do  coils  have  any  effect  on  lightning? 

Answer.  Yes.  Lightning  cannot  pass  readily  through 
a  coil  of  wire.  It  will  do  so  if  this  is  the  only  path  open  to 
it,  but  if  there  is  any  other  path  not  containing  coils  the 
lightning  will  usually  take  the  path  without  coils.  It 
sometimes  jumps  from  turn  to  turn  of  a  coil,  thus  getting 
past  without  going  through. 

« 

Errata: — Illustration  on  page  102  should  read  Shunt 
Circuit  in  lower  part  instead  of  Short  Circuit. 


LESSON  7. 
Lightning  Arresters. 


LOW  VOLTAGE. 


Question  i.    What  is  the  oldest  form  of  arrester 
Answer.    The  saw  tooth  spark  gap  of  the  telegraj 
ices. 


LINE 


^|WW| 


=  ^     GROUND-     —  = 


Pig. 


31.     The    Saw-tooth    Lightning    Arrester    as    used    on    Te 
Circuits.       I  and  I  are  the  Instruments  and  A  the  Arresti 


Question  2.    Describe  it. 

Answer.  Two  brass  plates  with  V-shaped  poin 
set  close  to  each  other  on  an  insulating  base,  one  p 
connected  to  the  line  and  the  other  to  a  ground 
buried  in  the  earth.     (See  Fig.  31.) 

Question  3.    How  does  it  operate? 

Answer.    The  lightning  being  of  an  electrostat 
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ture  discharges  from  points  readily,  and  being  of  an  enor- 
mous pressure  is  able  to  jump  the  air  gap  between  the 
points.  The  telegraph  instruments  tontain  electro  mag- 
nets whose  coils  act  as  choke  coils. 

The  lightning  has  the  choice  of  the  path  through  the  in- 
strument coils  or  across  the  air  gap.  It  practically  always 
takes  the  air  gap  and  runs  to  the  earth  through  tlie 
ground  wire. 

Question  4.  What  objection  is  there  to  this  type  of  ar- 
rester when  power  circuits  are  to  be  protected  ? 

Answer.  The  spark  caused  by  the  lightning  in  leaping 
across  the  air  gap  forms  a  conducting  path  between  the 
plates. 

The  pressure  on  the  line  due  to  the  generators  sends 
the  current  across  this  path  which  forms  an  arc  melting 
the  edges  of  the  plates. 

This  arc  grows  larger  until  it  conducts  enough  current 
to  "blow"*  the  fuses  in  the  circuit,  which  interrupts  the 
service. 

The  arcing  of  an  arrester  is  always  caused  by  the  cur- 
rent of  the  line  following  the  sparks  due  to  lightning  dis- 
charge. 

Question  5.  What  is  the  easiest  way  of  stopping  the 
working  current  from  following  the  lightning  discharge  ? 

Answer.  Place  small  fuses  (as  in  Fig.  32)  in  the 
ground  wires  of  the  arresters  before  they  join  to  the  corn- 
monf  ground  wire.  Then  any  working  current  following 
the  lightning  discharge  will  blow  these  fuses    instantly, 


*Melt 

t  A  wire  actings  as  a  ground  wire  for  sevetaV  oOcvftt^  \^  t^^^ 
^'common"  ground   w/re. 
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leaving  the  main  fuses  unharmed.  This  will  not  inter- 
rupt the  service. 

Question  6.    What  is  the  objection  to  the  arrangement? 

Answer.  Often  the  two  fuses  are  blown,  the  arrester 
is  useless  and  machinery  left  unprotected,  there  being  no 
ground  connection  to  conduct  the  discharge  away. 


LrNES 


DYNAMO 


GROUND 


Fig.   32.     The    Saw-tooth   arrester   applied   to   a   Dynamo.        F,   F   art 
the  regular  fuses.       D,  D  are  the  fuses  for  Arrester  Circuit. 


Question  7.  But  the  fuses  can  be  replaced  ? 

Answer.  Perhaps  not  before  the  next  discharge  has 
come.  Moreover,  a  lightning  arrester  should  allow  the 
static  charges  which  accumulate  even  in  clear,  dry  weath- 
er to  escape.  These  discharges  sometimes  snap  across  an 
arrester  in  the  steady  stream. 

Question  8.  What  are  some  of  the  better  ways  of  stop- 
ping the  passage  of  the  current  after  the  discharge? 

Answer.  There  are  various  ways,  some  methods  put 
oi/t  the  arc  which  is  conducting  the  workmg  cviiieDX.^  %xv^. 
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some  try  to  prevent  an  arc  or  at  least  make  arc  very  small. 

Question  9.    How  is  the  arc  put  out  ? 

Answer.  By  air  blist,  electromagnetic  action,  mechan- 
isms for  lengthening  the  gap  momentarily  as  the  dis- 
charge passes,  also  use  of  non-arcing  metals. 

Question  10.     How  are  arcs  prevented? 

Answer.  Smothering  the  arc  so  that  it  doesn't  form 
for  lack  of  air ;  insertion  of  resistance  into  the  discharge 
circuit  which  weakens  the  current  following  discharge  so 
that  it  cannot  hold  an  arc. 

Question  11.  What  should  be  done  if  an  arrester  in  a 
station  holds  its  arc  ? 

Answer.  The  arc  should  be  beaten  out  with  a  cloth  or 
broom,  or  it  should  be  smothered  with  sand. 

Dry  powder  fire  extinguishers  are  very  useful  for  this 
purpose,  but  water  or  liquid  extinguishers  should  never 
be  used. 

Question  12.    Where  should  arresters  be  placed? 

Answer.  At  the  point  where  lines  enter  or  leave  any 
building,  and  at  intervals  along  the  line. 

Question  13.  Why  should  they  be  placed  along  the 
line?  Will  not  the  protectors  at  the  buildings  protect  the 
machinery  ? 

Answer.  It  seems  to  be  generally  believed  now  that 
lightning  runs  along  the  lines  in  waves  and  that  at  one 
point  it  may  be  so  weak  that  it  will  not  jump  to  ground 
through  a  certain  arrester  but  pass  on,  and  the  same 
charge  a  few  miles  further  on,  will  either  be  discharged 
through  an  arrester  there  or  if  there  is  no  arrester,  do 
considerable  damage. 

Hence  all  the  most  exposed  places  on  the  line  should 
certainly  have  arresters  and  a  few  strung  a\otv^  >3cv^  Xvcv^  ., 
wjJI  not  be  wasted. 
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Question  14.    What  is  the  best  arrester? 

Answer.  Each  kind  has  its  good  points,  some  will  not 
work  on  low  pressures,  others  will  not  stand  the  severe 
test  of  Rocky  Mountain  use,  but  are  reasonable  in  price 
and  satisfactory  in  action  in  the  more  open  and  level  parts 
of  the  country. 

Lxtve 


JVxre^ers 


(kxoutid.Yi*vre 


Y  To  Ckxoutvd. 


Fig.  33.     Bank  of  Lightning  Arresters. 


Any  arrester  is  hardly  a  complete  protection  unless 
combined  with  choke  coils.     (See  Lesson  9.) 

Question  15.  Into  what  classes  may  arresters  be  di- 
vided as  regards  to  the  circuits  and  apparatus  they  pro- 
tect? 

Answer,  (i)  For  use  when  currents  are  very  small 
and  voltages  moderate  as  in  telephone  lines.  The  instru- 
ments are  very  delicate  and  need  absolute  protection. 

(2)     When  currents  are  small    and    voltage 
^  moderate  as  in  telegraph  and  signalling  lines.    Here  the 
' /apparatus  is  heavier  and  less  liable  lo  dam.^^'^. 
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(3)     Power  lines  and  lightning  circuits  where 

currents  are  heavy  and  voltage  moderate,  say  up  to  2500 
volts. 

(4)     Power  lines,  transmission  lines  where  the 

voltage  is  very  high,  say  from  1 1000  up  to  50000  or  60000 

volts. 

Question  16.  Into  what  classes  may  arresters  be  di- 
vided as  regards  to  the  design  of  the  arrester? 

Answer,  (i)  Single  gap  arresters  where  one  place  is 
provided  for  the  lightning  to  jump  across. 

Single  gap  arresters  are  often  installed  in  banks  in  par- 
allel* so  that  many  places  are  provided  at  once. 

The  old  saw  tooth  arrester  is  really  a  bank  of  single 
gaps. 

(2)     Multigap  arresters,  in  which  we  have  a 
number  of  single  gaps  in  series. 

These  are  sometimes  simply  a  set  of  arresters  in  series. 
Each  arrester  being  designed  for  say  2500  volts,  using 
four  in  a  series  will  protect  |i  loooo  volt  circuit. 


♦The  words  series,  parallel,  and  shunt  will  be  more  fully 
explained  in  Lesson  18,  but  it  will  be  sufficient  now  to  state 
that  if  a  current  goes  through  all  of  a  number  of  instruments  or 
resistances,  they  are  in  series.  If  the  current  splits  and  part 
goes  through  one  set  of  instruments  or  resistances  and  the 
rest  goes  through  another  set  then  these  two  sets  are  in  par- 
allel. 

Each  set  while  in  parallel  with  the  other  set  may  of  course 
consist  of   several  pieces  of  apparatus  in  series. 

When  a  circuit  is  cut  and  a  new  piece  of  apparatus  is  inserted, 
this  piece  is  in  series  with  the  other. 

When   a  circuit  has  a  new  piece  of  apparatus   attached  by 
soldering  on  the  wires  without  cutting  the  origitvaLl  c\\o\\\.  'Ccva 
new  piece  is  a  shunt  circuit  and  the  part  oi  t\vfe  o\^  caxc>i\\.  \^ 
sa/d  to  be  shunted 
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Usually  they  are  so  designed  that  a  single  arrester  con- 
sists of  a  set  of  gaps  in  series.  These  arresters  can  be 
placed  in  series  for  high  voltage. 
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(3)  Arresters  with  series  resistances.  The 
idea  being  that  lightning  will  pass  through  the  resistance 
without  being  obstructed  much  while  the  normal  line 
pressure  cannot  send  enough  current  through  the  resist- 
ance to  hold  an  arc  between  the  discharge  points.  *" 
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(4)  Shunted  resistances.  In  this  type  a  re- 
sistance is  put  in  parallel  with  the  spark  gaps.  Experi- 
ment has  shown  that  by  proper  design  this  is  very  effect- 
ive in  preventing  an  arc  across  the  discharge  points. 

(5)  Fixed  gap  length.  In  some  arresters  the 
gap  length  is  fixed,  and  resistance  (series  or  shunt),  also, 
and  the  kind  of  metal  used  for  the  points,  is  used  to  sup- 
press the  arc. 

(6)  Lengthened  gaps.  The  gap  points  are 
shaped  like  horns  and  the  heat  of  the  arc  lengthens  it  by 
the  uprush  of  hot  air  or  the  arc  is  forced  up  by  magnet- 
ism. 


Fig.  34.     Lightning  Arrester  and  Stray  Current  Protector  for  Telephone, 

Bell    and    Signalling    Circuits. 


In  Other  types  the  gap  points  are  drawn  apart  by  mag- 
netism. 

Question  17.  What  type  of  arrester  is  used  for  tele- 
phone circuits  ? 

Answer,  The  protector  is  shown  in  Figs.  34  and  35. 
The  line  current  enters  at  binding  post  A  and  passing 
along  the  spring  B  goes  through  the  pin  P  through  the 
wire  of  the  coil  SC  on  to  post  E,  where  the  instrument 
wire  is  attached. 

Each  side  of  the  apparatus  is  just  alike,  there  bem^Qrcsfc 
piece  for  each  line  wire. 

On  the  left  of  post  A  are  two  carbon  b\ocV^,  C  ^'^^  ^ 
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separated  by  a  slip  of  mica  M  with  a  circular  hole  in  it. 
The  upper  carbon  block  has  a  drop  of  fusible  metal  let 
into  its  lower  face,  but  it  is  flush  with  the  carbon. 

The  upper  block  is  in  contact  with  post  A  by  a  spring 
which  holds  it  in  position.  The  lower  block  rests  on  a 
metal  plate,  which  is  connected  to  the  ground  wire  D. 

When  lightning  or  any  pressure  over  300  volts  comes 
on  the  line  it  jumps  across  the  air  gap  between  the  carbon 
blocks  (whose  length  is  equal  to  the  thickness  of  the  mica 
strip)  and  goes  to  ground.  It  at  the  same  time  melts  the 
drop  of  metal,  making  a  complete  ground.  The  instru- 
ments are  then  absolutely  short  circuited  and  protected. 


fi 


AC. 


Fig.  35.     Top  view  of  Arrester  shown  in  Fig.  34. 


This  means  that  there  is  a  short  and  low  resistance  path 
ror  the  current,  which  lightning  will  follow  instead  of  go- 
ing through  the  instruments. 

Should  there  be  a  cross  connection  with  other  lines  or  a 
leak  to  the  telephone  line,  the  instruments  could  be  dam- 
aged by  the  amount  of  current,  while  the  pressure  was  far 
below  300  volts. 

In  this  case  the  "sneak  current,''  as  it'  is  called,  goes 
from  A  along  the  german  silver  spring  B,  up  through  P 
and  through  the  sneak  coil  SC. 


A 
J 
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The  sneak  coil  is  of  very  fine  german  silver  wire,  about 
30  ohms  resistance  and  in  a  few  seconds  this  coil  gener- 
ates enough  heat  to  melt  a  plug  of  fusible  metal  which 
holds  the  pin  P  in  place. 

The  spring  B  then  moves  up  and  touches  the  ground 
strip  G,  thus  grounding  the  line  and  protecting  the  in- . 
strunients. 


Fig.   36.      Lightnint 


Question  18.    What  type  of  arrester  is  used  on  moder- 
ate voltage  lines  ? 

Answer.    One  type  is  shown  in  Fig,  36.    The  air  gap  is 
between  the  curved  plates.    The  magnet  below  is  excited 
from  the  dynamo  and  the  arc  when  formed  is  blown  up- 
wards until  the  space  at  the  upper  ei\d  oi  On^  cwtN^^ft. 
plates  is  too  long  for  the  pressure  to  mam\a.m  xVe,  ?>.t^ 
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The  instrument  acts  as  if  the  arc  were  blown  out  1 
puff  of  wind. 

Another  form  of  this  arrester  has  two  flat  plates  so 
rounded  by  the  magnetism  that  the  blow  out  efifec 
stronger,  and  it  is  relied  on,  there  being  no  horns  to  I 
Both  of  these  are  used  on  direct  current  circuits. 

Question  19.  Describe  an  arrester  for  alternating  1 
rents  at  moderate  voltage. 

Answer.  There  is  a  non-arcing  arrester  for  A. 
work.  It  consists  of  seven  cylinders,  each  one  inch  in 
ameter  and  three  inches  high.    They  are  made  of  w 


brass  with  a  large  percentage  of  zinc,  and  very  little  < 
per,  in  it.  They  are  knurled  or  checkered  so  that  the  : 
face  is  covered  with  little  points. 

These  cylinders  are  held  in  insulating  strips  so  as  t( 
about  1-64  of  an  inch  apart.    For  low  voltages  the  cei 

*A bbrevt.it ion  for  alternating  current 
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cylinder  is  grounded  and  the  end  ones  connected  to  the 
lines. 

When  used  on  A  C  circuits  the  discharges  which  spark 
across  do  not  cause  arcs. 

The  probable  reason  is  that  the  cylinders  being  close 
together,  the  spark  makes  a  little  explosion  which  blows 


1000  VOLTS 


GENERATOR 


U 


GROUND 


LINE  LINE 

W«.  38.     Wiring  diagram  for  1000  volt  eirtuits.        One  Arrester  used. 

the  arc  out,  and  the  boiling  of  the  metal  where  the  spark 
jumps  carries  the  heat  away  in  the  vapor  and  the  spot  is 
too  cool  to  hold  an  arc. 

The  cylinders  must  be  turned  after  each  storm  to  pre- 
sent fresh  surfaces  for  the  next  discharge. 
^      A    single    arrester    is    shown    in    Figs.  37    and    38. 
and  40  show  the  arrangements  for  higher  volt- 
be  noticed  that  this  is  of  the  multigap  typ^- 
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[In  Fig.  40  is  shown  the  beginning  of  the  "new  h 
in  lightning  arresters  which  will  be  discussed  at  lei 
further  on.] 

Question  20.  •  How  does  the  non-arcing  arrester  in 
40  operate  ? 
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Fig.  39.     Wiring  diagram  for  2000  volt  circuits.       Two  Arresters 


Answer,  The  operation  of  this  arrester  is  as  folic 
The  number  of  series  gaps  is  adjusted  to  the  voltag 
which  the  arrester  is  desired  to  discharge.  This  is 
real  lightning  discharger.  The  series  resistance  is  s 
and  so  wound  that  it  is  as  little  like  a  coil  in  its  cho 
action  as  possible.  Its  presence  will  prevent  a  large 
rent  flowing  through  the  arrester  while  it  is  discharg 

If  o«ly  as  few  series  gaps  as  are  shown  were  there, 
a  small  series  resistance,  the  dynamo  current  which 
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tws  the  lightning  discharge  will  cause  an  are  and  bum 
le  cylinders. 
When  shunted  gaps  are  used  the  result  ts: 


The  lightning  followed  by  the  line  current  passes 
trough  the  series  gaps.  Then  the  lightning  due  to  tKe 
boldng  action  of  the  shunt  resistance,  spaiVa  ftvtoa^'Ot*, 
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shunted  gaps,  while  the  line  current  on  account  of 
high  resistance  of  the  shunted  gaps,  passes  through 
shunt  resistance. 

There  is  then  no  line  current  in  the  shunted  gaps 
hold  an  arc.     The  lightning  having  now  discharged 
line  current  finds  a  series  circuit,  composed  of  the  se: 
gaps,  the  shunt  resistance  and  the  series  resistance. 

The  shunt  resistance  being  large,  the  total  resistance 
the  arrester  is  large  enough  to  shut  off  the  line  current 
tirely. 

Had  such  a  large  resistance  been  in  series  with 
series  gaps  at  first  the  arrester  would  not  have  startec 
discharge  and  of  course  afforded  no  protection. 

Question  21.    Is  there  a  non-arcing  direct  current 
Tester  ? 

Answer,  Yes,  the  non  arcing  direct  current  arreste 
based  on  these  facts. 

(i)  Lightning  will  pass  over  a  non-conducting  s 
face  more  readily  than  across  an  equal  air  gap. 

(2)  It  will  pass  even  more  readily  if  the  surfaa 
covered  with  carbon. 

(3)  An  arc  cannot  form  where  there  is  no  air  to  h 
the  material  burn. 

A  lignum-vita^  block  is  charred  in  its  center  for  ab 
half  an  inch  in  widdi.  Two  metal  plates  are  set  flush 
the  block  on  each  side  of  the  charred  strip. 

A  second  block  is  screwed  tightly  over  the  first  to  fc 
out  the  air. 

This  arrester  works  on  direct  current  up  to  700  vo 
The  lightning  passes  easily  from  plate  to  plate ;  while 
charred  strip  of  about  50000  ohms  resistance  prevents 
massage  of  current  from  the  line. 

The  lightning  cannot  start  an  arc  in  this  small  sp^de 
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One  plate  is  connected  to  a  line  wire  and  ihe  other  to 
the  ground.  Two  should  be  used,  one  on  positive  wire 
and  the  other  on  the  negative. 

These  arresters  have  been  used  with  "smooth  cored*' 
alternating  current  generators  furnishing  looo  volts  pres- 
sure. 

Question  22,  Is  there  a  small,  cheap  arrester  for  single 
instruments  and  small  buildings,  as  switch  men's  cabins, 
tool  houses,  etc.,  and  for  use  on  electric  light  circuits  ? 

Answer,  Yes.  A  lightning  arrester  designed  for  alter- 
nating current  (abbreviated  A.  C.)  up  to  350  volts  pres- 
sure is  shown  in  Fig.  41. 

Where  long  secondaries  are  run  from  transformers,  a 
necessity  has  been  found  for  the  use  of  lightning  arrest- 
ers. The  demand  for  a  low  priced  but  effective  and  reli- 
able arrester  for  this  service  has  resulted  in  the  arrester 
shown.  ' 

This  device  is  for  use  on  any  A.  C.  circuit  of  350  volts 
or  less,  and  is  suitable  for  protection  of  individual  series 
A.  C.  arc  lamps,  as  well  as  on  incandescent  lighting  cir- 
cuits. Its  effectiveness  when  placed  on  wires  at  the  en- 
trance to  buildings,  store-houses,  signal  towers,  etc.,  rec- 
ommends its  general  adoption. 

A  detailed  description  of  construction  is  given  later. 
The  general  plan  is  shown  in  Fig.  41,  where  will  be  seen 
the  two  large  circular  discharge  plates  separated  by  an 
air-space  of  1/50  (.020)  inch  at  their  beaded  edges.  Over 
this  air-gap  a  heavy  discharge  may  pass,  while  light  dis- 
charges and  static  surges  will  pass  to  earth,  more  slowly, 
through  the  high  resistance  disc  that  separates  the  larger 
metallic  discs.  This  disc  is  of  permanent  resistance  and 
allows  the  passage  of  but  an  infinitesimal  normal  current, 
while  permitting  the  escape  of  the  high  voltage  static  dis- 
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charges.  In  the  event  of  the  discharge  being  heavy,  it 
will  jump  the  spark  gap,  but  the  low  voltage  of  the  nor- 
mal current  will  not  maintain  an  arc,  owing  to  the  cooling 
effect  of  the  heavily  beaded  disc 


It  will  be  seen  that  this  device  offers  a  choice  of  either 
of  two  paths,  one  highly  efficient  as  an  outlet  for  static 
surges,  and  the  other  (the  spark-gap  of  1/50  inch)  a 
highly  efficient  path  for  lightning  discharges. 

When  used  on  the  secondaries  of  transformers,  otic  ar- 
rester is  necessary  on  each  leg  of  the  circuit.  Same  should 
A?  connected  in  a  shunt  path  to  earth  as  shown  in  Fig.  42. 
-^.ao  arc  lamp  protector  it  is  connected  <i\TecX\y  ^to?,^ 
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the  terminals  of  the  lamp  as  shown  in  Fig.  43,  thus  offer- 
ing a  path  around  the  lamp,  to  the  standard  pole 
arresters,  which  should  be  distributed  along  the  line  at 
intervals.  These  standard  pole  arresters  are,  of  course., 
connected  between  line  and  ground,  and  thus  offer  an  easy 
escape  for  the  discharges. 


rm  T  MO 
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Fig.    43. 


It  has  been  customary  in  many  cases  to  use  standard 
forms  of  arresters  in  the  same  service  for  which  this  de- 
vice is  designed.  These  standard  forms  have  the  objec- 
tion of  higher  cost,  larger  size,  and,  as  all  employ  a 
much  greater  spark-gap  distance,  are  not  nearly  so  effi- 
cient as  this  Type  T.  2iTTester,  Furthermore,  \\ve  ^xji^'Kva.T^ 
path  through  the  high  resistance  disc  increases  >Jcve  e% 
dency  of  this  arrester  many  times. 
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The  dovice  consists  of  the  parts  illustrated  in  Fig  44 
assenibicd  as  shown  in  side  view  Fig.  41.  Parts  Nos.  309 
are  two  metallic  discs,  formed  with  a  heav}'  bead  around 
tlie  circumference,  the  center  being  fiat  to  make  contact 
with  the  high  resistance  disc,  Xo.  311.    These  parts  are 


309  309 


assembled  on  the  insulating  tube.  312.  The  high  resist- 
ance disc  separates  the  metallic  discs  so  that  the  heavy 
beaded  circles  are  separated  by  1/50  (.020)  inch.  Parts 
Nos.  308  are  insulating  discs,  also  mounted  on  312.  The 
screw.  No.  306,  passes  through  steel  washer,  307,  tube, 
312,  and  asbestos  disc,  313,  so  as  to  clamp  them  tc^ether 
when  screwed  into  weather-proof  box,  302.  The  flexible 
leads.   No.   310,  pass  through   porcelain   insulator,  No. 
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303,  The  cover,  301,  hooks  over  the  top  of  box,  302,  and 
is  fastened  in  place  by  but  one  screw,  305.  This  cover  is 
perfectly  weather-proof.  Complete,  the  arrester  measures 
3J/2   inches  from  center  to  center  of  ='iniorting  holes. 


s  asaembled  ready  ti 


Protection  of  Lines, 

Question  23.     How  should  signal  lines  be  protected? 

Answer.  When  on  pole  lines  an  arrester  should  be 
placed  on  pole  about  every  half  mile;  when  run  in  con- 
duits or  tunnels  one  should  be  placed  at  each  end  of  con- 
duit or  tunnel. 

Question  24.  How  should  telegraph  lines  be  pro- 
tected ? 

Answer.  ■  As  the  instruments  are  only  placed  in  sta- 
tions, an  arrester  at  point  where  wires  enter  station  is 
sufficient. 

Question  25.  How  should  telephone  lines  be  pro- 
tected? 

Answer.  A  protector  which  contains  a  "sT\e^  cm'^- 
rent" device  should  be  placed  in  every  line  vjVveie  \\.  ecA^t 
a  bttilding. 
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Question  26.  How  should  feeders  to  trolley  wire  or 
third  rail  be  protected? 

Answer,  Such  lines  are  usually  fairly  short  and  not 
much  exposed  to  lightning  being  carried  on  low  poles. 
The  arrester  on  the  feeder  at  the  station  and  one  where 
the  feeder  connects  to  trolley  or  third  rail  should  give 
ample  protection. 

Question  2y,  How  should  trolley  wires  or  third  rails 
be  protected? 

Answer.  The  arresters  at  the  ends  of  the  feeders 
ought  to  be  sufficient  for  the  trolley  wire  also. 

If  there  are  very  few  feeders  it  would  be  well  to  see 
that  there  is  an  arrester  every  half  or  three  quarters  of  a 
mile.  One  to  the  mile  will  do,  as  trolley  construction  is 
very  strong  and  not  liable  to  damage. 

The  third  rail  lies  along  the  ground  and  is  seldom 
struck.  If  it  were  the  mechanical  strength  of  the  rail  it- 
self and  its  insulators  would  protect  them,  although  the 
lightning  did  side  flash  to  the  ground. 

Question  28.  What  protection  should  motor  cars  or 
locomotives  have? 

Answer.  There  should  be  an  arrester  in  the  main  cir- 
cuits which  furnish  the  power,  and  an  arrester  in  the 
control  circuits  which  control  the  motors.  These  two 
arresters  should  be  of  different  styles.  That  for  power 
circuits  should  discharge  at  1,000  volts  and  that  in  the 
control  circuits  at  250  volts. 

Question  29.  What  protection  should  be  given  to  a 
trolley  car  ? 

Answer.  An  arrester  should  be  placed  on  roof  or  un- 
der hood  of  such  a  capacity  that  there  can  be  no  chance 
of  Its  failing  to  operate. 


LESSON  8. 

Lightning  Arresters. 

high  voltage. 

An  arrester  of  the  two  gap  type  with  a  magnetically 
lengthened  gap  to  break  arc  is  shown  in  Fig.  45,  and  its 
construction  in  Fig.  46.  It  is  made  for  alternating  or 
direct  current  work. 

In  order  to  increase  the  surface  distance,  so  as  to  pre- 
vent breakdown  between  current  carrying  parts  of  con- 
siderable difference  of  potential,  one  of  the  discharge 
points  is  mounted  on  the  end  of  the  resistance  rod  B. 
This  rod  is  held  in  position  by  the  clamps  at  C  and  D. 
The  distance  frofn  clamp  C  to  upper  discharge  point  A  is 
2^  indies.  The  solenoid  cut-out  coil  H  is  supported  by 
brackets  I  and  K,  bracket  K  being  so  designed  that  it 
gives  a  surface  distance  on  the  porcelain  base  of  2^4 
inches  between  K  and  lower  discharge  point  bracket  L. 
This  is  a  total  of  5  inches,  which  is  a  liberally  safe  sur- 
face distance  on  porcelain  for  2500  volts. 

To  still  further  reduce  the  possibility  of  current  jump- 
ing between  parts,  the  line  connection  is  at  the  top  of  the 
Arrester,  from  which  the  discharge  passes  downward  in  a 
practically  straight  path  to  ground  connection.  This  path 
is  indicated  by  the  round  dots  in  Fig.  46,  the  dashes  show- 
ing the  path  of  the  normal  current.  It  will  be  noted  that 
the  discharge  goes  throug^h  the  section  of  the  resistance 
rod  C-D,  the  normal  current  being  shunted  through  the 
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solenoid  coil  H,  This  energizes  the  iron  armature  J, 
which  raises  upward  in  the  coil,  opening  the  circuit  be- 
tween the  discharge  point  M  and  lower  end  of  armature. 
The  discharge  point  M  is  stationary,  so  that  the  air-gap 


at  N  is  not  changed  by  tJie  operation  of  the  Arrester.    The 

arc  is  thus  drawn  out  until  broken  inside  the  tube,  which 

IS  practically  air  tight  and  prevents  flying  sparks  or  seri- 

'iis  arcing.     The  upper  end  of  discharge  ■po'rat'M-Xs.  cm- 
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bon,  SO  the  arc  is  drawn  out  between  the  same  and  the 
iron  armature.  This  combination  prevents  sticking  or 
welding  together. 

3500  volt  arresters  are  designed  along  the  same  lines  as 
the  2500  type.  They  differ  in  width  and  length  of  base  to 
accommodate  the  higher  voltage  rating  per  arrester  unit. 
In  the  3500  volt  arresters  is  provided  an  additional  air- 
gap  near  the  line  binding-post.  This  construction  has 
proven  in  extended  service  to  be  perfectly  safe,  and  satis- 
factory for  the  higher  voltage  rating  of  3500  volts. 

As  the  circuit  is  opened  inside  the  tube  and  the  air-gap 
adjustment  is  always  the  same,  it  is  possible  to  use  the 
small  air-gap  space.  In  this  2500  volt  arrester,  the  air- 
gap  distance  is  3-32  inch,  which  is  as  small  as  can  be  used 
safely. 

The  cut-out  is  entirely  automatic,  restores  itself  by 
gravity,  is  instantaneous  in  operation,  and  prevents 
grounding  the  line,  whether  the  discharge  points  arc  dirty 
from  repeated  operation  or  not.  If  the  normal  current 
fellows  the  lightning  over  the  air-gaps,  it  is  shunted 
through  the  coil.  The  coil  immediately  cuts  it  off  and  the 
normal  dielectric  of  the  air-gap  is  restored. 

To  limit  the  flow  of  norrhal  current  that  can  follow  the 
discharge  to  ground,  the  upper  section  of  the  resistance 
rod  B  is  employed,  there  being  approximately  250  ohms 
between  discharge  point  A  and  clamp  C  in  the  2500  volt 
arrester.  This  keeps  the  current  down  to  a  value  that  is 
broken  readily  by  the  cut-out,  and  is  not  enough  resist- 
ance to  impede  the  passage  of  the  discharge. 

This  feature  is  particularly  effective  where  a  part  of 
the  circuit  is  grounded,  or  where  the  circuit  \s>  ^trcv^o^-a."^'^^ 
or  accidentally  grounded.    This  series  res\s\.awc^  T^x^^^^^.' 
3  heavy  short-circuit  through  the  arrester .    T\\e  cviVo 
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readily  interrupts  the  flow  of  normal  current,  and  the  ar- 
rester is  again  ready  for  another  discharge. 

The  positive  action  of  the  cut-out  renders  the  arrester 
independent  of  the  condition  of  the  discharge  points,  and 
they  require  no  more  than  an  occasional  inspection. 

When  protection  for  higher  pressures  is  desired  a  num.- 
ber  of  these  arresters  are  often  mounted  in  series  as 
shown  in  Fig.  47. 

The  multigap  arrester  with  graded  shunt  resistance  for 
alternating  current. 

If  a  series  of  knurled  cylinders  of  zinc  alloy  about  1/64 
of  an  inch  apart  has  the  first  one  connected  to  a  line  and 
the  last  one  grounded,  there  will  be  an  electric  strain 
all  along  the  series  due  to  the  tendency  of  the  pressure 
on  the  line  to  force  electricity  through  the  series  to  the 
earth. 

Suppose  a  single  gap  between  two  cylinders  will  al- 
ways prevent  400  to  600  volts  from  jumping  across,  but 
that  800  volts  will  be  sure  to  jump. 

Suppose  you  have  a  22000  volt  line  and  place  56  cyl- 
inders in  line  making  55  gaps,  each  gap  will  stand  400 
so  the  22000  volts  will  never  spark  across. 

Suppose  a  lightning  discharge  increases  the  pressure 
on  the  line  to  33000  volts,  which  makes  600  volts  per 
gap.  One  would  think  that  the  gap  will  not  be  jumped, 
and  that  the  insulation  of  the  machines,  etc.,  will  be 
strained.  The  frequent  occurrence  of  this  will  finally 
break  down  the  insulation  and  a  burnt  out  generator  be 
the  result. 

However,  an  arrester  of  a  large  number  of  gays  ^oTk.% 
in  a  peculiar  manner. 

When  the  normal  22000  volts  is  on  t\\e  2iTTe%\.et  >Cc 
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first  gap  has  a  pressure  on  it  of  600  to  700  volts  and  each 
successive  gap  less  and  less  on  to  the  end. 

The  pressure  does  not  distribute  itself  evenly  over  all 
the  gap  but  piles  up  on  the  first  few. 

It  is  clear  then  that  when  the  abnormal  33000  comes 
on  the  line  that  the  first  few  gaps  of  the  arrester  have  a 
pressure  of  900  to  1000  on  them,  and  the  spark  jumps 
across. 

The  state  01  affairs  is  now  as  if  52  gaps  were  placed 
as  an  arrester  on  a  31500  voltage.  The  first  few  gaps 
getting  the  highest  pressure  are  sparked  across. 

This  action  takes  place  all  along  the  55  gaps,  each  gap 
nearest  the  line  being  sparked  across  by  ithe  concentra- 
tion of  pressure  upon  it,  until  all  the  55  gaps  are  spark- 
ing. I'he  discharge  passes  to  the  earth  and  the  line  is  re- 
lieved. 

Another  peculiar  thing  now  happens.  When  all  the 
gaps  are  sparking  the  voltage  distributes  itself  evenly 
over  the  arrester;  so  that  now  only  600  volts  are  across 
each  gap  and  the  sparks  go  out  before  any  of  the  current 
of  the  line  can  flow  through  and  cause  arcs. 

If  line  current  should  follow  the  lightning  discharge 
this  current  by  its  action  brings  the  arrester  more  quickly 
to  the  even  distribution  state,  and  the  arcs  go  out. 

If  the  discharge  did  not  completely  relieve  the  line  a 
second  one  would  immediately  occur,  or  a  succession  of 
them  until  the  pressure  was  down  to  22000.  At  that  pres- 
sure there  would  be  600  to  700  volts  on  the  first  gap  and 
very  little  on  the  last. 

It  is  evident  that  in  designing  a  multigap  arrester  you 
cannot  divide  the  line  voltage  by  400  and  put  in  that  many 
gaps  in  series  and  be  positive  that  22000  volts  won't  dis-  . 
charge  through  it  under  all  conditions  of  regular  use. 
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You  must  remember  that  extra  gaps  are  needed  as  you 
increase  the  number  in  the  arrester.  Three  gaps  will  hold 
1 200  volts  while  120000  volts  will  go  right  through  300 
gaps.  Ten  times  as  many  gaps  will  not  hold  back  ten 
times  the  pressure. 

This  arrangement  of  a  large  number  of  gaps  called  the 
multigap  arrester  has  three  excellent  features. 

( 1 )  It  will  discharge  at  a  very  slight  increase  of  pres- 
sure above  the  normal. 

(2)  It  automatically  stops  discharging  when  pressure 
on  line  falls  to  nearly  the  normal  pressure. 

(3)  Line  current  going  through  the  arrester  carries 
its  own  cure. 

This  condition  of  high  pressure  existing  at  the  end  of 
a  series  of  gaps  may  be  illustrated  by  connecting  ten  in- 
candescent lamps  (no  volt  type)  suddenly  to  a  1000  volt 
circuit.  There  will  then  be  a  surge  which  will  generally 
bum  out  a  lamp  or  two  at  each  end  of  the  series.  Those 
lamps  at  the  center  of  series  will  never  be  damaged. 

Remember  this  is  not  a  proof  of  the  high  pressure  at 
the  first  gaps  because  the  lamps  are  broken  by  a  surge, 
but  it  does  prove  that  pressures  can  pile  up  at  a  point  in 
a  circuit  far  above  normal,  and  makes  one  willing  to  be- 
lieve that  the  gaps  might  do  a  similar  thing. 

The  objection  to  the  multigap  arrester  is  as  peculiar  as 
its  action. 

A  static  discharge  is  of  low  frequency  and  a  lightning 
stroke  discharge  of  high  frequency. 

A  high  frequency  pressure  causes  a  greater  pressure  on 
the  first  gap  than  a  low  frequency  pressure. 

Hence,  an  arrester  ri'scharges  at  a  lower  ptes»^\\T^  ^c 
Hghtning-stroke,  than  for  static  accumu\aliot\?». 
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If  then  enough  cylinders  are  used  so  that  the  regular 
voltage  on  line  won't  break*  down  the  gaps,  there  will  be 
often  static  accumulations  of  higher  voltages  than  is  safe 
for  line  but  of  such  low  frequency  that  enough  pressure 
will  not  be  exerted  on  the  first  gap  to  start  the  arrester 
into  action. 

It  is  the  multigap  arrester  with  graded  shunt  resist- 
ances that  solves  this  problem. 

Low  frequency  pressures  can  only  break  down  a  few 
gaps  as  compared  with  a  high  frequency  pressure  of  same 
voltage. 
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Fig.  48.     Diagram  of  a  Multigap  Arrester  in  Imperfect  Form. 

Suppose  as  in  Fig.  48  there  are  arranged  between  line 
and  ground  four  circuits,  one  of  18  gaps,  another  of  12 
gaps  and  a  low  resistance,  a  third  of  8  gaps  and  a  me- 
dium resistance,  while  the  last  has  4  gaps  and  a  high  re- 
sistance. 

It  will  be  seen  that  the  opposition  offered  by  any  of  the 
four  circuits  to  6600  volts  will  be  perfect  and  no  line  cur- 
rent will  pass  through  the  arrester. 

1 

A  lightning  stroke  of  high  frequency  will  pass  through; 

♦The  words  "break  down"  used  with  lightning  arresters  da| 
not  tncan  any  damage  to  apparatus  but  merely  refer  to  the  d 
charge. 
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the  i8  gaps  quite  easily.  Surges  will  perhaps  be  unable 
to  pass  the  i8  gaps,  the  frequency  being  too  low,  but  will 
find  their  way  through  one  of  the  other  circuits.  Static 
accumulations  being  of  very  low  frequency  will  pass 
through  the  4  gaps  and  high  resistance  while  they  could 
not  get  through  any  of  the  other  three.  Remember  that 
any  of  these  must  be  above  the  normal  pressure  to  dis- 
charge. In  fact,  unless  they  were  above  normal  voltage 
we  would  not  care  about  them. 

The  objection  to  this  arrangement  of  gaps  and  resist- 
ances is  that  a  static  charge  of  very  high  pressure  and 
very  low  frequency  might  occur. 


+<X300000000000000000t 


LOW   REStblANCE 


MEDIUM   RE84STANCe 


Fig.    49. 


hKSH  Re6lSTA^CC 

Perfected    Form    of    Multlgap    Arrester    with    Graded    Shunt 

Resistances. 


This  could  only  break  down  the  4  gap  high  resistance 
leg*  of  the  arrester  on  account  of  low  frequency.  It 
would  discharge  so  slowly  through  the  high  resistance 
that  the  line  would  not  be  freed  from  the  high  pressure 
quickly  enough  to  prevent  damage. 

The  arrangement  of  gaps  and  resistances  actually  used 
is  shown  in  Fig.  49.  The  multigaps  are  put  in  series  and 
the  three  resistances  are  put  in  as  shunts. 

^Varts  o£  circuits  which  have  the  same  starlm^  a.tv^  ^w^vcv^ 
points  are  often  called  legs. 
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This  removes  the  objection  just  mentioned  and  inci- 
dentally uses  far  less  cylinders  in  an  arrester. 

The  action  is  just  the  same,  each  frequency  selecting  its 
own  path.  In  addition  to  this  each  time  the  arrester  acts 
no  matter  what  the  frequency,  the  whole  line  of  gaps 
from  end  to  end  breaks  down  and  relieves  the  line 
quickly. 

In  fact,  with  this  arrangement  we  might  say  that  the 
resistances  are  merely  a  device  to  enable  a  low  frequency 
to  break  down  more  gaps  than  it  usually  can. 

This  action  takes  place  as  follows:  When  a  low  fre- 
quency discharge  passes  through  the  high  resistance  and 
sparks  across  the  last  4  gaps;  at  the  same  time,  part  of 
it  passes  through  the  medium  resistance,  and  as  the  last 
4  gaps  are  sparking  it  is  able  to  break  through  the  4  in 
front  of  it  to  them.  This  action  occurs  all  the  way  up 
the  arrester. 

The  action  can  also  be  explained  in  this  way :  The  low 
frequency  pressure  passes  through  the  three  resistances 
and  exerts  its  pressure  at  different  points  along  the  gaps. 
At  only  one  place  does  it  find  few  enough  gaps  between 
itself  and  the  ground.  This  place  is  the  last  4  gaps.  It 
breaks  these  down  and  begins  to  discharge  to  earth.  But 
now  at  the  end  of  the  medium  resistance  connection  it 
finds  only  4  unbroken  gaps,  and  is  able  to  break  them 
down  and  it  does  so. 

In  this  way  the  whole  arrester  breaks  down  in  sections, 
even  for  low  frequency  discharges. 

In  Fig.  50  is  shown  a  2300  volt  arrester  with  two  re- 
sistances and  in   Fig.   51    is   shown  a  set  of  cylinders 
mounted  on  slate  base.    These  sets  of  cylinders  are  used 
'/7  building  up  the  6600  volt  up  to  60000  vo\l  sitte^l^T^. 
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Fls.    60.      A    2300 


Arrester  tor 


With  these  high  vohages  a  long  spark  gap  shuntei 
jy  a  fuse  is  placed  in  series  with  the  arrester.  Then  oi 
i  heavy  short  circuit  the  fuse  blows  and  puis  'Ocvt  5.^*? 
•ap  in  series  with  the  arrester. 
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This  prevents  the  destruction  of  the  arrester  and  does 
not  put  it  completely  out  of  action.  The  fuse  should  be 
replaced  as  soon  as  possible.  Frequent  inspections  should 
be  made  to  see  that  cylinders  are  clean  and  the  fuse  in 
working  order. 


PROTECTION   OF   LINES. 


Transmission  Lines, 


Question  i.  What  is  one  of  tlie  simplest  .methods  of 
protecting  an  overhead  line? 

Ausii'Cr.     Using  a  ground  wire. 

Question  2.     What  is  a  ground  wire? 

Anszver.  It  is  one  or  more  wires  strung  parallel  to  the 
line  and  grounded  at  every  pole.  One  is  about  as  good  as 
more  and  very  much  cheaper. 
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Question  3.     In  what  position  are  they  placed  ? 

Answer.  When  there  are  two  line  wires  one  ground 
wire  should  be  run  on  the  top  of  the  pole,  or  two  ground 
wires  run;  one  at  each  end  of  the  cross  arm  or  another 
cross  arm  below  the  main  arm. 

When  there  are  three  line  wires,  one  ground  wire 
should  run  on  top  of  pole  or  in  the  center  of  the  triangle 
formed  by  the  line  wires,  or  three  ground  wires  should 
be  installed,  one  on  top  of  the  pole  and  one  at  each  end  of 
a  cross  arm  under  the  main  cross  arm. 

Question  4.     Why  are  they  run  on  glass  insulators  ? 

Answer.  They  must  be  tied  to  something  and  a  cheap 
glass  insulator  is  less  expensive  than  some  special  device 
which  is  not  an  insulator.  The  fact  that  the  glass  is  an 
insulator  is  not  harmful,  because  a  ground  connection  is 
made  by  a  wire  at  every  pole. 

Question  5.    Are  the  ground  wires  copper? 

Answer.  They  are  usually  galvanized  iron  about  No. 
4  size  but  a  stranded  ^  "cable"  is  better. 

Question  6.  Is  the  iron  wire  as  good  as  copper  for  a 
ground  wire? 

Answer.  Yes,  for  electrostatic  charges  the  size  of  the 
wire  is  of  far  greater  importance  than  the  material. 

Question  7.     Barbed  wire  is  generally  used,  is  it  not  ? 

Afiswer.  Formerly  it  was,  but  engineers  are  now  be- 
lieving that  the  plain  wire  is  as  good,  and  being  cheaper 
and  much  easier  to  handle  is  much  more  used  than  the 
barbed. 

Question  8.  What  was  the  reason  for  originally  using 
barbed  wire  ? 

Answer.    It  was  thought  that  the  barbs  acted  as  div 

charge  points  to  let  the  free  charges  escape  c^v^^'^  "vcv^^ 
the  air: 
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Question  9.    Do  they  not  act  that  way  ? 

Answer.  They  probably  would  if  the  free  charge  was 
not  neutralized  by  the  earth  connection  so  quickly. 

A  plain  grounded  wire  well  connected  to  earth  is  suf- 
^  ficient  protection. 

Barbed  wire  is  not  as  strong  as  a  plain  wire  of  equal 
weight  per  foot. 

Question  10.  Why  are  not  ground  wires  always  put 
above  the  line  wire? 

Answer.  They  used  to  be  put  above,  because  engi- 
neers thought  the  ground  wire  was  a  protection  from  a 
direct  lightning  stroke. 

We  now  think  that  they  are  not  much  use  in  that  case, 
so  do  not  always  put  them  above  so  as  to  have  them 
struck  first. 

We  often  put  them  below  believing  that,  in  the  way 
that  they  protect,  they  can  do  so  as  well  from  there  as 
from  above. 

Furthermore,  being  below  should  they  break  they  can- 
not cause  short  circuits  by  falling  on  the  line  wires. 

A  single  ground  wire  is  often  put  on  the  top  of  the  pole 
for  convenience,  but  a  single  ground  wire  with  three 
line  wires  is  sometimes  put  in  the  center  so  as  to  be 
equally  distant  from  all  three. 

Question  11.  How  does  a  ground  wire  protect  the 
line? 

Answer.     It  seems  to  be  a  fact  that  lines  are  not  often 

struck  by  lightning,  but  that  thunder  or  electrical  storms 

affect  the  lines  by  static  charges  very  frequently. 

This  is  done  as  follows :    A  cloud  heavily  charged  with 

S3y  positive  electricity  blows  up  over  live  line.     There 

^y//  be  induced  in  the  line  a  bound  tvegatwe  cJcv^oc^^  ^xA 
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a  free  positive  charge.  This  free  charge  will  have  a 
tendency  to  go  to  the  earth.  It  may  do  so  by  leakage 
over  and  through  the  insulators  of  the  line  if  the  approach 
of  the  cloud  is  slow  enough  to  allow  it  to  do  so,  if  not  it 
jumps  through  the  insulator  puncturing  it,  or  it  may 
side  flash  over  the  insulators  from  wire  to  cross  arm. 

If  a  ground  wire  is  present  a  bound  negative  and  a 
free  positive  charge  is  induced  in  it. 


++++++ 
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Pig.    52.     Electrostatic    Charges    on    a    Line    under  a    Thunder    Cloud 

Without  a  Ground  Wire. 


This  bound  negative  charge  prevents  as  great  an  elec- 
trical separation  on  the  line  as  the  cloud  alone  would 
make  and  so  the  line  does  not  become  so  highly  charged. 

This  is  shown  in  Figs.  52  and  53. 

In  Fig.  52  suppose  the  cloud  to  cause  an  electrical  sep- 
aration in  the  line  as  shown.  There  will  be  a  tendency 
to  puncture  or  side  flash  at  points  A  and  C. 

Now  suppose  the  charge  on  the  cloud  to  \>e  TvevLVt2X\'L^^ 
by  a  lightning  Hash  from  cloud  to  earth,    li  \t  <ioe%  ^^ 
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Strike  the  line  at  B  and  neutralize  the  negative  charge 
there,  it  will  leave  this  charge  free  and  there  will  be  a 
tendency  to  puncture  or  side  flash  at  B.  After  this  the 
charge  at  A  and  B  will  spread  over  the  line  with  a  surge. 


«uL!:::ii>* 
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Pig.  53.     Electrostatic  Charges  on  a  Line  having  a  Ground  Wire. 


When  the  ground  wire  is  there  as  in  Fig.  53  the  cloud 
induces  a  negative  charge  on  the  ground  wire  which  is 
smaller  than  that  on  the  line.  It  is  smaller  because  the 
capacity  of  the  ground  wire  is  less  than  that  of  the  line 
wires.  It  would  be  far  too  expensive  to  make  the  ground 
wire  capacity  nearly  equal  to  the  line  itself. 

The  free  positive  charge  on  the  ground  wire  goes  to 
earth  and  the  bound  negative  charge  acts  inductively  on 
the  free  positive  charge  of  the  line.    This  causes  the  dis 
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tribution  of  charge  to  be  as  is  shown  and  the  tendency 
to  have  static  troubles  at  E  and  G  is  less  than  it  would  be 
without  the  ground  wire. 

Suppose  now  the  cloud  is  discharged.  The  charge  at 
F  on  line  will  not  act  as  violently  as  that  at  B  did,  because 
the  repelling  effect  of  the  negative  charge  on  the  ground 
line  at  F  tends  to  spread  out  the  negative  charge  on  the 
line  at  F.  Thus  the  tendency  to  static  discharge  at  F  is 
less  than  if  ground  wire  were  not  there. 

Question  12.  What  are  the  objections  to  a  ground 
wire  ? 

Answer,  It  is  expensive  to  install.  It  is  only  a  partial 
protection  and  other  devices  must  be  used  with  it. 

Question  13.     What  is  its  chief  value? 
Answer.     It  prevents  the  splitting  of  the  poles,  and 
damaging  of  insulators. 

Question  14.     Does  it  protect  the  station? 
Answer.     No,  it  is  a  line  protection. 
Question  15.     What  other  simple  protectors  are  there? 
Answer.     The  horn  arrester  is  an  extremely  simple 
device. 

Question  16.     What  is  a  horn  arrester. 

Answer.  A  horn  arrester  is  as  shown  in  Fig.  54.  A 
single  spark  gap  whose  length  is  regulated  by  the  pres- 
sure it  is  designed  to  withstand  (say  6^4  inches  for  90000 
volts)  has  a  wide  spreading  pair  of  horns  attached,  the 
ends  being  perhaps  twelve  feet  apart. 

Question  17.     How  are  they  attached  to  line? 

Answer.     One  side  is  attached  to  a  line  wire  and  the 
other  side  of  gap  is  grounded.    A  fuse  is  pV^-ced  m  'Cess. 
ground  wire.    Each  line  wire  has  its  own  \YOttv. 
Oues/ion  18.    How  do  they  work? 
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Answer.  The  discharge  jumps  across  the  gap  form- 
ing an  arc.  The  heat  of  the  arc  causes  it  to  rise  and  as 
its  ends  are  in  the  horns  it  is  stretched  out  long  and  thin. 
This  cools  the  arc  down  and  it  goes  out.  While  the  arc 
holds  the  charge  on  the  line  runs  across  it  to  the  earth. 

If  the  arc  does  not  go  out  the  normal  current  on  the  line 
flows  across  the  arc  and  blows  the  fuse.  The  fuse  is 
made  very  long  so  that  an  arc  cannot  jump  across  be- 
tween the  terminals  which  hold  it. 

Question  19.  What  are  the  advantages  of  the  horn 
arrester  ? 

Answer.  Fairly  cheap.  They  cannot  get  out  of  ad- 
justment and  discharge  at  wrong  pressure.  They  cannot 
produce  an  accidental  ground  by  getting  out  of  repair 
or  through  defects  in  manufacture.  They  are  mechani- 
cally strong  and  will  stand  the  most  severe  strokes. 

Question  20.     What  are  the  objections? 

Answer.  Any  time  they  discharge  the  line  the  fuse 
may  blow.  The  arrester  is  then  useless  until  fuse  is  re- 
placed. 

The  discharge  is  a  vicious  arc  which  sends  a  surge 
through  line. 

Some  engineers  think  the  surge  is  worse  than  the  origi- 
nal trouble. 

Question  21.     What  is  the  general  opinion  about  them?  . 
Answer.     That  they  are  an  excellent  thing  to  use  at 
points  on  the  circuit  especially  exposed  to  lightning. 

Question  22.     What  are  single  or  side  horns? 

Answer.     As  shown  in  Fig.  55,  the  ground  wire  of 
each  pole  is  extended  up  beyond  the  top  iusul^.lot  ^tv^  "Sl 
branch  run  up  outside  of  each  side  insulator. 
TIi/s  construction  is  to  protect  the  insu\a\.OTS  b^'  ^\onn 
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I  ymmout^o 


Fig.    55.      Side    Horns. 


ing  the  discharge  to  jump  to  the  ground  wire  instead  ( 
flashing  around  insulator  to  the  cross  arm. 

This  Fig.  does  not  show  a  ground  wire  strung  froi 
oole  to  pole. 
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But  horn  arresters  and  side  horns  can  be  installed 
whether  there  is  a  line  ground  wire  or  not. 

Side  horns  are  installed  at  every  pole. 

Question  23.  What  is  the  lowest  voltage  used  on 
transmission  lines? 

Answer,  22000  volts,  because  at  lower  voltages  the 
wires  have  to  be  so  large  that  expense  is  too  great. 


Mains,  Feeders. 

Question  24.  What  is  the  highest  voltage  used  on 
mains  and  feeders  ? 

Answer,  iiooo  volts.  Any  voltage  higher  than  this 
needs  such  special  protection,  that  it  should  be  run  on  a 
high  pole  line,  off  to  one  side  of  the  right  of  way. 

The  mains  from  power  house  or  the  feeders  from  sub- 
stations to  the  third  rail  or  trolley  wire  can  be  run  at  11,- 
000  with  safety. 

Question  25.  How  should  mains  and  feeders  be  pro- 
tected ? 

Answer,  When  on  pole  lines  an  arrester  every  half 
mile  is  the  best  practice.  When  underground,  one  at  each 
end  of  the  section. 

Question  26.  Are  choke  coils  used  with  these  line  ar- 
resters ? 

Answer,  No.  Choke  coils  are  only  used  with  station 
arresters. 

Unless  an  arrester  is  protecting  machinery  or  instru- 
ments no  choke  coil  is  used. 


LESSON  9. 
Lightning  Arresters, 
auxiliary  apparatus. 

Question  i.     What  is  a  choke  coil? 

Answer,  It  is  a  coil  specially  designed  to  insert  in  a 
line  between  the  apparatus  to  be  protected  and  the  light- 
ning arrester. 

Question  2.     How  are  they  made  ? 

Answer,  For  low  voltage  they  are  simple' coils  of  in- 
sulated wire  mounted  on  a  slate  bases  as  shown  ir.  Fig. 

56. 


Fig.  56.     Low  Voltage  Choke  ColL 

« 

For  high  voltage  (over  600)  the  wire  is  bare  and  the 
turns  are  wound  in  an  hour  glass  fashion,  so  that  air 
forms  the  insulation  between  turns. 

Question  3.     How  do  choke  coils  act? 

Answer.  A  surge  or  stroke  encountering  a  choke,  re- 
active, or  kicking  coil  in  ,its  path  is  momentarily  held 
back,*  practically  stopped.  The  coil  then  begins  to  con- 
duct the  charge.    It  will  be  seen  that  the  choke  coil  offers 


^Throttled,  choked  off,  kicked  back,  are  some  of  the  terms 
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protection  for  an  instant  only,  but  during  this  time  the 
arrester  on  the  line  side  of  the  coil  can  free  the  line  of 
the  charge. 

The  damming  up  of  the  surge  by  the  choke  coil  pro- 
'duces  an  enormous  pressure  which  helps  to  force  the 
charge  through  the  arrester. 

Question  4.     What  is  the  objection  to  a  choke  coil? 

Answer.  It  has  resistance,  and  so  wastes  energy,  it 
will  also  retard  a  little  the  flow  of  the  normal  current.  In 
order  to  prevent  their  interference  with  normal  operation 
they  are  large  and  expensive. 


Fig.  57.     Hour  glass  Type  of  High  Voltage  Choke  Coil. 

Question  5.     What  are  the  advantages? 

Answer,  They  increase  the  protection  offered  by  the 
arrester  and  even  if  arrester  fails  to  act  the  choke  coil 
protects  to  some  extent  by  causing  a  side  flash  on  the 
line  where  damage  is  less  expensive  than  should  it  occur 
in  the  station. 

Question  6.     How  are  lightning  arresters  installed? 

Answer,    They  are  placed  in  between  \me  ^lTv^l  ^tovvxv^ 

and  the  two  arresters  which  are  attached  lo  t\ve  Vvcv^  ^"^"^^ 

Bt  a  certain  point  are  all  connected  to  tVve  s^^me  g^^^ 
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wire,  so  that  there  may  be  a  free  discharge  between  line 
and  line,  as  well  as  between  line  and  ground. 

Question  7.  What  precautions  must  be  taken  when  in- 
stalling arresters  in  buildings? 

Answer.  The  National  Electric  Code  gives  the  fol- 
lowing rules  for  the  construction  and  installation  of  ar- 
resters in  buildings : 

1.  Lightning  arresters  must  be  mounted  on  non-com- 
bustible bases,  and  must  be  so  constructed  as  not  to  main- 
tain an  arc  after  discharge  has  passed,  and  must  have  no 
moving  parts. 

[The  arrester  shown  in  Fig.  45  has  been  tested  and 
approved  by  the  National  Board  of  Fire  Underwriters 
although  it  has  a  moving  part.] 

2.  Must  be  attached  to  each  side  of  every  overhead 
circuit  connected  with  the  station. 

It  is  recommended  to  all  electric  light  and  power  com- 
panies that  arresters  be  connected  at  intervals  over  sys- 
tems in  such  numbers  and  so  located  as  to  prevent  ordi- 
nary discharges  entering  (over  the  wires)  buildings  con- 
nected to  the  lines. 

3.  Must  be  located  in  readily  accessible  places  away 
from  combustible  materials,  and  as  near  as  practicable  to 
the  point  where  the  wires  enter  the  building. 

Station  arresters  should  generally  be  placed  in  plain 
sight  on  the  switch-board. 

In  all  cases,  kinks,  coils,  and  sharp  bends  in  the  wires 
between  the  arresters  and  the  outdoor  lines  must  be 
avoided  as  far  as  possible. 

^.  Must  be  connected  with  a  thoroughly  good  and 
permanent  ground  connection  by  metaWic  slnp^  ox  ^\t^s 
^vj'nga  conductivity  not  less  than  thatoi  aT<io.e>^.%L'^. 
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copper  wire,  which  must  be  run  as  nearly  in  a  straight 
line  as  possible  from  the  arresters  to  the  earth  connec- 
tion. 

Ground  wires  for  lightning  arresters  must  not  be  at- 
tached to  gas-pipes  within  the  buildings. 

« 

It  is  often  desirable  to  introduce  a  choke  coil  in  circuit 
between  the  arresters  and  the  dynamo.  In  no  case  should 
the  ground  wire  from  a  lightning  arrester  be  put  into 
iron  pipes,  as  these  would  tend  to  impede  the  discharge. 

Question  8.     How  should  arresters  be  grounded? 

Answer,  For  station  arresters  there  are  many  ways  of 
getting  a  good  ground. 

Copper  sheets  approximately  }i  inch  thick  and  of  4  to 
6  square  feet  surface  are  suitable.  A  piece  of  cast  iron 
of  large  surface,  with  brass  or  copper  plug  tapped  into  it 
for  connections,  is  preferable.  Cast  iron  does  not  waste 
away  as  rapidly,  and,  when  completely  oxidized,  still  af- 
fords a  good  ground  path. 

The  ground  wire  must  be  carefully  riveted  or  soldered 
to  the  plate  and  the  connection  coated  with  a  preserva- 
tive paint. 

The  plate  should  be  buried  deep  enough  to  be  in  damp 
soil  the  year  through.  The  bottom  of  the  hole  should  be 
covered  with  broken  charcoal,  coke  or  carbon  to  a  depth 
of  2  or  3  inches.  After  the  plate  is  put  in  position,  it 
should  be  covered  with  another  layer  of  charcoal,  coke  or 
carbon,  and  the  hole  filled  with  earth.  It  is  well  to  use 
running  water  to  settle. 

Ground  connections  may  be  made  to  plates  placed  in 
the  mud  at  the  edge  of  a  stream.    Wlaeie  v^^V^x  ox  ^^'^ 
pipes  are  available,  the  ground  wires  sYvouVd  \>^  '$.c?A^'^^' 
to  a  brass  plug  screwed  into  the  pipe  m  ad^Vaow  x.^  ^ 
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connection  with  the  ground  plate  provided.  In  ground- 
ing arresters  on  electric  railway  circuits,  a  connection 
with  the  rails,  as  well  as  with  the  ground  plate,  should 
always  "be  employed. 

Where  an  iron  pipe  is  used  to  protect  the  ground  wire, 
the  wire  should  be  soldered  to  a  cap  on  the  upper  end 
of  pipe.  This  avoids  the  choking  effect  o£  the  pipe  upon 
a  wire  passing  through  it. 

For  pole  arresters  a  cheaper  arrangement  is  necessary. 
The  ground  pipe  is  perhaps  the  best. 


These  may  be  driven  into  the  earth,  or  if  the  soil  will 
not  permit  driving,  a  hole  may  be  dug  at  the  foot  of  the 
pole  to  receive  same.  The  pipe  should  extend  upward 
along  the  pole  for  eight  to  twelve  feet  above  the  ground, 
to  prevent  cutting  or  removing  the  wire,  and  the  ground 
wire  soldered  to  a  cap  on  the  upper  end  of  the  pipe.  The 
pipe  should  extend  eight  or  ten  feet  below  the  surface 
where  it  will  be  in  damp  earth  the  year  round. 

For  this  purpose  are  manufactured  the  fittings  illus* 
trated  in  Fig.  58.    These  are  tapped  for  use  with  54  inch 

on  pipe  and  consist  of  the  brass  cap  GP  100,  with  lug 
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for  soldering  in  ground  wire  from  the  arrester,  GP  lOi 
is  a  brass  coupling  for  connecting  upper  and  lower  sec- 
tions. (It  being  more  convenient  to  drive  an  8  or  lo  feet 
length  and  then  couple  on  another  length,  than  to  drive 
a  i6  or  20  feet  length.)  This  brass  coupling  GP  loi  is 
also  provided  with  a  lyg  for  soldering  in  wire  to  rail, 
when  used  on  electric  railway  circuits.  The  driving  point 
GP  102  is  of  malleable  iron,  with  dipped  galvanized  • 
finish. 


Fig.  SO.     Ground  Pli 


The  pipe  may  be  driven  by  placing;  an  iron  cap  on  upper 
end,  to  protect  the  threads,  or  the  method  used  by  well- 
drivers  may  be  used  to  advantage.  This  is  to  start  the 
hole,  fill  with  water  and  "chum"  the  hole  to  the  required 
depth  with  the  pipe.  This  method  is  of  particular  advan- 
tage where  the  soil  is  very  hard. 

In  Fig.  59  is  shown  a  cast  iron  plate,  12  inches  in  di- 
ameter (total  surface  450  sq.  in.),  with  hole  near  edge 
tapped  for  ^   inch  pipe.     This  plate  may  \ic  ■u?^^4.  m 
place  of  the  driving  point  and  should  be  'butXe.d  aX  ft^a 
At*  n/poJe,  and  the  necessary  length  oi  pvpe  a.Vtic>Ae* 
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It  may  be  buried  at  the  bottom  of  pole  before  the  pole  is 
set,  but  if  this  is  done,  it  should  be  made  certain  that  the 
surrounding  soil  will  be  damp  the  year  through. 

In  electric  railway  circuits  the  rails  should  be  connected 
to  the  ground  wire  as  is  shown  in  Fig.  60. 


The  rail  alone  will  not  suffice,  as  it  may  be  up  on  a 
rock  road-bed,  or  buried  in  cement  or  a  soil  that  does  not 
pnjvide  a  low  resistance  path  for  the  llghlnm^.    With  a  ' 
^*=>aaect/oa  to  both  rail  and  ground  point,  any  Aaugw  ftae 
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to  difference  of  static  potential  between  rail  and  earth  is 
avoided.  Should  either  one  of  the  connections  be  broken 
or  fail  from  any  cause,  the  other  one  probably  will  be  in 
order  and  afford  a  degree  of  protection. 


Fig,  6i  shows  manner  of  grounding  a  two  wire  or  un- 
pounded  circuit. 
AH  ground  wires  should  be  No.  6  gauge  ot  \aT^e.T. 
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Question  9.  What  inspection  is  necessary  for  light- 
ning arresters? 

Anszver.  Frequent  inspection  (once  a  month)  and 
cleaning  with  a  bellows  for  dust  is  necessary. 


4 


Question  ro.  Is  there  not  danger  in  the  men  inspect- 
ing the  arresters? 

AnsTner.  Disconnecting  switches  as  shown  in  Figs."  62 
and  63  are  installed  in  places  where  some  other  switch 

win  not  serve  to  disconnect  the  arresters. 


HiaM   VoJlase   DlsconQectlnB  a»llo\i  tot   ^Ltt<■^«. 


LESSON"  lo. 

Magnetism. 
introduction. 

The  natural  magnet  has  been  known  for  ages.  The 
Egyptians  and  Greeks  in  their  writings  long  before  the 
Christian  era  mentioned  that  a  certain  mineral  attracted 
iron  and  steel.  They  also  knev/  that  a  piece  of  steel  be- 
ing rubbed  or  rather  stroked   with  the   mineral,   acted 


Fig.  64.     Natural  Magnet :  A  piece  of  Magnetite  or  Black  Oxide  of  Iron. 

just  as  if  it  had  become  a  piece  of  the  mineral.    Fig.  64. 

Who  first  discovered  that  the  mineral  would  point  to 
the  north,  we  do  not  know,  but  in  the  year  1200  A.  D. 
Arabs  brought  compasses  to  Europe. 

The  mineral  was  called  lode  stone  because  it  was  a 
leading  stone  1.  e.  it  lead  you  to  the  north. 

The  name  magnet  was  also  given  to  it  because  most  of 
it  came  from  a  part  of  Greece  called  Magnesia. 

Besides  the  quantity  in  Greece  large  quantities  of  mag- 
netite are  found  in  Sweden,  Spain,  also  in  states  of  Ar- 
kansas and  New  Jersey. 
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Question  i.    What  is  a  magnet? 

Answer.  A  magnet  is  a  piece  of  material  which  will 
turn  into  a  north  and  south  position  when  suspended  so 
as  to  be  free  to  turn. 

Question  2.    Can  it  be  any  material? 

Answer.  No.  It  can  only  be  of  iron,  steel  or  nickel, 
or  a  few  other  substances  which  are  feebly  magnetic. 

Question  3.    But  the  mineral  mentioned  is  a  magnet? 

Answer,    Yes,  because  it  is  iron  ore. 

Question  4.  Then  copper,  zinc,  etc.,  cannot  be  mag- 
netized ? 

Answer,    No. 


N 


8 


D, 


S*^  N 

Fig.  65.     Making  a  Magnet  by  use  of  a  Permanent  Magnet. 


Question  5.     How  can  a  magnet  be  made? 
Answer,     Produce  two  pieces  of  Jessup's  steel  about 
6x^4x34   or   12x1x3-16  inches.     Machinery  steel,  man- 
ganese steel,   and  some   cast  steels  are   useless.     Heat 
them   moderately  bright   red   and  plunge  sidewise   and 
edgewise  into  water  or  oil.    They  will  become  very  hard 
and  brittle,  or  as  we  say  "glass  hard.'' 
^.    L3jr  one  down  on  the  table  and  stroke  one-half  of 
^^e  bar  from  the  center  out  to  the  end.    ¥\^.  6^.    Do 
w.^  ten  times  with  the  S-pole  of  a  permaivetv\.  rcvaL-gofcX., 
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and  turnings  the  bar  over  repeat  this  on  the  same  end. 
You  now  have  an  N-pole.  Then  using  the  N-pole  of  the 
magnet  stroke  the  other  end  of  the  bar  in  the  same  man- 
ner. You  now  have  the  complete  magnet  with  two 
strong  poles.  You  have  made  40  strokes  in  all  and  you 
need  that  many,  but  sitting  there  stroking  for  a  100  or 
more  times  is  wasted  energy,  for  the  bar  soon  becomes 
saturated  and  will  take  up  no  more  magnetism.  Then  treat 
the  second  piece  in  the  same  way.  Always  make  two 
at  the  same  time  and  keep  them  by  laying  them  with  an 
N  and  an  S-pole  at  the  same  end  of  the  box,  separating 
the  magnets  lengthwise  by  a  strip  of  card  board,  and 
placing  a  strip  of  tinned  iron  or  strap  iron  across  the 
ends.  Laid  away  separately  or  with  two  N-poles  side 
by  side  they  lose  strength.     Fig.  66. 


Fig.   66.     Two   Bar  Magnets  with  Keepers  across  ends. 

north  pole  and  B,   south  pole. 


A  represents 


As  shown  in  Fig.  67  wrap  insulated  wire  around  the 
bar  or  on  a  spool  in  which  the  bar  will  be  placed.  Con- 
nect the  wire  to  a  battery,  dynamo  or  electric  light  cir- 
cuit, and  while  the  current  is  flowing  in  the  coil  tap  the 
bar  with  a  hammer.  Stop  tapping  before  the  current  is 
turned  off.  No  one  unskilled  in  the  handling  of  elec- 
trical machinery  should  do  this,  as  one  can  cause  con- 
siderable damage  to  himself  and  to  the  eleclneaX  Wvtvcv^. 
Correct  management  0/  this  process  wiW  produce  >0w^ 
strtmgest  possible  magnet 
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Question  6.  Do  magaets  need  to  be  handled  care- 
fully?    . 

Answer.  Yes.  Dont:  Heat,  drop  hammer,  or  file 
your  magnet,  for  it  will  lose  strength. 

Question  7.  How  should  magnets  be  kept  >vhen  not 
in  use? 


Fis.  67.    Haking  a  Masuet  by  meaD*  at  an  Elmtro-m^net. 


Answer.  Bar  magnets  should  be  laid  side  by  side, 
separated  by  a  thin  strip  of  wood,  the  north  end  of  one 
and  south  end  of  the  other  at  same  end.  Strips  of  iron 
should  be  laid  across  the  ends  so  as  to  touch  both  mag- 
nets as  in  Fig.  66. 

Horse-shoe  magnets  should  have  a  strip  of  iron  laid 
scmss  the  ends  as  in  Fig.  68. 
^u^sfioH  8.     What  is  a  magnetic  nfefcffle"? 
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Answer.  It  is  a  long  slender  magnet,  as  compared 
with  its  own  width  and  thickness,  fitted  with  a  cap  in 
the  center  so  that  it  may  be  balanced  on  a  pivot  or  hung 
from  a  thread.    This  allows  it  to  turn  freely.    Fig.  69. 


Fig.  68.     A  Horseshoe  Magnet  with  its  Keeper  or  Armature  A. 


Question  9.    How  may  you  determine  whether  a  bar 
is  a  magnet  or  not? 

Ans2t/er,     To  decide  the  question  whelVvei  >^ve^  V^^'c  ^^ 
oar  hand  is  a  magnet  or  not  we  put  it  to  test  m  ^\s  ^^ 
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Remember,  however,  that  should  the  bar  be  of  w 
fibre,  copper,  zinc,  etc.,  there  is  no  need  of  a  test  s 
only  steel,  iron  and  nickel  have  enough  magnetisr 
them  to  be  worth  calling  magnets. 


1.  Bend  a  stirrup  of  copper  or  brass  wire  and 
pend  the  bar  in  it.  Hang  the  whole  by  a  single  th 
that  has  been  untwisted  and  soaked  in  water 
enough  to  take  out  all  the  twist.  If  the  bar  persist* 
returns  to  the  north  and  south  line  after  being  mi 
out  of  it;  then  it  is  a  magnet. 

2.  As  a  further  precaution  procure  a  magnet  n( 
from  some  dealer  and  suspend  it  as  in  Test  i.  If  it 
isfies  this  test  proceed  to  take  your  bar  in  hand  and 
tiously  approach  one  end  of  the  magnet.     Should  r 
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tract  it  reverse  the  piece  in  your  hand,  and  it  should  now 
repel.  If  it  does  all  right,  it  is  a  magnet;  if  it  does  not, 
it  is  not  a  magnet. 

Question  lo.  Why  is  the  repulsion  test  more  impor- 
tant than  the  attraction? 

Answer.  Because  any  piece  of  iron  or  steel  will  be 
attracted  to  a  magnet  but  only  a  magnet  will  ever  be  re- 
pelled, o 

Question  ii.     Is  this  rule  absolute? 

Answer.  Hitherto  only  iron,  steel  and  nickel  have 
been  mentioned  as  capable  of  being  made  magnets.  Co- 
balt and  manganese  possess,  limitedly,  the  same  capabil- 
ity. Metals  of  this  character  are  called  Paramagnetic, 
and  are  attracted  by  the  poles  of  magnets.  There  are 
ottier  substances,  among  which  are  phosphorous,  bis- 
muth, zinc  and  antimony,  which  act  in  a  contrary  man- 
ner, being  repulsed  by  magnets.  These  substances  are 
known  as  Diamagnetic  substances. 

This  repulsion  is  so  weak  that  it  can  never  be  mis- 
taken for  the  repulsion  of  a  magnet  by  a  magnet.  Fur- 
thermore, these  diamagnetic  metals  are  repelled  by  either 
end  of  a  magnet. 

Question  12.    What  are  the  poles  of  a  magnet? 

Answer.    The  ends  of  a  magnet  are  called  its  poles. 

Question  13.     How  are  the  poles  named? 

Answer.  The  end  which  points  to  the  north  geo- 
graphical pole  is  called  the  north  pole  of  the  magnet, 
the  other  end  is  called  the  south  pole  of  the  magnet. 

Question  14.    How  are  the  poles  marked? 
Answer.    The  north  pole  with  an  N  or  a  line  cut  in 
the  steel,  the  other  end  is  left  unmarked. 

Question  15.    What  is  the  polarity  of  a  magnet? 
Answer.    By  polarity  we  mean  the  nature  of  the  mag- 
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netism  at  a  particular  point,  whether  it  is  north  or  south 
magnetism. 

Question  i6.    What  are  consequent  poles? 

Answer,  In  long  magnets  extra  poles  may  be  found 
•besides  the  poles  at  the  ends.  These  extra  poles  always 
come  in  pairs.     Such  a  magnet  is  shown  in  Fig.  70. 

Question  17.  What  rule  gives  the  results  of  magnetic 
attraction  and  repulsion? 


r 


^^i^>&^ 


Fig.   70.     A  Magnet  with   Consequent  Poles. 


Answer.  Either  pole  of  a  magnet  attracts  a  magnet- 
izable metal.     Like  poles  repel,  unlike  poles  attract. 

If  you  take  a  magnet  a  foot  long  and  brutally  jab  it  at  a 
tiny  compass  needle  this  rule  may  not  work  and  the  rea- 
son is  this :  The  great  power  of  the  large  magnet  sweeps 
out  the  private  magnetism  of  the  compass  and  replaces 
it  by  magnetism  whose  poles  are  just  the  opposite  ta 
that  which  was  formerly  there.  When  the  poles  are  re- 
versed, then  where  there  was  repulsion  there  will  now 
be  attraction. 

Question  j8.  But  the  end  of  the  magnet  which  points 
to  the  north  geographical  pole  is  called  the  north  pole  o£ 
the  magnet? 


A 
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Answer,  Yes,  for  convenience  we  do  say  this  and 
then  to  get  out  of  the  difficulty  we  say  that  the  scoith 
magnetic  pole  of  the  earth  is  up  at  the  north  geographic 
pole. 

It  must  be  definitely  understood  that  when  we  speak 
of  the  "magnetic  north  pole"  we  mean  that  spot  on  the 
earth's  surface  which  exhibits  "south  polarity." 

When  we  speak  of  the  north  pole  of  a  magnet  we  can 
avoid  any  confusion  by  saying  the  "north  seeking  pole." 

Question  19.     Has  the  earth  polarity? 

Answer,  Yes,  the  region  around  the  north  geograph- 
ic pole  has  south  pole  magnetic  polarity.  Around  the 
south  geographic  pole  there  is  north  pole  magnetic  po- 
larity. 

Question  20.  Is  not  the  north  magnetic  pole  exactly 
at  the  north  geographic  |X)le? 

Answer.  No.  Standing  in  Chicago  the  compass 
points  a  little  east  of  the  geographic  north.  At  San 
Francisco  it  points  16  degrees*  east  and  in  New  York 
10  degrees  west  of  the  true  north. 

Question  21.    Why  is  this? 

Answer.  The  magnetic  north  pole  is  about  1400  miles 
south  of  the  north  pole  and  looking  from  New  York 
about  10  degrees  west  of  it.  Why  the  magnetic  pole 
should  be  here  instead  of  at  the  north  pole  we  do  not 
know. 

Question  22.  Are  there  any  places  where  the  compass 
points  to  the  north  pole? 


*  If  the  circumference  of  any  circle  is  divided  into  360  equal 
portions,  each  is  called  a  degree.  A  right  angle  embraces  90° 
(  ®  is  abbreviation  for  degree). 

A21  de^ees  are  not  of  the  same  size  unless  t"he  c\IC:\^^\la.Y^^^^.Q 
be  the  same  size. 
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Answer.  Yes.  There  is  a  ring  around  the  earth 
wltere  the  compass  points  north.  This  ring  is  an  irreg- 
ular line.  In  the  United  States,  Charleston,  S.  C,  the 
eaj'  end  of  Tennessee,  Columbus,  Ohio,  and  Lansing, 
Mich.,  are  on  this  Agonic  line.  It  crosses  Russia,  Per- 
sia and  Australia. 


well  as  the  Poll 


Question  23,     Is  the  magnetic  north  pole  fixed? 

Ansiver.  No.  In  1580  in  London  the  needle  pointed 
11°  east  of  north,  it  gradually  swung  over  till  in  1657  it 
pointed  true  north,  it  kept  on  till  in  1816  it  pointed  24° 
west  of  north  and  then  it  swung  back  so  that  in  1907  it 
points  about  15°  west  of  north.  It  seems  as  if  it  took 
about  320  years  to  make  a  complete  swing.  ■ 

Qiicsfion  24.    What  name  is  given  to  this  peculiari^-* 
of  the  compass? 
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nswer.  It  is  called  the  Declination  of  the  compass, 
nay  be  easily  remembered  because  the  compass  de- 
is  to  point  true  north. 


Fig.   72.      Dipping  Needle. 

uestion  25.     What  is  a  compass? 
nswer.    The  usual  compass  is  a  magnetic  needle  sus- 
led  over  a  card  bearing  the  names  of  the  points  of 
compass  and  sometimes  the  360°  of  the  circle  are 
ked  out.    Fig.  71. 
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Question  26.  Why  do  home  made  compasses  balance 
badly?    One  end  seems  too  heavy. 

Answer.  Near  the  equator  of  the  earth  a  needle  may 
be  balanced  and  then  magnetized,  but  in  other  places 
if  the  needle  is  balanced  and  then  magnetized  one  end 
of  the  needle  will  dip.  Fig.  69  shows  this.  If  the  needle 
is  mounted  so  that  it  can  turn  with  perfect  freedom  ver- 
tically as  in  Fig.  y2  it  will  in  Chicago  incline  from  the 
horizontal  line  about  70°. 


Fig.  73.     Showing  Dip  or  Inclination  of  Needle  at  Magnetic  north  pole. 

Magnetic  equator.  Magnetic  south  pole. 

Question  2y.  Is  this  Inclination  of  the  needle  the 
same  all  over  the  world? 

Answer,  No.  In  Fig.  73  is  shown  the  Dip  or  Inclina- 
tion of  the  needle  at  the  magnetic  north  pole,  magnetic 
equator  and  magnetic  south  pole.  As  you  leave  the 
equator  going  either  way  the  dip  increases  until  you 
reach  the  poles. 

Question  28.  How  is  the  dip  neutralized  in  com- 
passes 

Answer,  By  balancing  the  needle  after  magnetizing, 
or  if  the  compass  must  be  used  all  over  the  world  by  at- 
taching a  tiny  sliding  weight. 

North  of  magnetic  equator  the  weight  is  put  on  south 
end  of  needle  and  south  of  it  it  is  put  on  the  north 
end  of  needle. 
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Question  29.    What  is  the  magnetic  equator? 

Answer.  It  is  an  irregular  line  running  around  the 
world,  being  north  of  the  geographic  equator  on  Atlan- 
tic ocean  and  south  of  it  on  Pacific  ocean.  Along  this 
line  there  is  no  dip  to  the  needle. 

Question  30.  Do  you  consider  the  earth  a  huge  spher- 
ical magnet? 

Answer.  Yes.  These  experiments  tend  to  show  that 
the  earth  is  a  magnet,  for  it  magnetizes  objects. 

Experiment  i.  Procure  a  small  pocket  compass,  and 
hold  this  so  that  the  needle  will  move  freely,  against  an 
iron  stovepipe.  Raise  and  lower  it  past  the  joints  in  the 
pipe,  and  as  a  rule  the  action  of  the  needle  will  show 
that  there  is  a  change  of  polarity  at  each  joint,  the  ends 
of  the  needle  being  alternately  attracted  in  passing. 

Experiment  2.  With  the  same  compass  explore  the 
polarity  of  any  permanent  piece  of  iron,  such  as  a  bal- 
cony, an  iron  safe,  a  gas  or  water  pipe  which  lies  in  a 
north  and  south  position,  and  it  vvill  generally  be  found 
that  the  north  and  south  extremities  between  joints  will 
show  diflferent  polarities. 

Experiment  3.  Explore  the  polarity  of  a  street  car 
rail  lying  in  a  north  and  south  street.  Its  polarity  will 
be  found  to  be  lengthwise  of  the  rail.  Now  try  a  rail 
lying  in  an  east  and  west  position,  and  it  will  generally 
show  a  polarity  at  right  angles  to  the  length  of  the  rail — 
the  north  side  will  show  one  polarity,  while  the  south 
will  show  the  other. 

Experiment  4.     Take  a  fine  cambric  needle  from  a 
package  which  has  been  lying  in  a  north  and  south  po- 
sition, and  drop  it  carefully  on  a  glass  of  water.    In  the 
majority  of  cases,  if  properly  handled,  \l  ViX\  ?^o:^V,  -^w^ 
generally  show  polarity  by  settling  in  a  tvotVVv  2lTv^  sq>3Sc 
position. 
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Experiment  5.  If  now^  while  this  needle  is  lying  on 
the  surface  of  the  water  we  approach  it  carefully  with 
the  compass,  one  pole  will  be  attracted,  and  the  other 
pole  will  be  repelled.  That  is,  the  two  ends  of  the  com- 
pass needle  will  repel  the  like  ends  of  the  floating  needle, 
but  will  attract  the  dissimilar  ends.  This  experiment  may 
be  made  still  easier  by  floating  the  needle  with  a  tiny  bit 
of  cork  through  which  it  has  been  thrust. 

Question  31.  Can  the  earth's  magnetism  be  shown  in 
any  other  way? 

Answer,  Yes,  if  a  bar  of  hard  steel  or  even  hard  iron 
and  some  iron  filings  are  procured. 

Hold  the  bar  level  in  an  east  and  west  position  and 
strike  one  end  a  smart  blow  with  a  hammer.  Now  dip 
it  in  the  iron  filings  and  we  shall  find  it  has  little  or  no 
magnetism,  at  least  in  its  length.  Now  point  it  down- 
ward at  an  angle  corresponding  to  the  latitude  where 
you  are,  so  as  to  point  to  the  actual  north  magnetic  pole 
as  nearly  as  possible,  and  strike  the  end  of  the  bar,  as 
before.  You  will  find  that  the  bar  has  acquired  a  quite 
perceptible  amount  of  magnetism;  that  either  end  will 
attract  the  iron  filings,  tacks  or  other  bits  of  iron,  and 
that  the  phenomena  of  attraction  and  repulsion  will  be 
shown  by  bringing  it  near  the  compass  needle. 

Now,  having  marked  the  end  which  attracts  the  south 
end  of  the  needle  with  paint  or  chalk  as  the  N  pole,  we 
again  point  it  to  the  north  pole  of  the  earth,  but  in  a  re- 
versed position,  and  strike  it  again  as  before.  On  test- 
ing for  magnetism  we  will  find  that  the  particles  of  iron 
adhere  as  before,  but  what  we  marked  as  the  N  pole  of 
our  magnet  has  become  the  S  pole,  and  repels  the  end  of 
the  needle  it  attracted  before. 


LESSON  II. 
Magnetism — Continued. 

Question  i.  For  the  experiment  in  A.  31  of  Lesson 
10  why  is  it  necessary  to  take  hard  steel  to  get  best 
results  ? 

Answer.  We  know  that  wrought  iron  becomes  a  mag- 
net readily,  steel  castings  are  easily  magnetized,  cast  iron 
less  easily  and  hard  steel  is  the  most  difficult  of  all  to 
magnetize.  The  more  difficult  it  is  to  magnetize  a  sub- 
stance, the  better  it  retains  its  magnetism.  If  you  want 
a  permanent  magnet  use  hard  steel.  If  you  want  a  tem- 
porary magnet  use  iron  or  steel  castings. 

Question  2.     Do  you  mean  steel  castings  or  cast  steel? 

Answer,  I  mean  steel  castings  which  are  made  of 
Bessemer  steel.  Cast  steel  is  a  high  grade  steel  which  is 
expensive  and  is  used  for  tools,  etc. 

Question  3.  Does  magnetism  permeate  some  metals 
better  than  others? 

Answer,  Yes.  We  say  that  some  metals  have  greater 
permeability  than  others. 

Wrought  iron  is  the  most  permeable,  cast  iron  the 
least  permeable,  of  the  cheaper  metals.  Hard  steel  has 
small  permeability. 

Question  4.  Do  some  metals  retain  magnetism  better 
than  others? 

Answer,  Yes.  The  retentivity  of  wrought  iron  is 
least,  and  that  of  cast  iron  the  greatest  oi  iVv^  corcvvcv^x:^^ 
used  metals.    Hard  steel  has  great  retentvv\\.>j . 
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Question  5.  How  can  you  explain  the  facts  of  differ- 
ent permeability  and  retentivity? 

Answer.  We  know  the  following  facts,  and  from 
these  we  have  thought  out  an  explanation  which  wc 
think  is  correct. 

Facts : — 

(i)  The  softest  iron  is  the  most  permeable. 

(2)  Soft  grey  cast  iron  has  greater  permeability  than 
hard  white  cast  iron. 

(3)  The  harder  the  steel  the  less  permeability. 

(4)  When  a  bar  of  iron  or  steel  is  suddenly  mag- 
netized there  is  a  faint  click  and  the  bar  lengthens  slight- 
ly. If  magnetized  and  demagnetized  rapidly  the  clicks 
will  merge  into  a  hum  or  buzz.  Keeping  this  up  for  a 
length  of  time  heats  the  bar. 


*4 


Fig.   74.     The  result  of  Breaking  a  Magnet  is   Several   Short  Magnets, 

(5)  Pounding  or  jarring  a  permanent  magnet 
weakens  it.     So  does  heating  it  red  hot. 

(6)  If  a  magnet  is  broken,  each  piece  is  a  perfect 
magnet  with  two  poles.  No  matter  into  how  many 
pieces  you  break  a  magnet,  each  is  still  a  magnet.     See 

Fig.  74. 

(7)  If  a  thick  piece  of  steel  is  magnetized  and  then 
laid  in  nitric  acid  for  some  time,  when  the  outer  surface 
has  been  eaten  off^  a  test  for  magnetism  will  show  that 
the  bar  has  lost  almost  all  its  polarity.     Magnetism  is 

evidently  only  skin  deep. 
(^^J  Four    bars     6x  1  x  yl     inches    Ttv2Lg;n.eWzed    ^xv^i 
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bound  together  make  a  much  stronger  magnet  than  one 
bar  6x1x1  magnetized  from  as  powerful  a  source. 

Theory : — 

From  the  above  facts  we  have  concluded  that  a  piece 
of  iron  or  steel  is  not  solid  but  comprised  of  innumera- 
ble small  particles  which  are  each  a  perfect  magnet. 

In  ordinary  iron  or  steel  these  are  all  jumbled  up  as 
in  Fig,  75,  and  do  not  show  any  magnetism. 


N3  Lrv'VE2>^'^^i.iCiKiir:KKJ«  ^v  f^^ 


Fig.    75.     A   Bar  of   Iron   Unmagnetized. 

There  being  about  as  many  north  and  south  poles 
pointing  the  same  way,  they  neutralize  each  other. 

Now  suppose  this  bar  be  stroked  by  a  magnet  as  in 
Fig.  65.  The  influence  of  the  magnet  will  be  strongest 
at  the  surface  and  weaker  as  it  penetrates.  In  fact,  after 
jS-inch  under  surface  the  action  is  practically  nothing. 


Pig.  76.     A  Bar  of  Iron  while  magnetized. 

What  this  magnet  does  is  to  pull  all  the  little  particles 
around  into  line  with  the  north  poles  pointing  one  way 
and  the  south  poles  the  other.     This  movement  of  the 
particles  causes  a  slight  noise  if  they  move  all  at  once 
but  the  gradual  movement  due  to  the  stroking  does  not 
produce  a  sound  that  we  can  hear.    If  the  rod  \s  \xon  \\, 
lengthens  a  tiny  bit;  if  it  is  a  nickel  rod  \l  sYvotV^-w^  ^ 
/itt/e  (about  i-^ooooo  of  its  own  length) . 
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The  rapid  magnetizins^  and  demagnetizing  pulls  them 
around  so  fast  that  the  internal  friction  heats  the  bar. 

Fig.  76  shows  the  bar  with  the  particles  all  in  line,  and 
as  each  particle  is  a  miniature  magnet,  Fig.  yy  shows 
why  the  whole  bar  becomes  a  magnet. 

If  now  the  magnet  be  pounded  the  vibrations  shake 
up  the  particles  and  they  get  jumbled  up  and  the  bar 
ceases  to  show  its  magnetism. 

The  harder  the  iron  or  steel  the  more  difficult  it  be- 
comes to  pull  the  particles  into  line  and  make  a  magnet. 

In  the  same  way  once  magnetized  the  better  they  stay 
in  position. 
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Fig.   77.     Internal  Structure  of  a  magnetized  Bar. 


Very  soft  wrought  iron  may  be  magnetized  easily,  but 
as  soon  as  the  magnetizing  force  is  removed  the  parti- 
cles slip  back  to  the  jumbled  condition. 

A  glass  tube  filled  with  cast  iron  filings  may  be  mag- 
netized by  a  coil  of  wire.  On  examination  the  filings 
will  be  seen  all  arranged,  end  for  end. 

Handled  carefully  it  will  act  as  a  magnet  but  when 
shaken  so  as  to  jumble  up  the  filings  it  loses  its  polarity. 

You  notice  we  do  not  say  it  loses  its  magnetism,  for 
it  does  not.  It  ceases  to  have  magnetic  poles  at  each 
end,  i.  e.,  it  has  lost  its  polarity. 

When  we  say  demagnetize  a  bar,  it  would  be  more 
accurate  to  say  depolarize. 

We  use  this  word,  however,  for  a  different  thing  and 
say  demagnetize,   for  every  one  understands  what  we 
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Question  6.  Will  a  magnet  floated  on  water  by  corks 
be  drawn  to  north  or  south? 

Answer.  No.  The  force  that  the  earth  exerts  on  a 
magnet  will  only  turn  it  into  the  north  and  south  line. 

The  poles  of  the  earth  are  so  far  away  and  the  magnet 
so  small  that  the  distance  between  the  two  poles  of  the 
magnet  is  practically  nothing  as  compared  with  the  dis- 
tance from  magnet  to  either  pole. 

The  south  magnetic  pole  of  the  earth  attracts  one  end 
and  repels  the  other  end  of  the  magnet.  The  forces  are 
equal  because  distances  are  equal.  The  same  thing  hap- 
pens at  other  end  of  the  magnet.  The  result  is  no  mo- 
tion. 

Question  7.  Can  the  earth's  tendency  to  turn  a  com- 
pass needle  be  neutralized? 

Answer.  Yes.  Take  a  bar  magnet  and  hold  it  high 
above  and  parallel  with  the  compass  needle.  Let  its 
north  pole  point  in  the  same  direction  as  the  north  pole 
of  the  compass  needle. 

Slowly  lower  the  magnet  until  the  compass  needle 
starts  to  waver.  If  the  magnet  is  fastened  in  this  posi- 
tion the  compass  needle  will  stay  in  any  position  it  is 
placed. 

Question  8.     Is  this  of  any  practical  use? 

Answer.  Yes.  If  surrounding  iron  objects  or  mag- 
netized things  are  interfering  with  the  earth's  effe(  t  on 
the  compass,  then  by  means  of  extra  magnets  these  dis- 
turbing influences  may  be  neutralized  and  the  earth's 
magnetism  alone  left  free  to  turn  the  compass. 

This  must  be  done  with  compasses  on  iron  or  steel 
ships. 

Question  9.     What  is  meant  by  magnetic  force? 
Answer.     The  force  exerted  by  one  magnet,  ow  ^xv- 
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Other  to  attract  it  or  to  repel  it,  or  to  attract  iron  filings 
or  pieces  of  iron  is  termed  magnetic  force. 

Question  lo.    Does  this  force  act  all  over  the  magnet? 

Answer.  There  is  almost  none  in  the  center,  and  most 
at  the  ends.  Plunging  the  end  of  a  magnet  into  a  box 
of  iron  filings  shows  this. 

Question  ii.  What  are  the  relative  magnetic  forces 
at  different  points  from  the  center  to  the  end  of  a  mag- 
net? 


Fig.   78.     Strength  of  Magnetism   as  roughly  Tested  by  Lifting  Power. 


Answer.  Fig.  78  shows  approximately  the  magnetic 
force  at  different  points.  It  shows  that  the  pole  of  a 
magnet  is  not  at  the  tip  end,  but  a  little  way  back. 

An  accurate  test  of  a  six-inch  bar  magnet  has  shown 
these  results: 


I/OCATioN  OF  Point. 

Magnetic  Strength. 

Center 

None 

}i^^  away 

9  units 

1 

20 

tH 

88           Other  end  gave 

2 

48           same  results 

^}4 

65 

2^  Pole 

84 

S      Tip  end 

80 
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Question  IZ.     What  are  the  magnetic  lines  of  force? 

Answer.  These  words  are  used  in  several  different 
ways.  The  word  magnetic  is  usually  dropped  for  the 
sake  of  shortness  and  "lines  of  force"  spoken  about. 
Engineers  usually  say  "lines." 

(1)  The  magnetic  force  of  a  magnet  seems  to  lie 
along  certain  lines  and  these  lines  are  called  "lines  of 
force."  Perhaps  "direction  of  force"  would  be  a  better 
name. 

(2)  When  a  magnetic  pole  exerts  a  certain  force  of 
lepulsion  on  the  same  named  pole  of  a  magnet  of  equal 


strength  we  say  that  there  are  10,000  "lines  of  force" 
to  the  square  inch  in  that  magnet  pole.     If  it  exerted 
twice  that  force  we  would  say  there  were  20,000  lines  to 
the  square  inch. 
Perhaps  "units  oi  iorce"  would  be  a  bettet  umw,  'vm 
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It  has  been  proposed  to  drop  the  expression  "liiw 
force"  when  used  as  "units  of  force,"  and  say  lO, 
gausses.  Whether  tliis  word  will  be  adopted  or  not 
mains  to  be  seen. 

Question  13.  How  may  the  direction  of  force 
ascertained  ? 

Answer.  Place  the  bar  magnet  on  a  table  (Fig, 
and  lay  over  it  a  sheet  of  glass. 


Lift  iron  filings  over  the  glass  and  tap  very  gei 
The  filings  will  arrange  themselves  and  show  the  d' 
tion  of  the  magnetic  force  at  all  points. 
Many  different  combinations  of  poles  should  be  t 
y'/ffx.  80  and  81  show  two  magnetic  sptrtrams. 
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Question  14.    What  is  a  magnetic  field? 

Answer.  The  space  around  a  magnet  under  its  in- 
fluence is  called  a  magnetic  field. 

The  spectrum  made  with  iron  filings  shows  the  direc- 
tions of  the  magnetic  forces  in  the  magnetic  field. 


Question  15.     What  is  magnetic  induction? 

Answer.  When  a  piece  of  soft  iron  free  from  mag- 
netism is  placed  in  a  magnetic  field  it  becomes  a  magnet 
by  induction. 

Fig.  82  shows  this.  The  part  of  the  iron  under  the 
north  pole  of  the  magnet  becomes  a  south  pole. 

It  may  be  difficult  to  find  a  piece  ot  iron  vjVvv'Ai  \^  tvox 
slightly  magnetized. 
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Question  i6.     How  can  you  demagnetize? 

Answer.  Heat  to  a  cherry  red  and  cool  very  slowly. 
The  piece  may  be  now  hardened  and  tempered  and  no 
magnetism  will  appear. 

Question  17.     Explain  magnetic  induction  more  fully. 

Answer,  (i)  Hold  a  magnet  horizontally  and  at- 
tach to  its  north  pole  a  soft  iron  nail.    To  this  nail  at- 


Innt    FHmyt 

Fig.    S2.     The    Induction    of   Magnetism    in   Iron   without    Contact. 


tach  another  until  three  or  four  are  adhering  to  the  mag- 
net. The  end  of  the  first  nail  which  is  in  contact  with 
the  north  pole  of  the  magnet  becomes  a  south  pole  by 
induction.  This  temporary  polarity  of  the  first  nail  acts 
on  the  other,  and  so  on  down  the  line  of  nails.  The  po- 
larity of  the  nails  is  shown  by  small  letters  on  the  left  ^ 
side  of  the  nails  in  Fig.  83. 

Now  slide  the  south  pole  of  a  similar  magnet   (the 

other  one  of  the  pair)  over  the  north  of  the  first  magnet 

TJ]/s  magnet  will  act  inductively  on  the  nails,  and  th< 
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anall  letters  on  the  right  side  of  the  nails  show  the  polar- 
ties  induced. 

The  result  of  the  two  effects  is  to  render  the  nails 
leutral,  and  they  drop  off. 

(2)  Attach  nail  to  one  magnet  as  before  and  then  as 
n  Fig.  84  place  the  other  magnet  below.  The  effect  of 
the  upper  magnet  is  the  same  as  before.  The  lower  mag- 
let  acts  inductively  on  the  nails,  but  the  south  pole  of 
the  magnet  acts  on  the  lower  end  of  the  last  nail,  so 
that  the  polarities  induced  are  the  same  as  those  induced 
i)y  the  upper  magnet.    The  result  is  a  stronger  magnetic 
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Fig.  83.     DemagneUzinsT  Inductive        Fig.  84.     Increased  Magnetizing 
Effect  of  Unlike  Poles.  Effect  of  Unlike  Poles. 


actiop  than  before:     It  will  be  seen  by  experiment  that 
more  nails  can  be  supported. 

Only  one  set  of  small  letters  is  used  because  both  mag- 
nets induce  .the  same  polarities. 

(3)  If,  as  iiT  Fig.  85,  the  two  magnets  are  held  to- 
gether, we  have  the  same  effect  as  if  a  stronger  magnet 
vere  used. 

(4)  Placing  the  second  magnet  below  as  in  Fig.  86 
esults  in  demagnetizing  the  nails.     The  leiVAv^xv^  V.\.- 
ers  show  effect  of  upper  magnet,  the  right-Vv^xvd  \^V\.^t^ 
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the  effect  of  thfe  lower  magnet.     Net:  effect,  ti6 'mag*- 
netism. 

"  A  slightly  different  explanation  of  these  four  facts 
"will  be  given  in  Lesson  13.  This  exj^lanation  will  be  no 
i)etter,  but  merely  telliri'^  the  same  thing  in  a  diff^erent 

way.  ■     ■  ••':.;••:         •  '(:    ,   •     ,  ^1 

Question   18.     Is  there  any  material  which  will  in>- 

sulate  from  magnetism?  .       -?  ■■'■■• 

Answer.  No.  Deflect  a  compass  needle 'slightly  by 
A  bar  magnet.  Slip  in  between  them  thick  sheets  of 
cardboard,  Gofjper,  wood,  glass,  rubber,  in  fact  anything 
but  iron  or  steel,  or  perhaps  a  thick  slab  of  nickel,  and 
the  deflection  of  the  needle  is  not  affected. 
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Fig.  85.     Increased  Magnetizing  Fig.  86.     Demagnetizing  Inductive 

Effect  of  Like  Poles.  Effect  of  Like  Poles. 


This  shows  that  magnetism  passes  through  anything. 

Question  19.  What  would  be  the  result  if  a  piece  of 
iron  or  steel  were  placed  between  needle  and  magnet? 

Answer.  If  a  sheet  of  steel,  iron  (wrought  or  cast), 
is  interposed  the  deflection  will  become  much  less. 

Question  20.     How  do  you  explain  this? 

Answer.  It  seems  that  everything  conducts  niag*- 
netism  equally  well,  but  perhaps  equally  poorly  would 
be  more  accurate,  except  iron  or  steel.     Therefore  th^ 

net  does  TjQt  care  or  even  know  that  soqiething  elsjB 
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has  been:  put  in  place  of  part  of  the  air  through  whidi 
it  must  send  its  force  or  effect.  But  when  the  iron  is 
put  in  place 'it  is  so  much  better  a  conductor  that  the 
magnetic  effect  prefers  the  easy  path  through  the  iron  off 
to  thesije,  instead  of  going  on  into  the  air  beyond. 
Hence  only  a  little  effect  passes  on  to  the  compass.  In" 
deed,  if  the  iron  screen  were  thick  enough  in  proportion 
to  the  strength  of  the  magnetism  present,  none  would 
pass  through. 
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These  effects  are  shown  in  Figs.  87  and  88.  The  lines 
along  which  the  magnetic  force  acts  are  also  shown. 

Question  21,  Are  there  any  practical  uses  of  the" 
screening  action? 

Answer.    Yes,  several  uses  are  made  of  it. 

(i)  Advantae;e  is  taken  of  this  fact  by  putting  an  ex- 
tra hunting  case  of  soft  iron  on  3  watch  to  screen  it  from 
the  magnetism  of  electrical  machinery. 

(3)  Measarinp-  instruments  used  on  ^m\.dc&»'a.t&s.  c 
near  dynamos  are  encJosed  in  heavy  cast-wotv  tas*&-    ' 
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(3)  Galvanometers  are  sometimes  surrounded  by  a 
cylinder  of  wrought  iron,  or  a  piece  of  heavy  iron  pipe. 
A  small  hole  is  cut  in  the  side,  so  as  to  observe  the  de- 
flection of  the  needle. 

Question  22.  To  what  practical  use  are  permanent 
magnets  put? 


//fi  \sv 

t  I  t  f  f 


Answer.  They  are  used  in  the  receivers  of  tele- 
phones ;  in  magTieto  bells  for  telephone  calling  and  gen- 
eral signalling ;  in  the  magnetos  used  for  ignition  pur- 
poses in  gas,  gasolene  and  oil  engines;  as  magnets  in 
measuring  instruments. 

Question  23.     How  are  magnets  named? 

Answer.    When  an  en^neer  or  electrician  speaks  of 

a  magnet  he  means  an  electro-magnet ;  when  he  says  per- 

manent  magnet  he  means  a  .piece  of  hard  steel  which 

**y  been  magnetized.     In   referring  to  a  p\ex.e.  ol  \tc«v 

'Bporarily  magnetized  he  calls  it  an  armatore  qt  a  toTt. 


LESSON  12. 
Electro-Magnetism. 

It  is  well  known  that  all  the  effects  due  to  a  natural 
magnet  or  an  artificial  magnet,  can  be  produced  by  a 
current  of  electricity. 

The  effects  produced  by  the  electric  current  are  so 
much  more  powerful  than  natural  magnetism,  and  the 
cost  is  so  much  less  that  they  are  almost  universally  used. 


1 


Pig.  89.     Magnetic  Field  due  to  Electric  Current. 


Question  i.    What  is  electro-magnetism? 

Answer,     It  is  the  magnetic  effect  produced  by  a  flow 
9i  electric  current. 

Question  2.    Does  a  wire  carrying  cuiietvV  VvaN^  "a^ 
au^etic  field? 
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Answer.  Yes.  Pass  a  straight  wire  cafrying  a  large 
current  through  the  center  o£  a  sheet  of  cardboard  as 
shown  in  Fig.  89.  If  iron  filings  are  sprinkled  on  the 
board  they  will  arrange  themselves  in  circles  around  the 
wire,  thus  showing  the  magnetic  field. 

Question  3.    Will  the  wire  affect  a  magnetic  needle? 

Answer.  Yes.  If  a  small  compass  be  placed  on  the 
cardboard  and  pushed  around  the  wire  it  will  be  seen 
that  the  needle  is  being  moved  by  the  magnetic  action  of 
the  current  in  the  wire. 


Fig.    SO.     Actli 


It  is  also  easily  shown  by  holding  a  wire  carrying 
current  over  a  magnetic  needle.  The  needle  will  be 
turned  and  stand  at  an  angle  to  the  wire.  Fig.  90  shows 
this. 

Question  4.  Does  the  wire  exhibit  north  and  aotttfi 
polarity  like  a  bar  magnet? 

Answer.  No,  not  like  a  bar  magnet.  It  moves  tfie 
magnetic  needle  in  the  following  way:    When  the  car- 
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rent  flows  from  the  South  to  North  Over  the  needle 
the  N-end  turns  West. 

This  is  called  the  SNOW  rule,  so  called  from  the  first 
letters  of  the  important  words  of  the  rule. 

To  test  this  rule  arrange  things  as  in  Fig.  91.  Turn 
the  cell  so  that  a  line  through  the  copper  and  zinc 
plates  will  be  north  and  south,  and  have  the  copper  plate 
to  the  south.  Bend  your  wire  circuit  into  a  loop  stand- 
ing vertically  in  the  N.  and  S.  line.  Stand  behind  the 
zinc  plate  facing  south;  put  a  small  compass  in  this 
loop  with  the  N.  mark  on  the  box  pointing  to  the  north. 


Fig.  91.     The  S-N-O-W  Rule. 

I 

If  the  circuit  is  open,  i.  e.  the  dry  ends  of  the  plates 
not  touching,  and  the  connecting  wires  cut  and  the  ends 
held  apart,  then  the  N-end  of  the  needle  will  as  usual 
point  to  the  north. 

Qose  the  circuit  by  touchin^^  the  ends  of  the  wire, 
and  the  N-end  of  the  compass  will  move  to  the  west 
(to  your  right  hand).  Since  we  say  the  current  flows 
from  carbon  to  zinc  plates,  this  proves  our  rule  cor- 
rect 
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Question,  5.  Give  a  further  proof  that  although  the 
current  acts  magnetically  it  does  not  act  like  a  bar  mag- 
net. 

Answer,  If  the  wire  were  a  simple  bar  magnet  put- 
ting the  current  under  the  needle  would  not  change  the 
direction  of  the  deflection,  but  it  does  change  the  direc- 
tion of  the  deflection.  Further  if  the  wire  were  like  a 
bar  magnet  when  the  current  was  reversed  it  would 
change  in  polarity  and  attract  the  needle  holding  it  in 
the  north  and  south  line,  but  it  does  not  do  this.  When 
the  current  is  reversed  it  deflects  the  needle  the  other 
way. 

Question  6.  Why  does  the  current  act  in  this  way 
on  a  magnetic  needle? 

Answer.  We  do  not  know.  The  current  acts  as  if 
it  had  a  paddle  wheel  of  magnetism  rotating  on  the 
wire  as  an  axle  and  in  the  opposite  direction  to  the 
hands  of  a  watch  when  the  current  is  flowing  towards 
you. 

Standing  in  the  position  shown  in  Fig.  91,  when  the 
current  is  over  the  needle  flowing  towards  us  (north), 
the  part  of  the  whirls  (paddle  wheels)  of  magnetism 
on  the  under  side  of  the  wire  are  turning  towards  the 
west  and  knock  the  N-end  of  the  needle  in  that  direc- 
tion, and  since  the  S-end  always  does  the  opposite  thing 
ii  goes  east. 

But  moving  the  wire  under  the  needle  the  parts  of 
the  whirls  on  top  of  the  wire  are  moving  east  and  push 
the  N-end  of  the  needle  in  that  direction. 

Fig.  92  shows  the  magnetic  whirls  around  the  wire, 
and  the  effect  of  the  SNOW  rule.     For  since  the  cur- 
rent runs  in  the  opposite  direction  from  the  rule,  we' 
should  expect  to  find  the  N-end  of  the  needle  move  in 
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the  opposite  direction.  This  is  exactly  what  it  does. 
The  N-end  of  the  needle  moves  East. 

This  may  be  made  into  a  rule  and  called  the  NOSE 
rule. 

When  a  current  flows  from  North  Over  a  needle  to 
the  South  the  N-end  is  deflected  East. 

Question  7.    For  what  is  the  extra  hand  in  Fig.  92? 

Answer.  The  extra  right  hand  shown  in  the  illus- 
tration is  another  way  of  remembering  the  SNOW  rule, 
and  is  especially  adapted  to  discover  in  which  direction 
the  current  flows. 


JSattf¥f 


Ki  y  DoiUd  Cir^  ami  Jhrmrp 
WTT^  ^^^    \  ihtrton  indkmtt  OrrHimi 


Fig.  92.     Action  of  Current  on   a  Magnet. 


Arrange  the  wire  above  the  needle  in  a  N  and  S  line 
placing  the  palm  of  right  hand  over  the  wire  with  the 
THUMB  stretched  out  at  right  angles  to  the  hand  and 
pointing  tozvards  the  n-end  of  the  needle.  The  fingers 
point  in  the  direction  the  current  flows. 

Question  8.     What  is  an  electro-magnet? 

Answer.    An  electro-magnet  consists  of  a  coil  ot  'wvc^^ 
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a  piece  of  soft  iron  to  fill  the  hollow  of  the  (xtil  and  a 
current  to  p^ss  through  the  wire. 

Fig'.  93  shows  this,  as  well  as  the  lines  of  magnetic 
action. 

Question  9,  What  are  the  technical  names  of  the 
parts  of  an  electro-magnet  ? 

Answer     (i)     The  iron  is  called  the  core. 

(2)  The  coil  of  wire  is  called  a  helix. 

(3)  The  helix  carrying  current  {without  a 
core)  is  called  a  solenoid. 


"4*  , 


mun 


a  BlecCro-Uagnet  witb  Its  Magnetic  Field. 


{4)  A  core  placed  in  a  solenoid  makes  it  an 
electro-magnet. 

Remember  plugs  of  brass,  fiber  or  other  materials 
placed  in  a  solenoid  are  not  cores  in  the  technical,  sense 
of  the  word. 

(5)  The  helix  or  coil  is  usually  not  wound  on 
the  core  but  on  a  spool  of  brass  or  bronze.  The  ends 
of  this  spool  are  called  the  flanges  and  show  in  Fig.  9j 

(6)  On  horse  shoe  magnets  the  iron  connecting 
tAe  two  cores  is  called  the  yoke. 
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Question  lo.  Why  is  the  left  end  an  N-pole  and  the 
right  end  a  S-pole.     (In  Fig.  93). 

Answer,  The  polarity  of  a  magnet  depends  on  the 
direction  of  the  current  flow  through  the  helix. 

In  Figs.  94  and  95  the  current  enters  at  the  right  hand 
end  of  the  helix,  but  being  wound,  one  right  handed  and 
the  other  left  handed  the  polarities  developed  are  as 
shown. 


Pig.  94.     Electro-Magnet  with  Right-handed  Helix. 


■.'<•,». 


Question  11.  What  rule  will  give  you  the  polarity  of 
a  magnet  ? 

Answer,  Hold  the  magnet  so  that  the  current  flows 
thfough  the  helix  away  from  you.  If  the  current  flows 
round  the  core  in  the  direction  that  the  hands  of  a  watch 
or  clock  move,   the  pole  you  are  looking  at  is  an  S- 


Pig.    95.     Electro-Magnet    with    Left-handed    Helix. 


pole.    If  the  current  went  counter-clock  wise  around  the 
core,  the  pole  is  an  N-pole. 

Question  12,     Is  there  any  other  rule? 

AnsTver,    Yes.     It  is  a  rule  especially   appV\ea\Ae  ^^ 
nmdmg^  horse  shoe  magnets  so  that  both  \egs  oi  ^.^ 
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magnet  wUl  not  be  accidentally  made  of  the  same  po- 
larity. 

Write  on  the  pole  piece  the  letter  S  or  N  as  the  case 
may  be  and  put  arrow  heads  on  the  ends  of  the  letters 
as  in  Fig.  96.  These  arrow  heads  show  the  direction 
the  current  must  flow  around  the  core  to  give  the  po- 
larity indicated  by  the  letter. 


Fig.  96.     Rule  for  Proper  Winding  of  Horse-shoe  Magnets. 

Question  13.     What  is  the  strei]gth  of  a  magnet? 

Answer.  The  term  "the  strength  of  a  magnet" 
is  used  very  carelessly.  Some  people  mean  its  lifting 
power,  while  engineers  and  electricians  mean  the  actual 
quantity  of  magnetism  flowing  from  a  pole  piece.*  The 
expression  "strength  of  a  magnet"  should  only  be  used 
as  engineers  or  electricians  use  it. 

Question  14.  What  is  the  lifting  power  of  a  mag- 
net? 

Answer,  It  is  the  number  of  pounds  the  magnet  will 
hold  up,  when  things  are  arranged  as  in  Figs.  97  and 
98. 

*In  electro-magnets  when  we  say  pole  we  generally  mean  the 
end  of  the  core.  Usually  we  say  pole  piece,  meaning  the  surface 
at  the  end  of  the  core,  or  the  piece  of  iron  which  is  screwed, 
bolted  or  even  cast  on  the  core  to  make  the  actual  pole  larger 
than  the  core. 
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There  are  some  very  curious  things  about  lifting 
power.  It  depends  upon  the  shape  of  the  magnet,  and 
the  actual  quantity  of  magnetism,  A  horse  shoe  mag- 
net will  lift  three  or  four  times  as  much  as  a  bar  magnet 
of  equal  strength,  A  long  bar  magnet  will  lift  more 
than  a  short  one;  the  actual  quantity  of  magnetism  be- 
ing the  same. 


iv 
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A  magnet  with  round  or  pointed  pole  pieces  will  lift 
more  than  the  same  magnet  with  Hat  or  broadened  pole 
pieces.  The  same  magnet  may  have  its  lifting  power 
changed  by  unscrewing  its  pole  pieces  and  screwing  on  ■ 
a  flatter  set. 

It  is  an  excellent  joke  to  wind  a  horse  shoe  magnet 
with  one  pole  piece  flat  and  the  other  rounded.  If  one 
will  hold  5  pounds  the  rounded  one  will  hold  6  pounds. 
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A  magnet  having  its  armature  loaded  almost  to  the 
pulling  off  point,  may  have  its  load  increased  slightly 
the  next  day.  This  gradual  increase  of  the  load  may  be 
attempted  every  day  until  finally  the  armature  will  be 
torn  off. 

It  will  be  found  that  the  last  day  the  magnet  was 
holding  up  a  load  that  it  could  not  have  held  had  it 
been  applied  all  at  once.  This  may  be  easily  proved  by 
trying  a  load  a  little  less  than  that  which  tore  the  arma- 
ture away.    The  magnet  will  not  be  able  to  hold  it. 

Doubling  the  strength  of  the  same  magnet  more  than 
doubles  its  lifting  power,  but  a  magnet  will  not  pull 
twice  as  strongly  if  you  move  up  twice  as  close  to  it. 

A  test  made  with  the  armature  in  contact  with  the 
poles  of  the  magnet  with  increases  in  the  magnets' 
strength  gives  practically  the  following  results  for  lift- 
ing power. 

Do  not  forget  that  doubling  the  current  in  an  electro 
magnets  coil  does  not  double  the  strength.  This  will 
be  fully  explained  later. 

Test  I. 


f 

^--. 


Relative  strength 

of 

Magnet. 

Relative  lifting  power, 

I 

• 

I 

2 

4 

3 

9 

4 

i6 

5 

25 

6 

36 

7 

49 

8 

64 

9 

81 

lO 
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Test  2, 

A  test  made  with  a  horse  shoe  magnet  to  determine  its 
lifting  power  at  different  distances  from  its  poles  shows 
the  following  results: 


r^stance  away 

from 

poles. 

Lifting  power. 

o 

82.0 

I 

350 

2 

25.0 

3 

20.0 

4 

I5-I 

S 

12.1 

6 

"•3 

7 

9-3 

8 

74 

9 

6.5 

lO 
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LAW  OF  DIRECT  AND  INVERSE  SQUARES. 

The  results  of  Test  i  are  not  the  actual  figures  in  the 
test.  They  have  been  increased  or  diminished  a  little 
in  order  to  illustrate  what  is  called  the  Law  of  Direct 
Squares, 

By  looking  at  the  table  of  results  you  will  notice  that 
the  lifting  power  is  always  the  strength  of  the  magnet 
multiplied  by  itself.  For  instance  when  the  magnet  was 
5  times  as  strong  as  before  it  lifted  5x5  or  25  times  as 
much. 

When  the  magnet  strength  was  increased  tcorcv  \  \si  'i 
the  lifting  power  was  increased  from  1  to  4.    Y>ovJcJ^v5V? 
the  strength  quz^-nr^e^  (2x2)  the  lifting  pov^ex. 
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With  a  magnet  5  units  strength,  doubling  its  strength, 
quadrupled  its  lifting  power;  increased  it  from  25  to 
100. 

We  call  a  number  multiplied  by  itself  a  square.  The 
number  which  is  multiplied  we  call  the  square  root. 

To  find  the  lifting  power  of  a  magnet  square  its 
strength. 

Having  found  this  rule  we  could  go  farther  than  the 
results  of  the  test  and  predict  that  if  the  magnet  had 
been  increased  in  strength  to  12  times  the  original 
value,  the  lifting  power  would  be  12x12  or  144. 

The  greater  the  strength  of  the  magnet  the  greater 
the  lifting  power.    This  is  called  a  direct  relation. 

The  complete  rule  as  stated  in  text  books  is : 

The  lifting  power  of  a  magnet  varies  directly  as  the 
square  of  its  strength. 

Varies  means  changes. 

Directly  means  they  both  increase. 

Square  means  multiply  strength  by  itself. 

The  results  in  Test  2  do  not  seem  to  follow  any  rule. 
Even  if  the  figures  were  changed  a  little  as  in  Test  i 
they  could  not  be  made  so  as  to  get  a  rule  from  them. 

It  is  stated  in  nearly  all  text  books  that  the  lifting 
power  of  a  magnet  decreases  according  to  the  square 
of  the  distance  from  the  magnet.  They  state  the  rule 
thus: 

The  attraction  of  a  magnet  varies  inversely  as  the 
square  of  the  distance. 

This  rule  is  true  with  very  tiny  magnets  at  small  dis- 
tances and  in  a  space  absolutely  neutral,  free  from  any 
xna^etism,  even  the  earth's  effect. 

Under  the  circumstances  of  ordinary  life  this  rule  is 
Vi^orthless. 
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What  the  test  shows  is  this: — As  you  recede  from  a 
magnet  the  lifting  power  decreases  at  first  rapidly  and 
then  more  slowly. 

The  word  inversely  in  the  rule  means  the  greater 
the  distance  the  less  the  lifting  power. 

The  inverse  square  of  a  number  is  found  by  squaring 
the  number  and  placing  it  in  the  denominator  of  a  frac- 
tion whose  numerator  is  i. 


.xampie : 

Numbers 

1 

2 

8 

4 

5 

6 

etc. 

Direct  Squares 

1 

4 

9 

16 

25 

36 

etc. 

Inverse  Squares 

1 

i 

i 

1 

FT 

^ 

irV 

etc. 

The  peculiar  thing  about  i  is  that  ixi  is  still  i  and 
that  the  fraction  i-i  is  still  i. 

The  importance  of  these  laws  of  direct  and  inverse 
squares  is  greatly  magnified.  At  the  best  magnets  do 
not  follow  the  first  rule  closely,  and  they  do  not  follow 
second  rule  at  all. 


LESSON  13. 
Electro-Magnetism — Continued. 

Question  1,  What  is  the  "strength"  of  a  magnet, 
speaking  in  a  correct  manner? 

Answer.  The  actual  quantity  of  magnetism  flowing 
through  one  square  inch  of  the  surface  of  the  pole  piece. 

Question  2.  How  is  this  quantity  of  magnetism  meas- 
ured ? 

Answer,  Scientists  have  selected  for  a  unit  of  mag- 
netism a  quantity  they  call  a  "line." 

Their  tests  for  the  presence  of  "lines"  and  the  deter- 
mination of  how  many  "lines"  there  are  in  a  magnet, 
need  not  worry  us,  as  the  engineer's  job  is  usually  to 
produce  "lines." 

Take  a  stick  of  wood  one  inch  square,  wrap  around  it 
a  piece  of  wire  making  one  complete  turn  and  no  more. 
Pass  a  current  of  one  ampere  through  this  turn  of  wire 
and  you  will  produce  a  flux  of  a  little  over  3  lines. 

Question  3.     What  does  Flux  mean  ? 

Answer.  The  term  flux  is  used  to  speak  about  the 
total  quantity  of  magnetism.  For  example,  a  designer 
will  say  that  the  flux  from  a  magnet  is  3^4  million  lines. 

Question  4.     What  is  meant  by  Density? 

Answer.     By  density  we   mean  the   flux  per  square 

inch.    A  designer  may  say  that  both  these  magnets  have 

a  flux  of  2  million  lines;  but  this  one  having  a  density 

cf/  10  thousand  lines  has  a  smaller  core  than  the  other, 

t/ie  density  of  which  is  5  thousand  Vines, 

188 
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To  get  the  flux  of  a  magnet  multiply  the  density  by 
the  area  of  the  pole  piece  in  square  inches. 

Knowing  the  flux  we  find  the  density  of  any  part  by 
dividing  the  flux  by  the  area  of  that  part  in  square 
inches. 

Question  5.  What  is  meant  by  Intensity  of  magneti- 
zation ? 

Answer,  It  is  an  out  of  date  term  among  engineers. 
A  man  using  the  expression  probably  means  density. 

Question  6.     What  is  meant  by  Magnetizing  Force? 

Answer,  Magnetizing  force  or  Magneto-motive  force, 
means  the  force  that  is  causing  magnetism  to  flow  out 
of  the  pole  piece.  In  other  words  magnetizing  force  is 
the  cause  of  flux. 

Question  7.     How  is  magnetizing  force  measured? 

Answer.  Since  one  turn  of  wire  carrying  one  ampere 
current  causes  a  definite  flux,  we  use  this  as  the  unit  to 
measure  magnetizing  force.  It  is  called  the  Ampere 
turn. 

Experiment  shows  that  half  a  turn  of  wire  and  two 
amperes  cause  the  same  flux  as  three  turns  and  one 
third  of  an  ampere.  In  fact,  an  ampere  turn  is  any  com- 
bination of  turns  and  currents  arranged  so  that  the  num- 
ber of  turns  multiplied  by  the  current  in  amperes  gives 
a  product  of  one. 

Question  8.  Upon  what  does  the  flux  from  a  magnet 
depend? 

Answer,     (i)  Material  of  core;. 

(2)  Length  of  core. 

(3)  Number  of  turns  of  wire  in  coil. 

(4)  Current  in  coil. 

(5)  Shape  of  magnet. 
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Question  9.  Why  does  the  material  of  the  core  affect 
the  magnet? 

Answer.  To  answer  this  clearly  let  us  go  back  a  little. 
A  solenoid  such  as  shown  in  Fig.  99  has  a  certain  flux 
whose  density  is  calculated  by  the  following  rule. 

The  density  is  equal  to  the  number  of  Ampere-turns 
multiplied  by  0.313  and  divided  by  the  length  of  the 
solenoid  in  inches. 


Fig.   99.     Flux  in   a   Solenoid. 

If  the  solenoid  is  very  short  the  density  at  the  ends 
may  be  much  less  than  in  the  middle. 

Let  us  assume  that  we  have  a  solenoid  with  a  central 
space  one  square  inch  in  area  and  of  such  a  number  of 
turns  and  carrying  such  a  current  that  it  has  3133  A.  T. 
(ampere-turns)  to  each  inch  of  its  length. 

Since  one  A.  T.  gives  a  flux  of  about  3  lines  per 
square  inch  (see  A  2),  these  3133  A.  T.  will  give  a  flux 
of  10,000  lines. 

Let  us  take  a  solenoid  like  Fig.  99  and  slip  a  wrought 
iron  core  into  it  making  a  magnet  as  in  Fig.  100.  Have 
the  area  of  the  bars'  end  one  square  inch  (a  bar  i^ 
inches  in  diameter  has  a  cross  section  of  practically  I 
square  inch) . 

J^t  the  magnet  have  such  a  helix  and  carry  such  a 
'Jrrent  that  there  are  2.2  A.  T.  per  inch  ol  \\s\exv^. 
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The  flux  of  this  magnet  will  be  10,000  lines. 

This  experiment  can  be  completed  by  making  a  magnet 
of  i}i  inch  diameter  cast  iron  rod  with  18.5  A.  T.  per 
inch,  and  the  flux  will  again  be  10,000  lines. 

It  is  quite  evident  then  that  the  core  has  great  in- 
fluence on  the  strength  of  the  magnet 


Fig.  100.     Flux  in  a  Magnet:  i.  e.,  a  Solenoid  with  Iron  Core. 


The  explanation  is  that  wrought  iron  has  far  greater 
permeability  than  air  and  so  2,2  A.  T.  per  inch  can  in- 
duce in  the  wrought  iron  as  much  flux  as  3133  A.  T.  per 
inch  could  induce  in  air. 

The  permeability  of  cast  iron  being  less  than  wrought 
iron  it  takes  18.5  A.  T.  to  do  the  work  that  2,2  A.  T. 
did  before. 

Question  10.  How  does  the  length  of  the  core  affect 
the  flux  ? 

Answer.  In  this  way  500  A.  T.  wrapped  on  an  1% 
inch  round  iron*  bar  one  inch  long  would  give  a  flux  of 


*\Vhen  we  speak  of  iron  we  mean  in  general  wrought  iron  or 
Bessemer  steel.     When  we  mean  cast  iron  we  generally  say  so. 

Bessemer  steel*  is  cast  iron  with  the  extra  carbon  burnt  out.  It 
is  nearer  to  wrought  iron  than  any  other  metal. 
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ii5,CKX)  lines;  while  if  the  bar  was  lo  inches  long  there 
would  only  be  a  flux  of  90,000  lines. 

Question  11.  Why  does  not  the  same  number  of  A.  T. 
give  the  same  flux  ? 

Answer,  Because  the  iron  although  a  good  conductor 
of  magnetism,  offers  some  opposition  to  the  flux.  So  if 
500  A.  T.  can  induce  in  a  core  one  inch  long,  a  flux  of 
11,500  lines,  ii\  a  longer  core  it  is  to  be  expected  that 
the  flux  will  be  less. 

The  magnetizing  force  of  500  A.  T.  can  only  do  a  cer- 
tain amount  of  work  and  the  longer  the  path  the  flux 
must  be  forced  through,  the  less  flux  there  will  be. 

To  get  the  same  flux  through  different  lengths  of  cir- 
cuit the  A.  T.  per  inch  of  circuit  must  be  the  same. 

Question  12.  Well  then,  if  500  A.  T.  give  a  flux  of 
115,000  lines  through  i  inch  of  iron,  why  did  they  hot 
give  11,500  or  i/io  of  115,000  through  the  10  inch  piece? 
Instead  of  that  you  say  500  A.  T.  on  a  10  inch  piece  give 
a  flux  of  90,000  lines. 

Answer.  The  reason  is  that  while  iron  is  more  per- 
meable than  air  the  exact  degree  of  permeability  depends 
on  the  density. 

500  A.  T.  on  a  I  inch  piece  is  500  A.  T.  per  inch. 

500  A.  T.  on  a  10  inch  piece  is  50  A.  T.  per  inch. 

Five  hundred  A.  T.  per  inch  can  only  create  a  flux  of 
11,500  per  square  inch  because  the  density  is  so  high  that 
the  iron  offers  a  great  deal  of  opposition  to  the  flux, 
while  50  A.  T.  per  inch,  not  being  strong  enough  to 
create  a  great  flux,  finds  the  iron  offering  less  opposition 
and  is  able  to  create  a  flux  per  square  inch  of  90,000,  or. 
nearly  eight  times  what  you  would  expect. 

Question  13.  Why  doe?  iron  offer  different  opposi- 
tion at  different  degrees  of  magnetization? 
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Answer.  Why  iron  should  need  greater  and  greater 
increases  of  magnetic  force  to  produce  the  same  increases 
of  density  (flux  per  square  inch)  we  do  not  know.  It 
does  not  even  act  in  any  regular  manner. 

It  is  easy  to  show  that  this  does  occur,  and  perhaps  we 
can  understand  the  peculiar  action  a  little  from  the  fol- 
lowing experiment: 

Procure  a  thick  short  elastic  band  and  a  bunch  of 
butcher's  wooden  skewers. 

Place  a  dozen  skewers  inside  the  band  points  down. 
No  effort  is  required ;  they  practically  fall  in.  Place  an- 
other dozen  in.  Perhaps  a  gentle  pressure  is  necessary 
as  you  begin  to  feel  the  pressure  of  the  band. 

The  next  dozen  must  be  pushed  in.  The  following 
dozen  you  have  to  push  in  one  at  a  time.  At  last  you  will 
have  to  drive  the  skewers  in,  one  at  a  time,  with  a  block 
of  wood  or  a  light  hammer. 

Evidently  the  ease  with  which  the  skewers  can  be 
placed  inside  the  band  depends  on  the  number  of  skewers 
per  square  inch  you  are  trying  to  get  in.  As  the  density 
increases  the  difficulty  of  insertion  increases. 

The  iron  acts  in  the  same  manner.  The  more  flux  in 
a  core  the  greater  a  magnetizing  force  is  necessary  to 
place  additional  lines  in  it. 

Question  14.  Do  all  magnetic  materials  act  in  this 
way? 

Answer.  Every  magnetic  material  acts  in  this  way  in 
its  own  peculiar  fashion. 

Question  15.  How  do  the  non-magnetic  materials 
such  as  brass,  air,  fibre,  etc.,  act? 

Anszvcr.  Non-magnetic  materials  act  in  an  ordinary  ^ 
manner.  Twice  the  magnetizing  force  produces  twice  l 
the  density. 
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Question  1 6.  What  statement  can  be  made  about  per- 
meability of  materials? 

Answer,  (i)  The  materials  which  are  in  common 
use  are  here  arranged  according  to  their  permeability  at 
a  density  of  10,000  lines.  The  first  has  the  greatest 
permeability. 

(a)  Annealed  wrought  iron.  )         ^.    „  , 
),;     or         ,        .                 h  practically  equal. 

(b)  Soft  steel  castings.  )^ 

(c)  Cast  iron  with  a  little  aluminum. 

(d)  Ordinary  grey  cast  iron. 

(e)  Air,  fibre,  brass,  zinc,  copper.  (All  practically 
equal  and  very  low.) 

(2)  At  first  the  magnetic  materials  (mentioned  in  a, 
b,  c,  d)  give  more  than  twice  the  density  for  twice  the 
magnetizing  force.  Then  they  change  and  act  regularly 
for  a  short  time.  After  this  they  give  rapidly  decreas- 
ing increase  of  density  for  equal  increases  in  the  mag- 
netizing force,  till  at  last  a  doubling  of  the  A.  T.  per 
inch  hardly  increases  the  density.  We  then  say  the  ma- 
terial is  saturated. 

(3)  They  keep  the  same  order  of  degree  of  perme- 
ability but  their  actual  permeabilities  change  in  different 
manners. 

At  10,000  density  a  steel  casting  is  5  times  as  permeable 
as  grey  cast  iron,  while  at  60,000  density  steel  castings 
have  18  times  the  permeability  of  iron  castings. 

(4)  The  permeabilities  of  all  non-magnetic  materials 
may  be  taken  the  same  as  air  without  much  error,  and 
their  permeabilities  at  all  densities  are  the  same. 

Question  17.  How  can  definite  information  as  to  the 
permeability  of  a  metal  be  obtained? 

Anszi^er.  A  specimen  is  cut  and  tested  in  a  laboratory. 
For  all  ordinary  use  the  average  results  as  published  in 
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AMPERE  TURNS  REQUIRED  PER  INCH  LENGTH 
TO  INDUCE  THE  FOLLOWING  DENSITIES: 

A  T  per  Inch. 


Density. 

Soft  Iron. 

Soft  Steel 
Castingrs. 

Cast  Iron. 

Air. 

5000 

1.7 

2. 

13. 

1566 

10000 

2.2 

8.7 

18.5 

8183 

15000 

2.7 

4.8 

24.1 

4700 

20000 

8.5 

5. 

80.5 

6266 

25000 

4.5 

5,8 

89. 

7888 

80000 

5.5 

6.6 

60. 

9400 

35000 

6.5 

7.6 

66. 

10966 

40000 

7.5 

8.8 

88. 

12532 

45000 

8.5 

10.1 

116. 

14100 

50000 

9.6 

11.8 

160. 

15666 

55000 

11.1 

13.9 

222. 

17288 

60000 

18. 

16.4 

295. 

18800 

65000 

15.7 

19.8 

400. 

M 

70000 

19.6 

22.7 

570. 

wm 

75000 

24.7 

27. 

# 

80000 

81.2 

84. 

85000 

89.7 

44. 

90000 

50.7 

57. 

95000 

67. 

75. 

100000 

91. 

100. 

105000 

187. 

159. 

110000 

290. 

825. 

115000 

500. 

550. 

120000 

« 

« 

125000 

*The  figures  are  not  given  when  the  number  of  A  T  becomes 
excessively  large  or  beyond  the  usual  limits  of  density. 

Air  gaps  are  generally  worked  at  a  density  below  50,000. 

A  density  of  over  105,000  is  rarely  used  in  iron  or  soft  steel. 

To  find  the  AT  corresponding  to  a  density  not  given: — 

How  many  A  T  per  inch  are  required  for  soft  steel  at  den- 
sity of  37,000. 

40000  takes  8.8 

35000  takes  7.6 


f  Subtract 


5000 

1000 

2000 

35000 


1.2  Divide  by  5 

0.24  Multiply  by  2 

0.48  Add  in 
7.6 


37000  takes  8.08    A  T  per  inch. 

This  scheme  is  called  interpolation  and  can  be  applied  to  «iw^  \.«^A^, 
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books  and  magazines  can  be  used.    This  table  is  taken 
from  A.  E.  Wiener's  book  on  dynamo  designing. 

Question  i8.     What  is  Reluctance? 

Answer.  The  name  reluctance  is  given  to  the  total 
opposition  offered  by  a  piece  of  material  to  the  passage 
of  flux. 

Question  19.     What  is  Reluctivity? 

Answer.  Reluctivity  is  the  reluctance  of  a  piece  of 
material  one  inch  long  and  one  square  inch  in  cross  sec- 
tion. 

Questiofi  20.     Why  are  the  two  words  necessary? 

Answer.  Because  it  is  necessary  to  express  the  reluc- 
tances of  magnetic  circuits.  It  is  equally  necessary  to 
express  the  reluctances  of  exactly  similar  pieces  of  dif- 
ferent materials.  To  do  this  we  would  have  to  use  the 
expression  "reluctance  per  cubic  inch"  unless  we  use 
"reluctivity." 

Question  21.  Why  do  we  not  hear  the  word  reluc- 
tivity used  more  frequently? 

Answer.  Because  we  usually  are  thinking  about  the 
conductivity  per  cubic  inch  instead  of  the  opposition  per 
cubic  inch. 

The  conductivity  of  a  piece  of  material  one  inch  long 
and  one  square  inch  in  cross  section  is  called  its  permea- 
bility.   It  is  this  latter  word  which  we  use. 

Question  22.     What  is  Permeance? 
Answer.     The  name  permeance  is  given  to  the  total 
conductivity  of  a  piece  of  material  for  flux. 

Qtiestioit  23.  What  is  meant  by  saying  that  reluc- 
tivity is  the  reciprocal  of  permeability? 

Answer.  When  two  things  are  opposite  in  sense,  as 
reluctivity  and  oermeabilitv,  one  being  the  opposition, 
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the  other  the  conductivity,  of  the  same  piece  of  metal,  we 
call  them  reciprocals  of  each  other. 

If  the  permeability  of  iron  is  200,  its  reluctivity  is 
1/200,  for  the  greater  the  permeability  the  less  the  re- 
luctance. 

Question  24.     What  is  Retentivity? 

Answer,  A  piece  of  iron  becomes  a  magnet  temporar- 
ily under  the  influence  of  ampere  turns  but  loses  nearly 
all  its  magnetism  when  the  current  is  cut  off  from  the 
helix. 

What  remains  is  called  Residual  magnetism.  The  re- 
sidual magnetism  per  cubic  inch  is  called  the  retentivity 
of  the  iron. 

Iron  or  soft  steel  has  very  little  retaining  power ;  hard 
steel  has  great  retentivity. 

Question  25.  Is  residual  magnetism  a  good  or  bad 
thing  ? 

Answer.  It  depends.  In  dynamo  armatures  we  would 
rather  not  have  it;  in  the  yokes  of  the  magnets  we  are 
very  glad  of  it. 

In  telegraph  relays  we  try  to  reduce  it  as  much  as 
possible.  , 

A  peculiar  thing  about  residual  magnetism  is  that  a 
piece  of  soft  iron  which  has  been  under  the  influence  of  a 
magnet  only  a  thousandth  of  an  inch  away  will  show  less 
residual  magnetism  than  if  it  had  been  in  actual  con- 
tact. 

Telegraphers  take  advantage  of  this  and  paste  tissue 
paper  on  the  armatures  of  relays  and  sounders  so  that 
they  may  come  very  close  to  the  magnetic  cores  and  yet 
never  come  accidentally  in  actual  contact. 

Question  26.  The  word  saturated  was  used  in  A  16. 
What  does  supersaturated  mean  ? 


► 
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Answer.  It  is  possible  to  magnetize  a  piece  of  steel  so 
strongly  that  when  tested  instantly  after  magnetizing,  it 
shows  a  strength  in  excess  of  what  it  will  show  four  or 
five  hours  after. 

This  second  strength  is  its  permanent  strength.  It  can 
be  magnetized  permanently  no  stronger  than  this  second 
strength,  so  this  is  called  saturation. 

Question  2y,    What  is  a  magnetic  circuit? 

Answer,  From  experiments  which  were  first  made 
with  permanent  magnets  it  seemed  as  if  the  flux  of  a 
magnet  simply  came  out  of  each  end.  Later  when  the 
result  of  breaking  a  magnet  was  discovered,  it  was  rec- 
ognized that  the  flux  must  also  pass  through  the  middle 
of  the  bar. 

What  became  of  the  flux  after  it  left  the  poles  was  for 
a  long  time  unknown.  Experiments  like  Fig.  80  made 
electricians  suspect  that  the  flux  which  left  one  pole  went 
around  through  the  air  and  entered  the  other  pole. 

In  fact  people  soon  began  to  believe  that  magnetism 
flows  around  a  circuit  just  as  electricity  does. 

In  the  case  of  the  electric  circuit  it  is  all  copper  wire, 
while  the  magnetic  circuit  is  usually  composed  of  iron 
and  air. 

Question  28.  Can  you  give  other  reasons  for  believ- 
ing that  flux  flows  around  a  circuit? 

Answer.  Yes.  Make  an  electro-magnet  of  a  ring  of 
iron  and  a  coil  wound  on  as  in  Fig.  loi  A.  It  will 
show  no  polarity  at  all,  and  be  only  slightly  magnetic. 
Saw  out  a  piece  of  the  metal  and  the  ring  will  develop 
polarity  at  N.  and  S.  as  shown  in  B. 

This  shows  that  the  magnetism  flowed  around  the 
ring  and  also  across  the  air  gap  when  one  was  made. 
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Question  29.  Why  was  there  no  polarity  in  Fig, 
loi  A? 

Answer.  Because  the  iron  being  a  good  conductor  the 
flux  passes  through  it  and  practically  none  is  in  the  air 
where  the  testing  needle  was  put. 

But  if  a  hole  should  be  bored  in  the  ring  and  the 
compass  dropped  into  it,  then  the  polarity  would  show, 
because  flux  would  pass  through  the  compass. 


Fig.    101.     Hi 


Question  30.     Why  did  Fig.  loi  B  show  polarity  ? 

Answer.  Because  the  air  gap  being  a  poor  conductor, 
the  flux  spread  out  as  indicated  and  affected  a  compass 
needle  brought  near  it. 

Question  31.  Why  should  Fig.  loi  C  develop  poles 
at  opposite  sides  of  the  ring  and  why  should  it  show  so 
much  magnetism  in  the  air  around  it. 

Answer.  The  left  hand  part  of  the  winding  produces 
a  N-pole  at  top  of  ring.  The  right  hand  portion  does 
the  same  thing.  These  North  polarities  oppose  each  other 
and  force  the  flux  out  of  the  iron  on  both  sides. 

Part  of  the  flux  passes  directly  across  inside  of  ring  to 
the  S-pole  and  the  rest  curves  around  the  ovAsVie  o^  "Soft; 
li^g-  through  the  air. 
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Question  32.  What  are  closed  and  open  magnetic  cir- 
cuits. 

Answer.  A  circuit  composed  entirely  of  iron  or  mag- 
netic metals  is  called  a  closed  circuit,  while  a  circuit  with 
an  air  gap  in  it  is  called  an  open  circuit.  Even  if  the  air 
gap  is  filled  with  brass,  fibre,  etc.,  the  circuit  is  still  an 
open  one. 

Figs.  loi  B  and  C  show  open  circuits.  In  C  the  iron 
is  a  continuous  ring  but  there  are  two  magnetic  circuits 
each  composed  of  a  half  ring  of  Jron  and  an  air  space 
across  which  the  flux  passes. 

The  results  shown  in  Figs.  83,  84,  85  and  86  can  be 
explained  by  magnetic  flux  and  magnetic  circuits,  remem- 
bering that  the  permeability  of  even  hard  steel  is  many 
times  higher  than  air,  which  means  that  its  reluctivity  is 
many  times  less. 

Suppose  that  in  Fig.  83  only  the  first  magnet  with  the 
nails  hanging  to  its  N-pole  is  present.  The  flux  from  the 
N-pole  passes  around  the  magnet  to  its  S-pole.  The  su- 
perior permeability  of  the  iron  nails  makes  most  of  the 
flux  pass  to  the  S-pole  through  them.  This  makes  them 
temporary  magnets  and  they  stick  together. 

Now  suppose  the  top  magnet  to  be  slid  over  the  under 
one.  The  permeance  of  the  magnetic  circuit  composed  of 
the  two  magnets  lying  side  by  side  is  much  greater  than 
that  of  the  circuit  composed  of  one  magnet,  the  nails  and 
all  the  air  from  the  end  of  the  last  to  the  S-pole  of  the 
first  magnet. 

Naturally  the  greater  part  of  the  flux  goes  through  the 
new  path  and  the  part  of  the  flux  through  the  nails  is  too 
small  to  strongly  magnetize  them.  Their  magnetism  be- 
ing reduced  they  cease  to  adhere  and  drop  off. 

The  second  magnet  acts  as  a  shunt  circuit  for  the  flux 
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and  being  of  great  permeance  robs  the  nails  of  the  flux 
that  magnetized  them. 

In  Fig.  84,  when  only  the  first  magnet  was  there,  we 
had  rather  a  poor  magnetic  circuit — a  piece  of  steel,  the 
nails  and  a  long  air  gap  from  l^st  nail  to  S-pole  of 
magnet. 

When  the  second  magnet  is  put  in  position,  the  perme- 
ance of  the  circuit  is  improved  because  the  air  gap  has 
been  shortened,  (Measure  it  and  see.)  Furthermore,  in 
a  circuit  of  greater  permeance  we  have  double  the  mag- 
netizing force. 

In  Fig.  85,  the  adding  of  the  second  magnet  increases 

'  the  permeance  and  the  magnetizing  force.    In  Fig.  84  we 

reduced  the  air  gap,  while  in  Fig.  85  the  air  gap  is  left 

the  same;  hence  the  increase  in  inductive  effect  in  Fig. 

84  is  greater  than  in  Fig.  85. 

In  Fig.  86  the  addition  of  the  second  magnet  gives  a 
result  something  like  that  shown  in  Fig.  loi  C.  The  flux 
from  the  two  N-poles  which  passes  between  the  magnets 
is  very  weak  and  does  not  magnetize  the  nails  sufficiently. 
The  greater  part  of  the  flux  goes  back  outside  of  the 
magnets. 


LESSON  14. 
Law  of  Magnetic  Circuits. 

It  is  natural  to  suppose  that  there  is  some  direct  con- 
nection between  the  value  of  the  magnetizing  force  and 
the  flux  induced.  Also  between  the  reluctance  of  the 
circuit  and  the  flux  induced. 

These  three  things:  the  magnetizing  force,  reluctance, 
and  flux  are  connected  in  the  following  way: 

Magnetizing  force. 

Reluctance. 

This  formula  while  not  of  much  practical  use  is  of  the 
highest  importance  theoretically.  By  that  I  mean :  It  is 
only  by  learning  this  formula  by  heart  and  understand- 
ing what  it  means  that  we  can  get  a  clear  idea  of  how  the 
flux  in  a  circuit  changes  with  the  changes  of  magnetizing 
force,  and  how  the  changes  of  reluctance  affect  the  flux. 

Let  us  once  more  be  sure  that  we  know  what  the  terms 
used  mean. 

Flux  is  the  total  amount  of  magnetism  in  the  core,  ex- 
pressed as  so  many  lines. 

Magnetizing  Force  or  Magneto-motive  Force  is  the  to- 
tal pressure  trying  to  send  flux  through  the  circuit.  It 
is  expressed  by  ampere  turns  multiplied  by  1.25. 

Reluctance  is  the  total  opposition  offered  by  the  circuit 
to  the  passage  of  flux. 

The  greater  the  magnetizing  force  the  more  flux;  the 
greater  the  reluctance  the  less  flux. 
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Let  us  see  how  this  formula  could  be  applied  to  a  prob- 
lem in  a  designer's  office. 

He  would  generally  know  what  flux  he  wanted  and  he 
would  know  what  kind  of  a  circuit  he  intended  to  use,  so 
he  would  want  to  find  out  how  many  ampere  turns  must 
be  wound  on  the  spools. 

He  must  find  the  reluctance  of  the  circuit.  Then  know- 
ing two  things  he  can  twist  the  formula  into  this  shape : 

Magnetizing  force  =  Flux  X  Reluctance.* 

Flux  X  Reluctance 


Ampere  turns  = 


1-25 


The  reluctance  of  a  circuit  is  equal  to  the  reluctivity  of 
the  material  multiplied  by  the  length  and  divided  by  the 
cross  section  of  the  circuit. 

This  must  be  so  because  the  reluctivity  is  the  opposi- 
tion per  cubic  inch.  The  longer  the  circuit  the  greater 
the  reluctance  and  the  greater  the  area  of  the  cross  sec- 
tion the  less  the  reluctance. 

In  the  first  case  the  flux  has  further  to  travel  and  in 
the  second  case  has  more  room  to  travel  in. 

Calling  L  length  of  circuit  in  inches  and  a  its  area,  the 

formula  becomes: 

.  ^  Flux  X  reluctivity  X  L 

Ampere  turns  ^ — "^—^ 

1.25  X  a 

This  designer  will  not  find  any  tables  of  reluctivity  in 
books,  but  he  can  find  tables  or  curvesf  of  permeability. 
Reluctivity  is  the  reciprocal  of  permeability. 

*The  way  these  formulas  are  changed  wiU  be  "qvot^  ixAVj  ^-x.- 
plained  at  the  end  of  the  lesson, 

fCuTves  and  their  use  will  be  explained  at  t\ie  end  ol  \.\i\s\^^'S« 
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If  a  man  can  do  a  job  in  6  days  he  can  do  i/6  of  it  in 
one  day. 

The  part  he  can  do  in  one  day  is  the  reciprocal  of  the 
number  of  days  needed  to  do  the  whole  job. 

Reluctivity  = 


Permeability 
The  formula  he  is  using  now  becomes 

Flux  T. 

Ampere  turns  = X 


1. 25         a  X  permeability 

To  make  this  formula  more  compact  letters  are  used  for 
the  words. 

Different  books  use  different  letters,  some  even  using 
German  or  Greek  letters  for  the  names. 

We  will  use  A  T  for  ampere  turns.  X  (the  last 
letter)  for  flux;  and  p  (the  first  letter)  for  permeability. 

The  formula  now  looks  like  this : 

AT=      XXL 


1.25  X  a  X  P 


This  is  a  short  way  of  saying: 

The  ampere  turns  required* to  excite  a  magnet  so  as  to 
produce  a  flux  X  are  found  in  this  way. 

(i)  Find  the  product  of  the  flux  and  the  length  of  the 
circuit. 

(2)  Find  the  continued  product  of  1.25,  the  area  of 
the  cross  section  of  the  circuit,  and  the  permeability  of 
the  material. 

(3)  Divide  the  first  product  by  the  continued  product. 
By  fussing  with  this  formula  the  designer  has  obtained 

a  knowledge  of  magnetism  that  can  be  obtained  in  no 
other  way,  but  about  this  point  he  is  apt  to  be  disgusted 
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with  the  formula.  He  now  on  looking  up  the  permeabil- 
ity tables  or  curves  finds  that  he  must  calculate  the  dens- 
ity i.  e.  flux  divided  by  area  before  he  can  find  the  perme- 
ability he  wants;  for  the  permeability  changes  with  the 
change  in  density. 

After  doing  this  he  (^n  replace  each  letter  in  the 
formula  by  the  proper  number  and  calculate  the  ampere 
turns. 

This  formula  may  be  changed  to  appear  as: 

Y       i.25XaXpxAT 
^- L 

This  form  is  useless  as  a  quick  and  accurate  means  of 
calculation  for  you  must  know  the  answer  before  you 
start.  This  is  evident, because  p  cannot  be  obtained  until 
density  is  known  and  density  is  unknown  until  the  total 
flux  is  determined. 

The  way  to  use  this  formula  is  to  guess  at  an  answer, 
use  a  value  of  p  accordingly  and  if  the  answer  comes  out 
too  far  away  from  the  guess,  correct  the  value  of  p  and 
solve  again. 

These  formulas  are  not  used  in  designing. 

The  designer  proceeds  as  follows : 

Suppose  he  has  a  magnetic  circuit  of  type  shown  in 
Fig.  I02.    Y  is  the  yoke  which  measures  12  inches  be- 
tween centers  of  holes  into  which  the  poles  P.  are  set.' 
The  path  of  the  flux  through  the  poles  is  14  inches  long 
in  each.  ♦ 

The  part  marked  a  is  of  sheet  iron  (annealed  wrought 
iron  sheets).  The  wires  w  are  of  copper.  Between  the 
armature  iron  and  the  pole  piece  on  either  side  is  an  air 
£ap  of  half  an  inch. 
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The  magnetic  circuit  is  through  2  X  14  =  28  plus 
12  =  40  inches  of  steel  casting.  Through  10  inches  of 
sheet  iron,  and  one  inch  of  air  gap. 

The  pole  pieces  are,  roughly,  square  6x6  inches.  The 
parts  of  P  inside  the  coils  or  bobbins  B  are  circular,  5 
inches  in  diameter.  The  yoke  is  a  slab  5x12  inches.  Arma- 
ture is  7  inches  long  and  7  inches  wide. 


Pig.   102.     The   Magnetic   Circuit  of   a   Small   Motor. 

The  flux  required  is  1,800,000  lines.    How  many  am- 
pere turns  must  the  bobbins  B  contain  ? 

From  the  laboratory  connected  with  the  factory  he  has 
obtained  a  table  as  is  given  in  Lesson  13.    Ampere  Turns 
Required  per  Inch  for  Different  Densities. 
He  figures  the  densities : 

Yoke:  12x5  =  60  sq.  in. 
1,800,000-^-60  =  30,000  lines. 
Poles :  5  inch  circles  =  19.6  sq.  in. 
1,800,000 -r- 20  =  90,000  lines. 
Air  gaps:  6x6  =g6  sq.  in. 
1,800,000— ^-  36  =  50,000  lines. 
Armature :  Jy^j  =  49  sq.  in. 

Say  50  sq.  in. 
1,800,000  ~  50  =  36,000  lines. 
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Looking  at  the  table  he  finds  steel  castings  at  density 
of  30,000  lines  take  6.6  A  T  per  inch;  at  90,000  lines 
they  require  57  A  T  per  inch. 

Air  at  a  density  of  50,000  requires  15,665  A  T  per 
inch;  while  sheet  iron  at  36,000  density  needs  6.7  A  T 
per  inch. 

Referring  back  to  the  lengths  of  the  circuits  and  tabu- 
lating the  data  he  has : 

Material.  Density.      A  T  Length.                  Total  A  T 

per  inch.  required. 

Steel.        30,000  6.6      12    792 

Steel.         90,000  57         28 1,596 

Air.  50,000      15,665  I    15,665 

Iron.         36,000  6.7       10   67 

Grand  total 18,120 

Since  there  are  two  coils  there  will  be  9,060  A  T  on 
each  leg  of  the  magnetic  circuit. 

With  a  current  oi  1^2  amperes  6,040  turns  of  wire  will 
be  required. 

In  a  similar  manner  when  a  designer  wishes  to  know 
the  flux  that  a  magnet  will  produce,  he  measures  its  area 
and  length.  He  then  figures  from  the  number  of  turns  in 
the  coil  and  the  current  he  intends  it  to  carry  what  the 
ampere  turns  are.  Then  he  figures  the  ampere  turns  per 
inch  and  looking  up  in  the  table  finds  the  density  induced. 
^Multiplying  this  by  the  area  gives  him  the  flux. 

This  latter  calculation  can  only  be  made  when  the  cir- 
cuit is  of  one  material  and  of  the  same  size  throughout, 
but  one  makes  this  calculation  only  once  to  a  thousand 
calculations  of  the  ampere  turns  required. 
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In  cases  where  the  circuit  is  of  varying  dimensions  and 
materials  the  ampere  turns  must  be  apportioned  to  each 
part  of  the  circuit  before  the  figuring  is  done. 

Question  i.  Suppose  two  pieces  of.  Bessemer  rod* 
each  a  foot  long,  one  1%  inch  the  other  3^  inches  in 
diameter,  were  each  to  be  magnetized  to  a  density  of 
77,500  lines  (per  square  inch).  How  many  ampere 
turns  would  each  need? 

Answer.  Table  says  30  A.  T.  per  inch  for  density  of 
77,500  for  soft  steel.  One  foot  is  twelve  inches. 
12X30=360  A.  T. 

Question  2,  But  both  will  not  require  the  same  num- 
ber of  ampere  turns  ?  One  is  i  sq.  in.  in  area,  the  other 
is  II  sq.  in. 

Answer.  They  both  need  the  same  magnetizing  force 
because  the  lengths  and  densities  are  the  same. 

Question  3.  But  if  360  A.  T.  are  placed  in  each  rod 
there  will  be  a  flux  of  1X77,500=  77,500  in  one,  and 
11X77,500=852,500  in  the  other.    How  can  this  be? 

Answer.  Because  360  A.  T.  on  a  i  sq.  in.  rod  pro- 
duces 77,500  lines,  but  the  3^  diameter  rod  having  11 
times  the  area  of  the  smaller  rod  offers  only  one-eleventh 
the  reluctance  and  hence  the  flux  is  eleven  times  as  great 
or  852,500  lines. 

But  as  flux  is  II  times  as  great  and  area  11  times 
larger  the  density  is  the  same. 

Question  4.     Can  you  explain  this  in  a  different  way? 

Answer,  Suppose  36  turns  of  wire  are  made  in  one 
end  of  a  long  piece ;  making  the  turns  around  a  piece  of 
I J^ -inch  round  wood,  and  a  10  ampere  current  is  sent 

*  Bessemer  rod  is  rolled  from  the  same  material  that  steel 
castings  are  poured.  They  are  almost  like  iron.  When  purchased 
they  have  a  plating  of  copper  on  them  to  prevent  rusting. 
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through  the  whole  wire.  Suppose  the  turns  are  pulled 
apart  until  they  are  evenly  spaced  and  the  first  and  last 
turns  12  inches  apart.  This  solenoid  has  now 
10X36-^-12=30  A.  T.  per  inch.  This  will  produce  a 
density  of  98  lines,  say  100,  in  the  air  inside  the  solenoid. 

Suppose  now  the  whole  wire  is  used  to  make  the  36 
turns.  Keep  the  spacing  the  same  but  let  the  turns 
be  nearly  10  inches  across,  from  side  to  side.  There  will 
be  an  area  of  78.5  sq.  in.  now  under  the  influence  of 
the  solenoid. 

Each  square  inch  is  just  as  powerfully  excited  as  be- 
fore, since  there  are  30  A.  T.  per  inch  surrounding  it. 
Each  of  the  square  inches  in  the  whole  78.5  will  have 
100  lines  induced  in  it. 

Question  5.     Can  you  express  this  result  as  a  rule? 

Answer.  No  matter  what  the  size  of  a  core  the  flux 
per  square  inch  (density)  depends  on  the  number  of 
ampere  turns  on  each  inch  of  its  length. 


FORMULAS 


An  expression 


Flux=  Magnetizing  force  , 

Reluctance  ^ 

when  written 

X  ^  A  TXHl  (2) 

IS  called  an  algebraic  formula. 

These  formulas  are  capable  of  assuming  different 
forms,  but  all  these  forms  are  brought  about  in  a  regular 
manner. 

Rules  may  be  given  to  teach  one  how  to  make  the 
changes  but  the  principle  underlying  the  rule  should  be 
understood. 

To  place  a  tdrm  such  as  Z  on  the  other  side  of  the  equal 
sign,  remember  that  it  must  be  moved  either  up  or  down. 
If  in  the  denominator, on  one  side  it  must  move  to  the 
numerator  on  the  other  side.  If  in  the  numerator  on  one 
side  it  must  be  placed  in  the  denominator  on  the  other. 
Whole  numbers  are  to  be  considered  as  in  a  numerator. 

In  (2)  let  us  place  Z  on  the  left  hand  side  of  the  equal 
sign. 

Z  XX  =  ATX  1.25.         (3) 

The  reason  for  this  rule  is:  Formula  (2)  must  be  con- 
sidered as  an  equation.  The  left  side  is  equal  to  the  right 
side.     Nothing  must  be   done   which  will   disturb   this 
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If  we  multiply  both  sides  of  (2)  by  Z,  the  equality  will 
not  be  aifected,  and  the  equation  will  look  like 

But  the  two  Z's  on  the  right  and  side  cancel,  and  we 
have 

ZXX  =  ATXi.25.  (3) 

Suppose  that  in  (2)  we  wished  to  change  the  formula 
so  that  the  term  A  T  would  stand  alone. 

Z  comes  to  the  left  numerator;  1.25  comes  to  the  right 
denominator,  and  we  have 

^^-^^AT  (5) 

1.25  ^^^ 

Since  these  things  are  equal  it  makes  no  difference 
which  is  written  first,  so  we  write 

AT=    ^^^  (6) 

1.25  ^   ^ 

To  substitute  for  Z  any  other  letter  or  expression,  we 
must  first  be  sure  that  the  thing  we  wish  to  substitute  is 
exactly  equal  to  Z. 

From  the  Lesson  we  know 

Substitute  in  (6)  for  Z  its  value  as  given  in  (7)  by 
writing  in  the  space  occupied  by  Z  the  other  expression : 

AT=^^^^^^P (8) 

1.25  ^  ^ 

The  right  hand  side  is  now  a  complex  fraction  which 
must  be  simplified. 
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Do  SO  in  this  way :    Copy  the  numerator  of  the  com- 
plex fraction  down  separately. 

T-i —  X  X  (9) 

aXp 

Multiply  the  fraction  by  the  whole  number  X  in  the 
ordinary  way  of  arithmetic : 

IXX  ,     , 

a  Xp  ^     ^ 

Go  back  to  the  complex  fraction  and  copy  its  denom- 
inator changing  it  to  a  fraction. 

— f-  (ii) 

Now  draw  a  heavy  line;  place  (lo)  above  it  and  (ii) 
below  it. 

IXX 


{ 


aXp 

1-25 


(12) 


I 

Multiply  the  extreme  top  and  bottom  of  (12)  for  a 
numerator,  and  multiply  together  the  middle  parts  for  a 
denominator,  as  shown  by  the  brackets.    This  gives 

IXX 


a  X  P  X  1.25 
which  we  can  put  back  in  (8)  and  get 


(13) 


^"^-aXpXi-as  ^'*^ 


Rearranging  the  letters  we  get 


^■^-i.25XaXp  ^'S) 


as  we  did  in  the  Lesson. 


CURVES. 

The  use  of  curves  in  engineering  work  was  started 
with  an  idea  of  showing  results  quickly  and  making  them 
easily  understood. 

Suppose  you  were  trying  to  impress  on  a  man's  mind 
the  fact  that  the  traffic  on  suburban  trains  varied  in  a 
regular  manner  every  morning  and  evening,  and  that 
the  through  trains  were  evenly  loaded  all  day.  Also  that 
the  weight  of  the  passengers  in  the  through  trains  aver- 
^g^^  5%  of  the  weight  of  the  train,  while  the  weight  of 
suburban  passengers  varied  from  2%  to  20%  of  the 
train's  weight,  according  to  the  time  of  day. 

Hand  him  the  following  table  and  while  the  informa- 
tion is  there  it  will  take  him  some  time  to  get  it  into  his 
head.  Ask  him  suddenly:  "At  what  times  are  the  sub- 
urban and  through  trains  equally  loaded  with  passen- 
gers?" 

See  how  long  before  he  finds  the  information  which 
will  enable  him  to  answer. 

Table  of  the  Percentage  of  Passenger  Weight  to  Light 

Train  Weight,  Grand  Central  Station  to  Mott 

Haven  Junction,  New  York. 

SUBURBAN   TRAINS. 

'^^^^'  centege.  ^'^^^'  centege 

Midnight   o 2.  6 12. 

1    2.25       7    18. 

2   2.75       8    20. 

3   3-  9    i8-?^ 

4  3-5       10    \V^ 

/ 5.         II "^^ 
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Time. 

Noon 


centage. 

...  8.25 


.  9-5 
.11. 
.16. 


Time. 
6    ... 


Midnight    2. 

THROUGH  TRAINS. 
Five  per  cent  at  all  hours 

Now  hand  him  the  following  curve  (Fig.  103)  : 


Per- 
centage. 
...  19. 
...19.25 
...16. 
...10.5 

...  6.5 
...  4-2S 
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Fif    103,      PsrcenlBgo  of  PaBseneer  Weight  I. 


1  Welsht  ot  Train. 
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How  quickly  he  grasps  the  way  in  which  the  traffic 
varies.  He  notices  much  more  quickly  than  he  would 
by  use  of  the  table  that  from  5  to  8  in  the  morning  there 
is  an  abrupt  rise  in  traffic,  while  from  6:30  to  11  in  the 
evening  there  is  an  equal  decline  in  traffic  at  a  much 
slower  rate.  He  notices  the  great  changes  in  train 
loads  between  5  and  7  in  the  morning  and  the  slight 
change  between  2  and  4  in  the  afternoon. 

Ask  him  again  the  question,  and  see  how  quickly  it  is 
answered. 

A  curve  is  certainly  a  great  thing  for  imparting  in- 
formation. 

The  curve  is  drawn  from  the  table  in  the  following 
way:  Procure  a  piece  of  paper  printed  with  lines  run- 
ning across  at  right  angles  in  both  directions  and  at 
some  convenient  distance  apart,  say  i/io  of  an  inch,  or 
for  finer  work,  i  millimeter.*  This  is  called  cross-section 
paper. 

Determine  which  of  the  set  of  two  numbers  vou  are 
most  anxious  to  have  show  up  strikingly,  and  number 
each  line  up  along  the  left  edge  accordingly. 

Each  space  can  be  1%,  but  if  the  percentages  run  up 
very  high,  you  might  have  to  call  each  space  5%. 

Number  the  lines  along  the  bottom  of  the  sheet  ac- 
cording to  hours.  Let  one  space  represent  15  minutes 
or  one-quarter  of  an  hour,  or  if  there  is  not  room  for 
this,  let  each  space  count  one  hour.  When  the  lines  are 
properly  numbered,  lay  out  the  curve. 

Place  your  pencil  on  the  first  vertical  line  (marked 
midnight).    Run  pencil  up  along  this  line  until  you  reach 


♦  A  millimeter  is  i/io  of  a  centimeter,  i.  e.  about  0.04  of  an 
Inch. 
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the   horizontal   line  marked   2%.     Make  a  dw  where 
these  two  lines  meet. 

On  the  next  line,  marked  i  a.  m.,  run  the  pencil  up 
till   opposite  a  point  one  quarter  the  way  up  between 
-  the  2  and  '2,%  lines.     This  represents  2.25.     Make  a 
dot  here. 


PERMEABILITr  CURVES  FOR 
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MAGNETIZING  FORCE :- ampere-turns  per  imch.engti 

Fig.    104.     PermeabflHy    Curves.      . 

With  the  figures  trom  the  table  in  this  way  make  a 

uot  at  the  point  where  the  vertical  time  line  cuts  the 

horizontal  per  cent  line. 

There  wiJ)  be  one  dot  for  every  set  of  figures  in  the 

tao/tr.      When  all  dots  are  placed,  dtavj  a  Utie  through 

me/77  and  yoa  have  the  desired  curve. 
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Figure  104  contains  two  curves  drawn  from  data  ob- 
tained from  the  table  of  ampere  turns  per  inch  at  dif- 
ferent densities. 

Certain  information  can  be  more  easily  gained  and  is 
shown  in  a  more  impressive  manner  by  these  curves  than 
by  the  table. 

'  Notice  that  as  you  steadily  increase  the  A.  T.  per  inch 
on  a  steel  casting  at  first  the  result  is  a  great  increase  in 
flux,  and  the  density  rapidly  increases,  but  after  a  while 
the  density  increases  very  slowly. 

With  cast  iron  this  same  statement  is  true,  but  the 
effect  is  not  so  marked.  At  first  you  get  a  rapid  increase 
in  density  and  later  a  slower  increase. 

The  first  and  last  parts  of  the  steel  curves  are  prac- 
tically straight  lines.  Designers  often  speak  of  the 
"straight  line  portion  of  the  curve."  The  part  between 
these  two  is  called  the  "knee"  of  the  curve. 

The  cast  iron  curve  has  no  definite  straight  line  por- 
tions and  the  knee  is  so  large  that  it  is  difficult  to  ex- 
actly locate  it 


LESSON  15. 
Primary  Batteries. 

There  are  many  places  where  we  need  a  small  amount 
of  electrical  power,  so  little  that  running  a  line  to  the 
point  would  not  pay.     In  such  cases  we  uses  batteriesi 

A  storage  cell  needs  mure  attention  than  a  primary 
.cell,  so  many  automatic  signals,  call  bells,  and  such  are 
operated  by  primary  cells. 

There  is  a  deal  of  truth  in  the  statement,  "There  is 
electricity  in  everything."    The  hard  job  is  to  get  it  out. 

Suppose  you  throw  a  dozen  shovelfuls  of  fine  damp 
coal  into  the  firebox,  and  forget  to  close  the  door.  The 
result  you  get  is  not  the  fault  of  the  coal.  It  was  full 
of  B.  T.  U.'s^  and  you  gave  them  a  chance  to  get  out, 
but  not  in  the  proper  manner,  and  they  failed  to  do  the 
work  of  making  steam. 

What  a  difference  there  is  if  this  same  kind  of  coal 
in  larger  pieces  is  fired  two  shovelfuls  at  a  time  with 
just  the  right  quantity  of  air. 

So  it  is  with  electricity;  we  must  treat  our  materials 
in  exactly  the  correct  manner  if  we  expect  a  production 
of  current  worth  the  money  expended. 

If  one  pound  of  zinc  be  placed  in  dilute  sulphuric  acid^ 

1.  B.  T.  U.  is  an  abbreviation  for  a  British  Thermal  Unit, 
being  the  amount  of  heat  required  to  raise  one  pound  of  water 
from  39  to  40  degrees  Fahrenheit  (ordinary  thermometer).  One 
pound  of  good  coal  contains  1,200  B.  T.  U. 

2.  Buy  oil  of  vitriol  and  dilute  by  pouring  the  acid  slowly 
into  20  times  as  much  water,  stirring  with  a  piece  of  glass.    An 

earthen  ware  pot  is  the  safest  thing  to  mix  in  as  the  great  heat 
generated  will  not  crack  it. 
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it  will  dissolve  and  give  out  1,026  B.  T.  U.,  but  no  elec- 
tricity. You  will  notice  that  there  are  bubbles  of  hydro- 
gen gas  coming  up  from  the  zinc  and  a  thermometer 
would  show  the  increase  in  temperature.  A  certain  part 
of  the  energy  liberated  might  have  been  obtained  as 
electricity  if  the  zinc  were  treated  in  the  following  way : 

Placing  the  zinc  and  a  piece  of  copper  in  a  jar  of 
dilute  sulphuric  acid,  not  allowing  them  to  touch  below 
the  liquid,  allowing  them  to  touch  above  it,  or  connect 
them  with  a  copper  or  iron  wire.  Now  the  thermometer 
will  rise  very  little,  electricity  will  flow  through  the 
wire  and  the  wire  exhibit  magnetic  qualities.  We  agree 
to  say  that  the  current  flows  from  the  copper  to  the 
zinc  outside  of  the  cell  and  from  the' zinc  to  the  copper 
in  the  liquid. 

We  have  now  started  into  action  the  simplest  of  the 
primary  batteries. 

This  same  experiment  made  with  a  strong  solution  of 
common  salt  in  water  will  work  as  well. 

If  you  attempt  to  use  the  current  from  such  a  simple 
cell  vou  will  find  that  it  is  very  quickly  apparently  ex- 
hausted. 

To  be  a  commercial  success  a  cell  should  deliver  cur- 
rent more  or  less  continuously  until  its  zinc  is  all  con- 
sumed. 

In  the  words  "more  or  less  continuously*'  lies  the  dis- 
tinction made  between  cells.  An  "all  around  service" 
cell  is  diflScult  to  design,  so  that  we  have  Open  circuit, 
Semi-closed  and  Closed  circuit  types  of  cells. 

The  main  thing  in  any  cell  is  to  avoid  the  tendency  of 
the  cell  to  "lay  down"  while  there  are  yet  plenty  of 
chemicals  in  the  cell  capable  of,  under  proper  circum- 
stances, delivering  electricity. 
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This  stoppage  of  the  cell's  activity  is  called  Polariza- 
tion. 

Return  to  the  simple  cell  of  copper,  zinc  and  sulphuric 
acid.  If  it  has  been  used  long  enough  to  "lay  down," 
examine  the  plates.  The  copper  one  is  entirely  covered 
with  bubbles.  These  are  the  cause  of  the  cell's  non- 
action. The  cell  is  polarized.  The  reason  for  this  name 
and  the  cause  of  the  non-action  will  be  best  understood 
by  first  learning  this  table: 

TABLE  OF  VOLTAIC  CELL  MATERIALS. 

Direction  of  current  through  the  wire  in  external  cir- 
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Direction  of  current  through  solution  in  cell. 

This  table  is  the  result  of  experiments  such  as  you  can 
perform  yourself.  In  another  glass  of  dilute  sulphuric 
acid  place  two  pieces  of  zinc  and  connect  them.  They 
dissolve  but  no  electricity  is  delivered.  Try  two  iron 
plates  with  the  same  result,  with  perhaps  less  corrosion 
of  the  metal  by  the  acid.  Two  pieces  of  lead  give  no  elec- 
tricity and  are  hardly  affected  by  the  acid,  while  two 
sticks  of  carbon  are  not  even  attacked  by  the  acid.  With 
zinc  and  iron  you  get  a  weak  and  almost  useless  cell,  with 
current  flowing  from  the  iron  to  the  zinc.  Zinc  and  cop- 
per we  know  to  be  good,  but  we  find  that  zinc  and  carbon 
IS  better. 
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This  table  is  evidently  arranged  so  that  the  further 
apart  the  metals  stand  in  it  the  better  a  cell  they  make, 

This  should  set  you  thinking.  A  zinc  plate  and  a  bub- 
ble covered  copper  plate  will  not  make  a  cell  Therefore 
bubbles  must  make  a  positive  plate. 


■ATtVB 

POLE   on 

ELECTRunS 


You  must  find  now  what  the  bubbles  are  and  how 
they  act  electrically. 

The  things  in  the  cells  are : 

Zinc:  that  is  zinc  and  impurities. 

Copper ;  that  is  copper,  pure. 

Sulphuric  Acid:  that  is  sulphur,  hydrogen  and  oxygen. 

Water:  that  is  hydrogen  and  oxygen. 

Since  the  bubbles  are  oi  gas  they  must  be  either  hydro- 
gen or  oxygen. 

Chemistry  books  will  tell  you  that  ox^geix  maV.^'s.  ■».- 
6ne  negative  plate  and  hydrogen  a  fine  ^ositwt  ^«SS.\ 
/ast  about  as  sood  as  zinc. 
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The  cell  has  then  two  positive  plates  in  it,  and  has  two 
negative  poles.    (See  Fig.  105.)    The  cell  is  polarized. 

We  have  learned  so  far  that  a  cell  must  have  two  dif- 
ferent materials  immersed  in  a  solution  and  the  more 
rapidly  it  attacks  one  and  the  less  it  affects  the  other 
the  better  the  cell.  For  this  reason  zinc  and  carbon,  be- 
ing cheap  commercial  products,  are  almost  universally 
used  in  primary  cells. 

Also  a  cell  to  be  a  commercial  success  must  either 
not  produce  hydrogen  gas  or  get  rid  of  it  after  pro- 
duction. 

We  will  now  describe  some  of  the  most  used  cells, 
classifying  them  under  headings  as  follows : 

Open  circuit:  A  cell  designed  for  intermittent  work. 
Periods  of  Work  short,  intervals  of  rest  long.  Usually 
designed  for  small  currents.  When  not  in  use  these  cells 
must  be  left  on  open  circuit. 

Semi-closed :  A  cell  designed  for  fairly  steady  work. 
Periods  of  work  long,  intervals  of  rest  short.  Often  de- 
signed to  produce  heavy  currents.  When  not  in  use 
these  cells  must  be  left  on  open  circuit. 

Closed  circuit:  A  cell  designed  for  continuous  work. 
Periods  of  work  long,  intervals  of  rest  very  short.  Usually 
designed  for  very  small  currents.  Almost  impossible  to 
design  so  as  to  produce  much  current.  When  not  in  use 
thev  must  be  left  on  closed  circuit. 

Polarization  prevented:  Cell  so  designed  that  no 
hydrogen  gas  is  produced  by  chemical  action  of  ceH. 

Polarization  cured:  Cell  produces  hydrogen,  but  a 
chemical  placed  in  the  cell  turns  the  hydrogen  to  water, 
which  is  harmless.   • 

Polarization  delayed:  Cell  has  very  large  and  ab- 
sorbent negative  plate. 
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CELLS    COMMONLY   USED   IN   RAILROAD   WORK. 

The  Carbon  Cylinder  Cell.  These  are  sold  under  the 
name  of  Law,  Samson,  Hercules,  etc.  It  is  an  open  cir- 
cuit, polarization  delayed  type.  They  give  a  pressure"  of 
1.5  volts  and  have  a  resistance  of  i  to  2  ohms.  Two  ot 
them  are  shown  in  Fig.  106. 

The  carbon  element  iS'  made  with  as  large  a  surface 
as  possible.  Carbon  and  charcoal  have  a  remarkable 
power  of  absorbing  gases.  A  cubic  inch  of  charcoal  wL" 
condense  and  absorb  20  to  30  cubic  inches  of  gas. 


Fig.    106.      Carbon   CrlLnder   Cell. 


The  zinc  element  is  a  rod  and  the  fluid  a  strong  solu- 
tion of  sal  ammoniac  in  water.  The  scientific  name  of 
this  chemical  is  ammonium  chloride. 

The  action  of  the  cell  dissolves  the  zinc,  forming  zinc 
chloride,  which  dissolves  in  the  water.  A  little  am- 
monia and  hydrogen  gases  are  set  free.  The  ammonia 
is  dissolved  by  the  water  and  the  hydrogen  absorbed  by 
the  carbon. 
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In  time  the  carbon  gets  soaked  full  of  hydrogen,  and 
to  restore  the  cell  it  should  be  taken  out  and  boiled  in 
water  for  an  hour. 

These  should  only  be  used  for  call  bells  in  ofHces  or 
such  unimportant  work. 

Ledanchc  Cell.  This  is  an  open-circuit,  polarization 
cured  type.  They  are  matle  in  several  forms.  Voltage 
1.5  and  resistance  I  to  4  ohms.  Uses  sal  ammoniac,  zinc 
and  carbon. 


FIS-    lOT.     CuboQ    Cylinder   Cell   vlth    Depolarize: 


The  carbon  cylinder  cell  is  sometimes  modified  to  the 
Leclanche  type  by  making  the  carbon  element  with  a 
bottom  and  no  opening  in  the  sides.  This  carbon  can  or 
bucket  is  filled  with  lumps  of  black  oxide  of  manganese 
(manganese  dioxide).  The  zinc  is  made  in  a  cylindrical 
form,  surrounding  the  carbon.  This  cell  is  shown  in 
Fig.  107. 

The  hydrogen  is  absorbed  by  the  carbon  but  the  man- 
ganese dioxide,  being  in  contact  with  the  carbon,  gives 
up  half  of  its  oxygen  to  the  hydrogen  forming  water, 
while  it  is  reduced  to  manganese  monoxide. 

This  cell  is  useful  for  call  bell  work,  operating  mag- 
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nets  on  interlocking  machines,  running  tell-tales  on  inter- 
locking boards  and  such  other  intermittent  light  work. 
There  is  an  older  form  of  Leclanche  cell  shown  in  Fig, 
108,  where  the  carbon  is  placed  in  a  cup  of  unglazed 
earthen  ware  (like  a  yellow  flower  pot)  called  a  porous 


cup.  The  manganese  is  packed  around  the  carbon  slab. 
This  form  does  not  give  such  a  large  current  as  the 
cell  ill  Fig.  107  because  its  resistance  is  high,  often  as 
much  as  four  or  five  ohms, 

A  much  used  form  of  the  Leclanche  cell  is  the  Gonda 
vClI.     The  elements  are  shown  in  Fig.  109. 

Here  the  manganese  is  powdered,  mixed  with  cheap 
molasses,  then  bv  heat  and  pressure  fornried  mto  ^' 
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These  are  attached  to  tlie  carbon  plates  by  rubber  bands. 
-  The  bother  and  resistance  of  the  porous  cup  is  avoided. 
The  usual  charge  of  a  Leclanche  type  cell  is  a  generous 
quarter  pound  of  sa!  ammoniac  dissolved  in  sufficient 
water  to  fill  the  jar  two-thirds  full  after  elements  are  in 
place. 


The  Graz-ily  Ceil.  This  is  a  closed  circuit  cell  with 
polarization  prevented.  It  is  very  much  used  for  tele- 
graph circuits,  operating  the  electrical  devices  in  the 
lock  and  block  signals,  the  motors  in  automatic  signals 
and  generally  around  interlocking  plants.  Its  pressure 
is  I  volt  and  its  current  capacity  rather  low  for. its  re- 
sistance is  3  or  4  ohms. 
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This  cell  is  made  in  many  forms  called  Bluestone  cell, 
crow-foot  battery,  Lockwood  cell,  etc. 

The  parts  of  a  gravity  cell  are  shown  in  Fig.  no,  and 
the  assembled  cell  in  Fig.  in. 


QravlCr  Cell  Readj  for  Use. 


The  glass  jars  should  be  about  7  inches  high  and  6 
inches  in  diameter.  The  zinc  is  cast  in  a  shape  so  as  to 
be  easily  suspended  from  the  edge  of  the  jar.  The  form 
shown  is  called  a  crow-foot  zinc.  It  weighs  about  3 
pounds. 

The  copper  element  shown  on  left  of  Fig.  no  is  made 
of  three  sheets  riveted  together  at  center  and  then  spread 
out  as  shown.     The  rubber  coveted  ^Kvve  tviw^X  \i^  ■*-V- 
tached  to  the  copper  element  bv  rivetmg.     ^-^  =>'iis^'^^^ 
the  Joint  would  he  eaten  away  by  eUcttvcaX  ac'cvcm.. 
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To  set  up  a  cell  of  ordinary  size  which  holds  about  0.8 
gallons  of  liquid  make  two  solutions,  one  of  copper,  the 
other  of  zinc. 

Zinc  solution:  Pint  and  a  half  of  pure  soft  water 
and  ID  oz.  of  crystallized  sulphate  of  zinc  (white  vitriol). 
Mix  until  dissolved  and  let  it  stand  half  a  day  in  a  glass 
jar. 

Copper  solution :  Two  and  a  half  pints  of  soft  water, 
4  ozs.  of  crystallized  sulphate  of  zinc,  8  ozs.  crystallized 
sulphate  of  copper  (blue  vitriol).  Mix  and  let  stand  a 
few  hours  in  a  glass  jar. 

Dip  edge  of  battery  jar  for  an  inch  in  melted  paraffin 
and  let  it  cool. 

Place  the  parts  in  jar  as  in  Fig.  iii  and  pour  jar  nearly 
three-fourths  full  of  the  zinc  solution.  Place  it  at  once 
in  the  spot  where  it  is  to  be  used  and  pour  in  the  copper 
solution. 

Insert  a  glass  funnel  in  the  top  of  a  piece  of  9^-inch 
rubber  tubing.  Hold  funnel  so  that  lower  end  of  the  tube 
will  be  in  the  middle  of  the  jar  and  just  a  little  above 
the  bottom. 

Pour  in  the  copper  solution  slowly  until  the  copper 
element  is  completely  covered.  Place  the  cell  into  service 
immediately. 

This  cell  will  show  a  sharply  defined  line  between  the 
blue  copper  solution  and  the  colorless  zinc  solution.  This 
separation  of  solutions  is  essential  to  the  cell's  health. 
Leaving  the  circuit  open  for  any  length  of  time  will  allow 
the  solutions  to  mix  and  spoil  the  cell. 

The  action  of  the  cell  is  such  that  no  hydrogen  is  per- 
J723nent]y  formed.     The  zinc  is   steadily   dissolved  into 
^^e   zinc  solution,   setting   free   some  Vv-^dto^^Tv,      This 
^brms  with  the  copper  sulphate,  su\p\iUT\e  ?Lc\d  ^xv^  tx\&- 
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tallic  copper.  The  sulphuric  acid  dissolves  more  zinc, 
while  the  copper  plates  itself  on  the  copper  element  at  the 
bottom  of  jar. 

The  zinc  is  consumed  and  the  copper  plate  grows 
larger. 

The  effect  of  continued  action  is  to  increase  the 
strength  of  the  zinc  solution  so  that  it  tends  to  settle  to 
bottom  of  jar.   • 


r\ 


Fig.  112.     Long  Service  Copper  Element  for  Gravity  Cell. 


The  copper  being  taken  out,  bit  by  bit,  from  the  copper 
solution  this  latter  gets  lighter  in  weight  and  tends  to 
rise,  being  pushed  up  by  the  zinc  solution. 

If  the  blue  solution  of  copper  sulphate  ever  touches 
the  zinc  it  will  copper  plate  it  at  once.  The  cell  will  then 
have  two  copper  elements  and  stop  working. 

Cells  should  be  given  some  attention,  and  clever  man- 
agement will  keep  a  gravity  cell  working  continuousi; 
for  an  almost  indefinite  time. 
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As  helps  in  the  maintenance  of  cells  two  improvements 
have  been  made. 


The  form  of  copper  element  shown  in  Fig,  112  is  bet- 
ter when  heavy  currents  are  not  needed.  It  is  a  copper 
ribbon  4  feet  long  and  Y^  an  inch  wide,  coiled  like  a 


Up   Old  ZlDos 


rig,    114.     UBir.B   up   oia  bidos. 

clock  spring-.     Zincs  shaped  like  Y\g.  iij  m^  \i%«d  -awtil 
'e  prongs  are  all  eaten  off.     A-  new  orve  «  t\vtu  ■^vft.  m 
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service  and  the  old  one  jammed  into  the  bottom  of  the 
new  one  as  shown  in  Fig.  114. 

These  zincs  are  hung  from  a  spring  clip  shown  in  Fig. 
115,  which  lays  across  the  top  of  the  jar.  The  stud  on 
the  zinc  makes  a  tight  friction  fit  with  the  hole  in  the 
hanger,  due  to  the  springiness  of  the  metal. 

To  keep  cells  in  order  a  hard  rubber  syringe  with  the 
nozzle  at  right  angles  to  barrel,  holding  about  a  pint,  and 
a  hydrometer  should  be  obtained. 


Fig.    115. 


The  hydrometer  (Fig.  116)  is  a  hollow  glass  float 
loaded  with  shot  so  as  to  float  upright.  The  heavier  a 
liquid  the  more  of  the  stem  sticks  up  above  the  surface. 

These  hydrometers  are  graduated  on  stem  in  actual 
specific  gravities  or  in  degrees  Baume  (pronounced 
Bomay).  One  with  a  stem  about  two  inches  long  gradu- 
ated from  15°  to  40°  Baume,  or  from  i.ii  to  1.40  specific 
gravity,  is  best  for  battery  work. 

The  first  signs  of  exhaustion  in  the  cell  will  be  a  fading 
of  the  deep  blue  color  of  the  copper  solution  and  a  low- 
ering of  the  line  of  separation  between  blue  and  white 
liquids. 

When  this  occurs  drop  in  about  an  outvce.  oi  co^^^*^ 
sulphate  in  lumps.    Be  sure  the  lumps  iaW  to  t\ve  \io\Xovcv. 
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There  will  always  be  a  lot  of  fine  powder  at  the  bottom 
'jf  the  copper  sulphate  barrel.  Use  this  for  making  up 
new  cells  when  possible.  If  tod  much  accumulates  for 
this  purpose,  make  a.  saturated  solution  of  it  in  water. 


A  saturated  solution  is  one  where  the  water  has  dis- 

sojved  al)  it  possibly  can  of  the  chemical  and  leaves  some 

."^f  undissolved  on  bottom  of  jar  after  Tc^attii  stirring. 

J-^lftce  this  in  cells  showing  signs  ol  exViaM^^Qu  \q.  sam» 
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way  as  the  copper  solution  was  placed  in  a  newly  set  up 
cell. 

The  zinc  solution  should  15e  tested  as  frequently  as 
possible.  Once  in  two  weeks  is  not  too  often.  Drop  the 
hydrometer  gently  in.  Should  it  read  115  draw  some  out 
with  syringe  and  replace  by  fresh  water. 

Do  not  let  it  go  below  1. 10.  If  you  have  a  Baume 
scale  these  numbers  are  20  and  15  degrees.  Thr6w  all 
the  removed  zinc  in  a  wooden  tub,  whether  from  working 
cells  or  from  old  cells,  to  be  renewed. 

Keep  half  a  dozen  pieces  of  metallic  zinc  in  this  tub. 
Any  copper 'in  this  solution,  mixed  by  celFs  action,  will 
turn  to  a  reddish  brown  curd  which  can  be  filtered  out. 
Reduce  the  clear  liquid  to  1. 10  and  use  in  making  up  new 
cells. 

Watch  your  zinc.  Should  any  brown  hangers  develop 
on  it,  detach  them  with  a  bent  wire  and  let  them  fall  to 
bottom  of  cell. 

In  time,  in  spite  of  all  care,  the  zinc  in  a  cell  gets 
reddish  brown  all  over.  It  is  now  time  to  give  a  com- 
plete overhauling. 

Take  the  cell  out  of  service.  Syphon  off  zinc  solution 
into  the  tub.  Lift  zinc  out  carefully  and  at  once  scrub 
clean  with  a  wire  brush.  Wash  and  replace  in  another 
cell  at  once  or  dry  thoroughly  and  keep  dry  until  needed. 

Syphon  off  the  rest  of  the  liquid  into  another  wooden 
tub  and  use  after  filtering  as  copper  solution  to  make  up 
new  cells. 

Any  lumps  of  copper  sulphate  in  the  bottom  take  out, 
rinse  and  put  in  other  cells. 

The  mud  in  bottom  of  cells  and  in  the  zm^  ^cXxx^Cno^ 
tub  shovld  he  dried  and  sold  to  brass  ioutv^ei^  ^'5>  '"X^^V 
terymud/' 
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The  copper  plates  taken  from  cells  should  be  kept 
completely  covered  with  water,  wire  and  all,  until  needed 
again. 

When  they  get  too  heavy  and  cumbersome  sell  them, 
as  they  are  an  especially  pure  form  of  copper. 

Never  leave  gravity  cell  on  open  circuit;  the  liquids 
will  mix. 


The  Fuller  Cell.  Semi-closed  circuit  type,  for  heavy 
duty.     Long  periods  of  work  with  little  rest. 

Polarization  cured.  Pressure  2  volts,  resistance  0.5 
ohms.    Cell  shown  in  Fig.  117. 

These  cells  are  carbon  and  zinc,  and  since  the  chemical 
which  converts  the  hydrogen  to  water  will  attack  the 
zinc,  a  porous  cup  is  used. 

The  carbon  or  the  zinc  can  be  placed  in  the  porous 
cup.  but  the  zinc  usually  is.  A  tablespoonful  of  mercury 
is  placed  in  bottom  of  porous  cu]),  the  zinc  set  in  and 
the  cup  filled  wiih  very  dilute  sulphuric  add  (i  acid,  50 
v^ter).    The  carbon  is  then  placed  in  the  outer  jar,  the 
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porous  cup  being  also  in,  and  the  outer  jar  filled  three- 
quarters  full  of  battery  fluid  or  electropoin. 

This  is  composed  of  4  ozs.  of  bichromate  of  soda,  1^4 
pints  of  boiling  water,  mixed  and  cooled;  then  while 
slowly  stirring  add  little  by  little  3  ozs.  sulphuric  acid 
taken  out  of  a  carbon  (not  diluted).  NEVER  POUR 
WATER  INTO  ACID. 

The  bichromate  of  soda  has  so  much  oxygen  in  it  that 
it  will  turn  the  hydrogen  to  water,  changing  itself  to 
chromate  of  soda. 

When  the  interior  of  the  porous  cup  gets  dark  green 
colored  a  cup  should  be  soaked  in  i  to  50  acid  for  an 
hour  and  then  mercury  placed  in  bottom  and  zinc  set  in. 
Simply  take  out  old  cup  and  insert  new  one  in  its  place. 

The  old  zinc  should  be  cleaned,  porous  cup  washed 
and  then  boiled  in  water  and  both  placed  in  stock. 

These  cells  should  be  left  on  open  circuit  when  not  in 
use.  They  are  very  powerful,  but  nasty  to  handle  and 
not  as  cheap  as  the  gravity  cell.  When  the  electropoin 
gets  greenish  it  soon  becomes  exhausted,  then  throw  it 
away.  Cold  battery  rooms  or  pits  affect  this  cell  less  than 
the  gravity  cell. 

Edison-Lalande  Cell.  This  is  a  semi-closed  type  with 
polarization  cured.  It  has  a  resistance  of  0.2  ohms  and 
a  very  low  voltage,  0.7,  but  is  a  bull  dog  for  holding  on. 
It  will,  when  set  up,  start  in  to  deliver  a  heavy  current 
and  keep  at  it  until  all  its  chemicals  are  used  up.  It 
needs  no  attention  and  is  built  so  that  you  can  not 
give  any. 

When  it  stops  take  out  the  copper  and  sell  it,  throwing 
everything  else  out.     Clean  up  the  jar  and  fit  out  again 

The  cell  uses  zinc  and  oxide  of  copper  plates  immers^ 
in  a  solution  of  caustic  potash.    The  oxide  i^VaXfc  \%  "^^ 
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in  Fig.  Ii8  and  the  complete  cell  with  a  glass  jar  in  Fig. 
119.    Porcelain  Jars  are  usually  furnished. 

The  caustic  potash  comes  in  sticks  sealed  up  in  a  tin 
can. 

Place  the  elements  in  jar  and  fill  with  water  to  about 
one  inch  of  the  top.  Take  out  the  elements  and  put  in 
the  sticks  of  potash. 


Bdlson-LBlande    Can. 


Stir  constantly  while  dissolving,  for  it  gets  very  hot 
and  might  crack  the  jar.  Be  very  careful  not  to  get 
caustic  potash  on  your  flesh.  It  not  only  bums  ter- 
ribly, but  makes  a  wound  which  is  very  hard  to  heal. 
If  you  buy  potash  by  bulk,  make  the  solution  up  to 
^■JJ  on  speciRc  gravity  scale  or  38**  wi  the  Baiime 
vale. 


CAUSTIC    POTASH    CELL 
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Place  the  zinc  and  copper  oxide  elements  in  the  jar, 
seeing  that  they  are  properly  separated  by  the  hard 
rubber  buffers.  Pour  the  bottle  of  oil  over  the  top  of 
solution  and  place  cover  on. 


If  buying  oil  by  bulk,  get  a  heavy  paraffin  oil  whidi 
will  read  1.46  specific  gravity  on  48°  Baume  and  pour 
a  J4  inch  layer  on  each  cell. 

These  are  good  cells,  but  any  sulphuric  acid  or  caus- 
tic potash  cell  is  a  nasty  thing  to  handle. 

The  action  oi  the  cell  dissolves  the  zvnc,  s.elcO«v^  Vt«. 
bydrf^en,   which  is  changed    to   water  ^i-;   'Cfte.  «>?^-^ 
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oxide,  which  is  reduced  to  pure  copper  by  giving  up  the 
oxygen  in  it. 

The  Dry  Cell.  Shown  in  Fig.  120  is  really  3  moist 
cell  sealed  up  water  tight  with  cement  or  glue. 

The  can  is  made  of  zinc  and  serves  as  one  element, 
while  a  carbon  plate  or  rod  is  the  other.  Around  the 
carbon  is  packed  a  mixture  of  powdered  manganese 
dioxide,  carbon  and  flour,  while  the  rest  of  the  can  is 


filled  with  a  mixture  of  plaster,  oxide  of  zinc  and  flour; 
the  whole  being  soaked  with  a  solution  of  sal  ammoniac 
and  zinc  chloride.     Pressure  1.4  volts. 

These  are  very  useful  for  testing,  as  they  can  be 
carried  around  in  a  satchel  or  your  overcoat  pockets. 

Whenever  they  are  used  in  sets  see  that  their  rest- 
ing place  is  dry,  otherwise  the  moisture  will  connect  all 
the   zinc  cans   together  and  cause  them  to  run   down. 

The  principles  on  which  primary  cells  work  are  sim- 
ple and  well  understood  by  most  people ;  yet  there  are 
men  trying  yet  to  design  a  cell  to  do  more  than  is 
DOssible. 
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The  best  that  could  be  done  with  a  cell  using  zinc 
as  the  dissolved  metal  is  to  get  one  horse-power-hour* 
per  pound  of  zinc. 

There  are  inevitable  wastes  which  prevent  us  doing 
as  well  as  that,  so  with  coal  at  %  cent  a  pound  and  zinc 
at  1 6  cents  it  is  evident  that  the  primary  battery  will 
only  be  used  when  circumstances  force  us  to  use  it. 

One  great  waste  is  Local  Action: 

Local  Action.  Commercial  zinc  or  spelter  contains 
small  particles  of  carbon  and  iron  which  with  the  zinc 
they  are  imbedded  in  form  small  local  cells  producing 
electricity  where  it  cannot  be  gotten  at  for  use,  and  the 
zinc  is  continuously  dissolved  whether  the  cell  is  on 
open  or  closed  circuit.  In  the  sal  ammoniac  batteries 
sometimes  the  change  in  the  strength  of  the  solution 
will  cause  the  zinc  to  be  eaten  through  at  or  very  near 
the  surface  of  the  solution. 

The  remedy  for  this  is 

Amalgamation,  Mercury  forms  a  soft  paste  or  amal- 
gam with  all  the  metals  except  iron,  and  will  not  dis- 
solve carbon.  Advantage  is  taken  of  this  fact  and  local 
action  is  prevented  by  cleaning  the  zinc  with  sand  paper, 
washing  with  dilute  sulphuric  acid,  and  while  wet  rub- 
bing on  mercury  (quicksilver)  with  an  old  brush  oi*  a 
rag  tied  to  a  stick.  N.  B.  Mercury  is  a  poison.  The 
zinc  becomes  bright,  covered  with  a  layer  of  zinc- 
mercury  amalgam;  and  the  particles  of  iron  and  carbon 
are  merely  covered  up  and  protected  from  the  acid, 
which  cannot  corrode  the  mercury.     During  the  action 


*  An  horse-power  hour  is   the  work  done  by  a  one  Vvoxs^- 
power  engine  running  at  full  load  for  an  Vvovlt',  o^  ^^  ^^cy'tV 
done  by  a  lo  H.  P,  engine  running  at  hall  \o2Ld  iox  oxv^-'tAOa  o^ 
an  hour,  etc 
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of  the  cell  the  zinc  dissolves  out,  and  the  mercury  eats 
its  way  into  the  zinc,  reforming  the  amalgam.  When 
the  zinc  around  the  particles  is  eaten  away  they  fall  out 
to  the  bottom  of  the  battery  jar  and  do  no  harm. 
Zincs  for  batteries  are  sometimes  cast  with  5%  of  mer- 
cury in  them.  When  the  zinc  is  in  a  porous  cup  it  is  a 
good  thing  to  pour  a  tablespoonful  of  mercury  into  the 
cup  and  then  set  the  amalgamated  zinc  in.  With  all  the 
precautions  that  can  be  taken  about  3%  of  the  zinc 
put  in  the  cell  is  wasted  in  local  action. 


CATECHISM   TO   LESSON    I5. 

1.  What  is  an  open  circuit  cell? 

2.  What  is  a  closed  circuit  cell? 

3.  What  is  polarization? 

4.  What  means  are  used  to  prevent  polarization? 

5.  What  ways  are  there  of  curing  polarization? 

6.  What  two  materials  of  ordinary  cost  make  the 
best  cell? 

7.  How  good  a  cell  would  zinc  and  iron  in  sal  am- 
moniac make? 

8.  Would  the  results  of  a  zinc  silver  combination 
in  sulphuric  acid  give  results  worth  the  cost? 

9.  What  is  the  name  of  the  wet  end  of  the  zinc 
element  ?    The  dry  end  ? 

10.  What  is  the  name  of  the  wet  end  of  the  copper 
or  carbon  element?    The  dry  end? 

11.  Why  would  not  a  zinc-copper  cell  made  like  a 
Law  cell  operate? 

12.  What  cells  would  work  well  on  a  signal  circuit 
closed  98%  of  the  time? 
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13.  What  cell  would  work  well  on  the  motor  of  a 
signal,  current  closed  1%  of  the  time? 

14.  What  IS  Local  Action? 

15.  W^hat  is  amalgamation  of  zinc? 

16.  How  are  zincs  amalgamated? 

17.  What  is  a  hydrometer? 


LESSON  i6. 

Storage  Batteries. 

The  storage  cell  is  rapidly  pushing  the  primary  bat- 
tery aside  in  signal  and  fire  alarm  work  on  account  of : 
(i)     Its  high  voltage.  , 

(2)  Its  great  current  capacity. 

(3)  The  lowering  of  total  battery  expense  if  used  for 
several  years. 

(4)  Its  steadiness  of  action. 

Storage  cells  are  used  in  train  lighting  to  furnish  light 
when  train  is  not  in  motion  and  to  steady  the  supply  of 
current. 

They  are  used  in  some  cases  to  furnish  the  power  to 
operate  switches  on  locomotives  and  motor  cars. 

In  power  houses  they  offer  a  reserve  supply  of  power 
and  act  as  a  steadier  of  the  load  on  the  generators. 

The  simplest  storage  cell  would  be  two  strips  of  lead 
immersed  in  dilute  sulphuric  acid.  When  current  is  sent 
through  them  one  plate  turns  a  dark  brown  color  and 
the  other  a  grey  color.  After  an  hour's  passage  of  cur- 
rent reverse  the  connection  and  charge  the  other  way. 
The  plates  will  change  color — the  grey  one  becoming 
brown  and  the  other  one  grey. 

If  this  charging  first  in  one  direction  and  then  in  the 

other  be  kept  up,  you  will  notice  that  after  each  reversal 

of  the  current  through  the  cell  the  acid  is  quiet  but  soon 

begins  to  gas  or  boil.     This  is  the  signal  to  reverse  the 

current  as  the  cell  is  charged. 
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When  the  cell  takes  several  hours  to  gas  it  is  in  condi- 
tion to  use. 

After  one  of  the  reversals  continue  to  charge  until  cell 
has  gassed  about  fifteen  miniites.  Remove  the  charging 
wires  and  connect  to  anything  you  wish  to  run.  About 
70%  of  the  power  you  put  into  the  cell  can  now  be  taken 
out. 


Fig.  121.     Lead  Grid. 


You  may  now  use  this  as  a  storage  cell,  charging  it  up 
till  it  gasses  and  then  using  the  accumulated  electricity  as 
you  please. 

You  always  lose  30%  but  you  have  the  advantages  of 
portability  and  ability  to  work  when  engines  are  shut 
down. 

In  time  you  will  notice  that  the  lead  plates  become 
spongy  and  should  the  cell  be  used  long  enough  ihe  plates 
will  finally  crumble  and  break.  You  will  notice  that  the 
more  spongy  the  plates  become  the  greater  a  charge  they 
are  capable  of  holding. 

In  fact,  just  before  your  battery  goes  to  \i\ete%  v''-?.  «^- 
pacify-  is  the  greatest. 
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To  make  a  commercially  practical  cell  we  would  pro- 
ceed thus: 

The  lead  plates  would  be  replaced  by  grids  as  shown  in 
Fig.  121  or  by  grooved  plates  as  in  Fig.  122. 

Litharge  and  sulphuric  acid  is  mixed  to  a  stiff  paste 
and  the  grids  or  grooved  plates  plastered  with  the  paste 
and  stood  up  to  dry.    This  makes  a  negative  plate. 


rt==^ 


Using  a  paste  of  red  lead  and  sulphuric  acid  the  posi- 
tive plates  are  formed  in  the  same  way. 

The  objection  to  a  storage  cell  using  these  plates  is 

that  after  very  little  use  they  go  to  pieces.    The  changing 

ol  the  red  lead  to  the  brown  oxide,  and  the  changing  of 

^/re  litharge  to  spongy  lead  is  accompanwd  b'j  a  swelling 
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and  shrinking  of  the  material.  This  loosens  up  the 
pasted  mass  and  it  begins  to  fall  out. 

Most  of  the  ingenuity  of  inventors  has  been  concen- 
trated on  making  plates  which  would  hold  the  active  ma- 
ite rials  firmly  and  continually. 

PerOaps  one  of  the  best  lead-lead  (i,  e.  lead  for  both 
plates)  is  the  Electric  Storage  Battery  Company's  Chlor- 
ide Cell. 


This  cell  is  shown  in  Fig.  123.  Its  method  of  manufac- 
ture is  interesting  and  is  practically  as  follows : 

The  first  thing  is  to  get  finely  divided  lead  which  is 
made  by  directing  a  blast  of  air  against  a  stream  of  the 
molten  metal,  producing  a  spray  of  lead  which  upon  cool- 
ing falls  as  a  powder.    This  powder  is  dissolved  m  wAxVt     . 
acid  and  precipitated*  as  lead  chloride  otv  ftve  a^idAcrcv  cA.  ' 
'Turned  back  to  a  aoUd. 
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hydrochloric  acid.   This  chloride  washed  and  dried  forms 
the  basis  of  the  material  which  afterwards  becomes  active 
in  the  negative  plate.     The  lead  chloride  is  mixed  with 
zinc  chloride,  and  melted  in  crucibles,  then  cast  into  small 
blocks  or  tablets  about  J4  inch  square  and  of  the  thickness 
of  the  negative  plate,  which  according  to  the  size  of  the 
battery  varies  from  %  inch  to  5/16  inch.    These  tablets 
are  then  put  in  molds  and  held  in  place  by  pins,  so  that 
they  clear  each  other  0.2  inch  and  are  at  the  same  dis- 
tance from  the  edges  of  the  mold.     Molten  lead  is  then 
forced  into  the  mold  under  about  seventy-five  pounds 
pressure,  completely  filling  the  space  between  the  tab- 
lets.     The   result   is   a   solid    lead   grid   holding   small 
squares  of  active  material.     The  lead  chloride  is  then 
reduced  by  stacking  the  plates  in  a  tank  containing  a 
dilute  solution  of  zinc  chloride,  slabs  of  zinc  being  al- 
ternated with  them.     The  assemblage  of  plates  consti- 
tutes a  short-circuited  cell,  the  lead  chloride  being  re- 
duced to  metallic  lead.    The  plates  are  then  thoroughly 
washed  to  remove  all  traces  of  zinc  chloride. 

A  later  form  of  negative  plate  consists  of  a  "pocketed'* 
grid,  the  opening  being  filled  with  a  litharge  paste ;  this 
is  then  covered  with  perforated  lead  sheets,  which  are 
soldered  to  the  grid.  The  positive  plate  is  a  firm  grid. 
composed  of  lead  alloyed  with  about  5%  of  antimony, 
about  7/16  inch  thick,  with  circular  holes  25/32  inch 
in  diameter,  staggered  so  that  the  nearest  points  are 
.2  inch  apart.  Corrugated  lead  ribbons  25/32  inch  wide 
are  then  rolled  into  close  spirals  of  25/32  inch  in  diam- 
eter, which  are  forced  into  the  circular  holes  of  the 
plate.  By  electrochemical  action  these  spirals  are  formed 
into  active  material,  the  process  requiring  about  thirty 
hours;  at  the  same  time  the  spirals  expand  so  that  they 
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fit  still  more  closely  in  the  grids.     This  form  of  posi- 
tive is  known  as  the  Manchester  Plate. 

In  setting  up  the  cells  the  plates  are  separated  from 
each  other  by  special  cherry  wood  partitions,  the  per- 
forations being  connected  by  vertical  grooves  to  facili- 
tate the  rising  of  the  gases.  Sometimes  glass  rods  are 
used  as  separators- 
There  are  ten  sizes  of  cell,  the  smallest  containing 
three  plates  3  by  3  inches,  and  the  largest  having  seventy- 
five  plates  IS'A  by  30^  inches,  ranging  in  capacity  from 
5  to   12,000  ampere-hours,  and  in  weight  from  5J4  to 


Fis.  124.     Lead-Ztnc  Storase  Battery. 

53oo  lbs.  The  smaller  sizes  are  provided  with  either 
rubber  or  glass  jars,  and  the  larger  one  with  lead-lined 
tanks. 

In  the  lead-lead  cells  the  negative  plates  deteriorate 
in  capacity,  while  the  positive  plates  increase  in  capacity, 
with  continued  use. 

To  even  things  up  the  two  end  plates  are  made,  "^t^ji.- 
tive  and  tbe^  then  alternate,  thus  giving  out  -mnt^  ■n.^%*.- 
ti've  plate  per  cell. 
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A  lead-zinc  cell  is  made  by  the  United  States  Battery 
Co.     It  is  shown  in  Fig.  124. 

The  positive  plate  is  of  perforated  lead  sheets  riveted 
together  with  lead  rivets  and  formed  by  the  slow  proc- 
ess of  charging  and  reversal  as  described  in  first  part 
of  lesson.  The  negative, element  is  a  zinc  amalgam  which 
swells  up  when  charged. 

This  amalgam  lies  on  bottom  of  jar  while  the  lead 
element  hangs  over  it. 

The  pressure  given  by  these  cells  is  a  little  higher 
than  a  lead-lead  cell  and  they  weigh  less  for  the  same 
capacity.  For  signal  work  they  are  excellent,  while  for 
reserve  power  use  the  lead-lead  cell  is  preferred  as  being 
better  under  such  severe  *cond  it  ions. 

The  Edison  Cell  uses  grids  of  nickel  plated  iron,  the 
grids  being  filled  with  small  nickel  plated  steel  boxes 
which  are  perforated  with  very  small  holes. 

The  boxes  in  positive  plate  are  filled  with  oxide  of 
nickel  and  pulverized  carbon,  the  negative  boxes  being 
filled  with  oxide  of  iron  and  pulverized  carbon. 

The  carbon  in  each  case  is  merely  to  render  material 
a  better   conductor. 

A  20%  solution  of  caustic  potash  is  used  in  a  nickel 
plated   steel  vessel. 

The  advantage  of  this  cell  is  its  lightness  and  ability 
to  stand  the  most  reckless  abuse.  For  railway  work  it  is 
no  better  than  any  other  cell  and  its  price  puts  it  out  of 
consideration. 
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Catechism. 

Question  i.     What  is  a  storage  battery? 

Answer.  It  is  a  cell  somewhat  resembling  a  primary 
cell,  used  to  store  electricity. 

Question  2.  Does  the  cell  produce  electricity  or  sim- 
ply store  it? 

Answer.  The  chemicals  in  the  cell  are  not  normally 
capable  of  producing  electricity  but  by  treating  them 
with  electric  current  for  some  hours  they  become  changed 
so  that  they  can  produce  electricity  like  a  primary  cell. 

In  fact  we  might  say  that  a  storage  battei:y  is  a  pri- 
mary cell  which,  when  exhausted,  is  restored  to  its 
original  power  by  application  of  electric  current  which 
renews,  the  chemicals,  whereas  in  the  ordinary  primary 
cell  we  have  to  buy  new  chemicals.  The  gravity  cell 
can  be  renewed  a  few  times  by  passage  of  current,  but 
soon  gets  in  a  condition  where  purchase  of  fresh  chemi- 
cals is  absolutely  necessary. 

Question  3.  Of  what  maiterial  is  the  positive  plate 
made? 

Anszver.  Red  lead  is  the  real  plate,  but  it  is  supported 
by  a  lead  grid. 

Question  4.  What  material  is  used  for  the  negative 
plate  ? 

Answer.  Spongy  lead  or  litharge,  held  in  a  lead  grid. 
Zinc  in  form  of  amalgam  lying  on  a  copper  plate. 

Question  5.     What  fluid  is  used  in  jars? 

Answer.     Dilute  sulphuric  acid. 
Ouesfion  6.     What  is  sulphuric  add"? 
Answer.     It  is  an  oily  liquid  eit\\eT  co\oi\e^^s  ox  ^nx'Cc^ 
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a  very  faint  yellow  tinge:  It  is  sold  in  carboys*  as 
Oil  of  Vitriol  and  should  test  by  hydrometer  (Lesson 
15)  to  1.842  specific  gravity  or  66  degrees  Baume. 

To  avoid  the  constant  use  of  the  decimal  point  battery 
attendants  call  the  strong  acid  1842  acid  and  call  water 
1000  specific  gravity. 

Question  7.     What  is  dilute  acid  ? 

Answer.  It  is  acid  of  1842  strength  mixed  with  pure 
water.  To  make  1200  acid  take  i  measure  of  acid  and 
pour  into  3  measures  of  water.  For  1400  acid  take  i 
measure  acid  and  pour  into  an  equal  quantity  of  water. 
1200  acid  is  most  used  and  corresponds  to  25°  Baume. 

Question  8.     Is  pure  water  necessary? 

Anszver,  For  best  results,  yes.  Distilled  water  is  not 
so  very  expensive  to  make  and  it  pays.  Half  of  the 
battery  troubles  are  caused  by  filling  up  cells  with  any 
clean  water  that  is  handy. 

Even  clean  water  contains  chemicals  that  should  not 
get  into  the  storage  battery. 

Question  9.  Should  the  diluted  acid  be  cooled  before 
putting  in  cells? 

Answer,  It  should  be  thoroughly  cooled.  Acid  should 
always  be  diluted  the  day  before  you  intend  to  use  it. 
The  specific  gravity  should  be  taken  after  acid  has  cooled 
ait  least  twelve  hours. 

Question  10.  Does  it  make  any  difference  whether 
1200  or  1400  acid  is  used? 

Answer.  Yes.  Acid  from  11 50  to  1230  is  generally 
used.  The  stronger  the  acid  the  greater  the  capacity 
of  the  battery  and  the  more  liable  it  is  to  get  the  disease 
of  Sulphate. 

^Carboys  are  large  glass  bottles  several  ieet  "Vn^"^  «^^^  «XscyoX.  ^^* 
same  diameter.     They  are  securely  boxed  to  pTeNeiia\.\>ic«8CiB:vc\%. 
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Question  ii.  Why  is  it  that  the  acid  tested  in  cells 
is  sometimes  so  high? 

Answer.  The  acid  is  weakest  when  cell  is  discharged 
and  strongest  when  cell  is  charged.  This  is  because 
the  acid  goes  in  and  out  of  the  plates  on  discharge  and 
charge. 

Question  12.  What  is  meant  by  a  180  ampere-hour 
cell? 

Answer,  It  means  that  the  cell  in  question  will  g^ve 
I  ampere  for  180  hours,  if  it  has  been  fully  and  prop- 
erly charged.  It  might  give  30  amperes  tor  6  hours  if 
it  was  designed  for  allowing  the  flow  of  such  a  cur- 
rent. 

It  certainly  would  not  give  180  amperes  for  i  hour 
as  the  heat  generated  would  buckle  the  plates  and  ruin 
the  battery  before  the  end  of  the  hour. 

Question  13.    What  is  the  normal  rate  of  a  battery? 

Answer.  As  batteries  are  usually  made  we  may  draw 
I  ampere  from  every  10  square  inches  of  positive  plate, 
counting  both  sides,  without  over  heating. 

A  cell  of  5  positives  and  4  negatives,  has  plates  5x7 
inches.  What  current  is  it  safe  to  draw  ?  7x5=35=one 
side  of  a  plate.  Both  sides  70  sq.  in.  5  plates  gives  350 
sq.  in.  Dividing  by  10  gives  35  as  safe  current.  This 
is  called  the  normal  rate.  In  actual  practice  we  usually 
discharge  at  about  normal  rate  and  hurry  the  charge  by 
exceeding  the  normal  rate. 

Question  14.    What  harm  does  this  do? 

Answer.  Wastes  money.  It  costs  more  to  put  in  180 
A  H  (ampere  hours)  quickly  than  it  does,  slowly. 

Question  15.    What  is  an  8  hour  rate? 

Ansiver.  It  means  taking  8  hours  to  charge  or  dis- 
charge the  battery.    If  battery  is  worked  twice  as  hard  it 
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will  charge  or  discharge  in  half  the  time  or  at  a  4  hour 
rate. 

Question  16.  What  precaution  should  be  taken  in  a 
battery  room? 

Answer.  The  room  must  be  dry  and  well  ventilated 
to  get  rid  of  the  acid  fumes.  Walls  and  floors  should 
be  of  enameled  brick  and  ceiling  of  white  cement.  Win- 
dows should  be  white-washed  on  outside  or  of  ground 
glass  to  prevent  sun  shining  on  cells  and  heating  them. 

The  benches  cells  stand  on  should  be  soaked  in  paraffin. 
The  cells  should  stand  on  insulators. 

Question  17.    How  are  signal  batteries  installed? 

Answer.  In  wells  like  Fig.  125  when  there  are  many. 
These  wells  are  of  sheet  steel  and  concrete,  and  are 
about  10  feet  high.  They  are  heated  when  necessary  by 
small  oil  stoves  or  by  being  packed  over  the  top  with 
manure. 

When  only  two  or  three  cells  are  used  the  battery 
chute  of  Fig»  126  is  installed.  The  chute  is  of  iron 
pipe  and  goes  down  below  the  frost  line.  The  cells  are 
hauled  up  by  the  rope  for  renewal  or  charging. 

Question  18.     Of  what  material  are  battery  jars  made  ? 

Answer.  Glass,  hard  rubber,  celluloid,  wood  with 
sheet  lead  lining. 

Small  cells  usually  have  glass  jars  as  in  Fig.  127, 
Large  cells  have  the  lead  lined  wooden  tank  as  in  Fig. 
128.  Hard  rubber  and  celluloid  are  expensive.  Neither 
is  transparent. 

Question  19.    How  should  cells  be  put  in  service? 

Answer.     As  soon  as  electrolyte  (acid)  is  put  in  the 

cell   it   should   be   charged   with   orve-\.\v\T^  \\.'5>  ^vo^vcv-aiv 

rate  for  4  hours,  then  increase  to  tvotiirvaX  T^\fc  ^\\^  ^^"^ 

tj'ntie  20  hours.    Cells  will  now  be  up  to  2,h  no\\s  ^-^^ 
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Drop  back  to  one-quarter  normal  rate.  The  voltage  of 
each  cell  will  drop  a  little.  Continue  charging  up  to 
2.6  volts  again. 


Question  20.     How  should  cells  in  service  be  treated? 

-^ivszc^r.     Never  discharge  below  1.7  volts  and  1.8  is 

better.     Charge  up  to  2.5  volts  usuaWv  a,\.  'Roiroai  Tate. 
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Once  a  week  give  a  charge  at  one-third  normal  rate 
till  cells  read  2.6  volts. 

Never  let  them  stand  idle  with  less  than  30%  of  their 
capacity  in  them.  The  fuller  a  cell  the  safer  it  is  when 
idle.  When  cells  are  idle  charge  up  to  boiling  once  a 
week. 


Storase  Battery   Id   Lead   Lined   Woodea  Taak.      Tank   Reati 


Do  not  habituall}-  overcharge  cells ;  it  is  a  waste  of 
money. 

The  cell  is  charged  when  the  specific  gravity  of  elec- 
trolyte is  about  0,025  higher  than  when  discharjjed. 

Rubbles  of  gas  are  given  off  freely  when  cell  is  fully 
charged,  because  material  of  plate  is  no  Votv?,?^':  ■sWv«.  ^a 
take  up  the  oxygen  and  hydrogeti  wVv\c\\  leTxii  lo  ^*  ^ 
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free  by  the  electrolysis;*  these  bubbles  give  the  elec- 
trolyte the  appearance  of  boiling,  and  often  they  are  so 
fine  that  the  liquid  looks  almost  milky-white,  particu- 
larly in  a  cell  which  has  not  been  very  long  in  use. 

The  color  of  the  positive  plates  Varies  from  a  light 
brown  on  active  parts  to  a  chocolate  color  when  fully 
charged,  and  to  nearly  black  when  overcharged.  The 
negatives  vary  from  pale  to  dark  slate  color,  but  they 
always  differ  in  color  from  the  positives.  This  indica- 
tion of  the  amount  of  charge  is  learned  by  experience, 
but  is  quite  definite  after  one  becomes  familiar  with  a 
particular  battery. 

Do  not  discharge  too  rapidly,  it  wastes  money.  A  cell 
whose  normal  rate  of  discharge  is  loo  amperes  for  8 
hours,  can  be  discharged  at  the  rate  of  400  amperes  in 
one  hour,  but  never  at  the  rate  of  400  amperes  for  2 
hours.  You  see  the  rapid  discharge  is  inefficient  and 
you  only .  get  half  as  much  energy  out  of  cell  as  you 
could  have  obtained  at  a  slower  rate. 

Question  21,  Do  storage  batteries  wear  out  or  de- 
preciate ? 

Answer.  Yes,  it  will  take  10%  of  the  cost  of  a 
battery  every  year  to  keep  it  in  repair. 

Question  22.  How  should  a  battery  be  put  out  of 
commission  or  laid  up? 

Answer.  If,  for  any  reason,  the  battery  is  to  be  but 
occasionally  used,  or  the  discharge  is  to  be  at  a  very 
low  rate,  a  weekly  freshening  charge  to  full  capacity  at 
normal  rate  should  be  given.  It  sometimes  happens  that 
a  storage  battery  is  put  out  of  commission  for  a  long 
period.  In  such  cases  the  procedure  is  as  follows: 
^irst  the  battery  is  given  a  complete  charge  at  normal 

*Lesson   17. 
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rate,  then  the  electrolyte  is  siphoned  off  into  carefully 
cleaned  carboys  (as  it  may  be  used  again),  and  as  each 
cell  is  emptied  it  is  immediately  refilled  with  pure  water. 
When  the  acid  has  been  drawn  from  all  cells  and  re- 
placed with  water,  the  battery  is  discharged  until  the 
voltage  falls  to  or  below  one  volt  per  cell  at  normal  cur- 
rent ;  when  this  point  has  been  reached  the  water  should 
be  drawn  off.  In  this  condition  the  battery  may  stand 
without  further  attention  until  it  is  again  put  into  service, 
which  is  accomplished  in  the  same  manner  as  when  the 
battery  was  originally  started.  If  during  the  discharge, 
when  the  water  has  replaced  the  electrolyte,  the  battery 
shows  a  tendency  to  get  hot  (loo  F.)  colder  water  should 
be  added. 

•     Question  23.     What  troubles  occur  in  batteries  and 
what  are  their  remedies? 

Answer,  The  most  serious  troubles  which  occur  in 
storage  batteries  are  sulphating,  buckling,  disintegration, 
and  short-circuiting  of  the  plates.  These  can  usually 
be  avoided,  or  cured  by  proper  treatment  if  they  have 
not  gone  too  far. 

SULPHATING.— The  normal  chemical  reaction 
which  takes  place  in  storage  batteries  is  supposed  to 
produce  lead  sulphate  on  both  plates  when  they  are  dis- 
charged, their  color  being  usually  light  brown  and  gray, 
due  to  the  presence  of  lead  oxide,  on  the  positive  plate. 
But  under  certain  circumstances  a  whitish  scale  forms 
on  the  plates.  Plates  thus  coated  are  said  to  be  "sul- 
phated."  This  term  is,  however,  somewhat  ambiguous, 
the  formation  of  a  certain  portion  of  ordinary  lead 
sulphate  being  perfectly  legitimate,  but  tVv^  ^ox^  V-^^ 
acquired  a  special  significance  in  this  comv^cXlvoxv.  K.  ^•^^s 
Is  inactive,  and  practically  incapable  oi  Witv^  cJcNa."^^^ 
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when  covered  with  this  white  sulphate,  as  it  is  a  non- 
conductor. 

The  conditions  under  which  this  objectional  sulphat- 
ing  is  likely  to  occur  are  as  follows: 

(a)  A  storage  battery  may  be  left  discharged  for 
some  time,  even  though  the  limits  have  not  been  ex- 
ceeded. 

(b)  A  storage  battery  may  be  overdischarged,  that  is, 
run  below  the  limits  of  voltage  specified,  and  left  in  that 
condition  for  several  hours. 

(c)  The  electrolyte  may  be  too  strong. 

(d)  The  electrolyte  may  be  too  hot  (above  125  F.). 

(e)  A  short  circuit  may  cause  "sulphating''  because 
the  cell  becomes  discharged  (on  open  circuit)  and  dur- 
ing charging  it  receives  only  a  low  charge  compared 
with  the  other  cells  of  the  series.  A  battery  may  be- 
come overdischarged  or  remain  discharged  a  long  time 
on  account  of  leakage  of  current  due  to  defective  insu- 
lation of  the  cells  or  circuit,  or  the  plates  may  become 
short-circuited  by  particles  of  the  active  or  foreign  sub- 
stances falling  between  them. 

(f)  By  charging  at  a  very  low  rate,  for  example, 
one-thirtieth  of  normal. 

Sulphating  may  be  removed  by  carefully  scraping  the 
plates.    The  faulty  cells  should  then  be  charged  at  a  low 
rate  (about  one-half  normal)  for  a  long  period.    In  this 
way,  by  fully  charging  and  only  partially  discharging 
the  cells  to  about  1.9  volts  at  the  8-hour  rate,   for  a 
number  of  times  the  unhealthy  sulphate  is  gradually  elim- 
inated.    When  the  cells  are  only  slightly  sulphated,  the 
latter  treatment  is  sufficient  without  scraping ;.  but  with 
^e//^  t/jat  are  very  badly  sulphated,  l\\e  dcvsit^e  %\vovX4  \i^ 
'  ^^^^t  one-quarter  the  normal  rate  ior  l\vtee  A^.-^^. 
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Adding  to  the  electrolyte  a  small  quantity  of  sodium 
sulphate,  or  carbonate,*  which  later  is  immediately  con- 
verted into  sodium  sulphate,  tends  to  hasten  the  cure  of 
sulphated  plates  by  decomposing  or  dissolving  the  white 
sulphate.  This  is  not  often  used,  as  a  cell  should  be 
emptied,  thoroughly  washed,  and  fresh  electrolyte  added 
before  the  cell  can  be  used  again. 

Sulphating  not  only  reduces  the  capacity  of  lead  stor- 
age batteries,  but  also  uses  up  the  active  material  by 
forming  a  scale  which  falls  off  or  has  to  be  removed. 
It  also  produces  the  following  trouble: 

BUCKLING,  or  warping  of  a  plate,  may  be  caused  by 
too  great  expansion  of  the  active  material,  which  strains 
the  ribs  of  the  containing  grid:  or  by  uneven  action  on 
the  two  surfaces ;  for  example,  a  patch  of  white  sulphate 
on  one  side  of  a  plate  will  prevent  the  action  from  tak- 
ing place  there,  so  that  the  expansion  and  contraction 
of  the  active  material  on  the  other  side,  which  occurs 
in  normal  working,  will  cause  the  plate  to  buckle.  This 
might  be  so  serious  that  it  would  be  impossible  to 
straighten  the  plate  without  breaking  or  cracking  it; 
but,  if  taken  in  time,  it  may  be  accomplished  by  placing 
the  warped  plate  between  boards,  and  subjecting  it  to 
pressure  in  a  screw  or  lever  press.  Striking  the  plate 
is  objectionable,  because  it  cracks  or  loosens  the  active 
material;  but,  if  it  should  be  necessary  to  straighten  a 
plate  when  no  press  is  available,  a  wooden  mallet  may  be 
used  very  careftrtly,  with  flat  boards  laid  under  and  over 
the  plate.  Buckling  is  caused  by  an  excessive  rate  of 
charging  or  discharging,  as  well  as  by  sulphating. 

DISINTEGRATION.— Some  of  the  material  m^N  \^^- 
come  loosened  or  entirely  separated  iiottv  >i5[v^  ^^\.^%>  "^^ 

*SalsodB;  common  washing  socla. 
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a  result  of  various  causes.  The  chief  of  these  is  sulphat- 
ing,  which  forms  scales  or  blisters  that  are  likely  to 
fall  off,  thus  gradually  reducing  the  amount  of  active 
material  and  the  capacity  of  the  cell.  Buckling  also  tends 
to  disintegrate  the  plates.  Contraction  and  expansion  of 
the  active  material  may  take  place  in  normal  working, 
and  are  increased  by  excessive  rates  or  limits  of  charg- 
ing and  discharging.  This  constitutes  another  cause  of 
disintegration,  particularly  in  plates  of  the  Faure  type, 
containing  plugs  or  pellets  of  lead  parts.  The  fragments 
which  fall  from  the  plates  not  only  involve  a  loss  of 
active  material,  but  are  also  likely  to  extend  across  or 
gather  between  the  plates  and  cause  a  short  circuit. 

The  positive  plates  are  far  more  susceptible  to  and 
injured  by  these  troubles  than  the  negatives.  The  former 
are  also  more  expensive  to  make,  therefore  it  is  to  them 
that  special  attention  should  be  directed  in  the  manage- 
ment of  storage  batteries. 

.  SHORT-CIRCUITING  may  be  caused  by  conditions 
previously  stated,  and  also  by  the  collection  of  sediment 
at  the  bottom  of  the  containing  well.  The  short-cir- 
cuiting caused  by  the  dropping  in  of  foreign  matter,  or 
bridging  by  the  active  materials,  is  prevented  by  the 
use  of  glass,  rubber,  or  wooden  separators.  The  short- 
circuiting  of  plates  by  the  formation  of  sediment  is  pre- 
vented, or  the  chances  of  it  are  decreased,  by  raising 
the  plates  so  that  they  clear  the  bottom  of  the  contain- 
ing cell.  In  small  batteries  this  clearance  is  about  an 
inch ;  in  large  cells  it  is  considerable,  being  about  6  inches, 
and  on  account  of  the  weight  of  large-sized  plates  they 
are  supported  at  the  bottom  by  glass  frames  running 
lengthwise  through  the  cell. 
The  sediment  should  be  watcVied  C2LTei>3L\\^ ,  ^xv^  ^\ve«ci 
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it  reaches  a  depth  of  an  inch  or  more  at  the  center  of  the 
cells  it  should  be  removed.  The  usual  method  is  to  take 
out  the  plates,  syphon  the  electrolyte  off  carefully,  and 
then  flush  out  the  tanks  until  all  the  sediment  is  re- 
moved. If  syphoning  cannot  be  resorted  to,  a  pump  may 
be  used,  either  of  glass  or  of  the  bronze  rotary  type. 

TROUBLES  FROM  ACID  SPRAY.— A  battery  will 
give  off  occasional  bubbles  of  the  gas  at  almost  any  time ; 
but  when  nearly  charged  the  evolution  becomes  more  rap- 
id. These  bubbles,  as  they  break  at  the  surface,  throw 
minute  particles  of  acid  into  the  air,  forming  a  fine  spray 
which  floats  about.  This  spray  not  only  corrodes  the 
metallic  connections  and  fittings  in  the  battery  room, 
but  is  also  very  irritating  to  the  throat  and  lungs,  caus- 
ing an  extremely  disagreeable  cough.  Glass  covers  are 
sometimes  placed  over  cells  to  prevent  the  escape  of 
fumes,  but  this  is  not  advisable  as  the  glass  becomes 
moist  and  will  collect  dust,  thus  forming  a  conducting 
surface  over  the  battery. 

Attempts  have  been  made  to  do  away  with  the  spray 
by  having  an  oil  film  over  the  electrolyte,  btut  this  inter- 
feres with  the  use  of  hydrometers,  and  sticks  to  the  sur- 
face of  the  plates  when  they  are  removed,  thus  increasing 
the  resistance  when  they  are  replaced.  Another  plan 
consists  in  spreading  a  layer  of  finely  granulated  cork 
over  the  surface  of  the  liquid,  but  while  this  does  not 
interfere  with  the  hydrometer,  it  makes  the  cell  look 
dirty.  The  general  practice  is  to  depend  almost  entirely 
upon  ventilation  to  get  rid  of  the  acid  fumes,  in  fact, 
even  forced  ventilation  is  used.  A  blower  forces  fresh 
air  into  the  room,  which  is  provided  with  a  free  ex- 
haust. In  connecting  up  the  cells,  it  \s  adV\s^\^  \.c>  >as.^ 
lead-covereJ  copper  cables,  as  this  coveiitv^  pTO\iw:\s»  ^ 
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copper,  and  prevents  the  formation  of  copper  salts  which 
might  drop  into  the  cell  and  contaminate  the  electro- 
lyte. 

THE  PURITY  OF  THE  ELECTROLYTE  is  very 
important,  and  great  care  should  be  taken  to  insure  it. 
The  electrolyte  may  have  nitric  acid  present  when 
"formed"  (Plante)  plates  are  used,  and  some  chlorine, 
when  "Chloride"  negatives  are  used.  In  addition,  iron 
may  be  present  due  to  the  water  or  acid,  if  the  sulphuric 
acid  is  made  from  iron  pyrites ;  it  may  also  be  present, 
owing  to  the  corrosion  of  iron  fittings  near  the  cells, 
some  of  the  scale  falling  into  the  electrolyte.  Similarly 
the  copper  salt  formed  from  the  connections  by  cor- 
rosive action  may  fall  into  the  cell.  Mercury  may  also 
be  present  due  to  the  breakage  of  hydrometers  or 
thermometers.  Other  foreign  substance  might  be  present, 
but  those  named  are  the  most  harmful. 

Nitric  acid,  even  in  exceedingly  small  quantities,  causes 
disintegration,  as  the  supporting  metal  grid  of  the  plate 
is  destroyed. 

Chlorine  has  a  similar  effect. 

Iron,  mercury,  and  copper  produce  local  action,  and 
thus  decrease  the  efficiency  and  ultimately  the  life  of  the 
cell. 

The  electrolyte  should  be  tested  about  once  a  week  for 
these  impurities,  and  if  any  of  them  are  present,  it  should 
be  drawn  off  and  renewed.  When  nitric  acid  is  found, 
it  is  advisable  to  flush  the  cell  with  pure  water. 

Question  24.     How  are  batteries  connected  to  line? 

Answer,    Usually  they  are  "floated"  on  line,  meaning- 

that  the  battery  is  always  connected  and  charged  when 

/03d  is  light  and.  discharged  when  load  is  heavy.     This 

S'j'ves  the  battery  the  least  possible  work  lo  &o  ^xvi  keeps 
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it  well  charged  at  all  times.  Fig.  129  shows  this. 
Switches  are  provided  to  cut  off  battery  or  to  cut  off 
dynamo  and  let  battery  run  the  lights.  Usually  both 
switches  are  closed  as  shown. 

Question  25.    What  is  end  cell  regulation? 

Answer.  If  700  volts  are  wanted  at  station  300  cells 
would  give  750  volts  when  fully  charged  and  510  volts 
when  at  their  lowest  safe  limit. 
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Fis.  129.   Diagram  of  Connections  for  a  Storage  Battery  to  Float  on  Line. 


If  280  cells  were  connected  permanently  and  130  extra 
cells  arranged  so  as  to  be  cut  in  at  the  end  of  the  string 
of  300  cells  a  few  at  a  time,  then  when  cells  were  down 
to  1.7  volts  we  would  have  410  in  service  and  have  full 
voltage. 

Question  26.     What  is  booster  regulation  ? 

Anszver.    A  booster  is  a  dynamo  whose  field  magnets 
are  excited  by  the  current  going  out  to  the  lines.    Hence 
when  the  battery  is  being  worked  the  hardest  the  booster 
dynamo  furnishes  the  highest  voltage  wVvicVv  \%  ^^^^^  ^^ 
that  of  the  battery. 
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As  the  battery  voltage  drops  the  attendant  regulates  the 
field  rheostat  of  the  booster  so  as  to  add  enough  voltage 
to  keep  the  combined  voltage  up  to  the  regular  voltage. 

Question  27.  Are  batteries  much  used  in  railroad 
work? 

Anszver.  Yes.  Every  electrically  lighted  train  has  a 
storage  battery  to  run  things  when  the  train  is  still. 

Many  motor  cars  have  storage  batteries  to  operate  the 
controlling  devices. 

Power  houses  have  batteries  to  run  things  in  case  of 
accident. 

The  New  York  Central  has  five  batteries,  each  giving 
2,250  amperes  for  one  hour  and  others  give  3,000,  3,750 
and  4,000  amperes  each.  The  whole  set  can  run  the 
entire  electrical  division  of  the  railroad  for  an  hour  in 
case  of  a  mechanical  break  down. 


ELECTRICALLY  OPERATED  TURN  TABLES. 

In  the  yards  of  all  our  large  railroads  the  hand  oper- 
ated turn  table  has  gone  out  of  use  or  ought  to  go  at  once. 

Locomotives  are  so  heavy,  some  weighing  175  tons  and 
a  few  even  200  tons,  that  it  requires  too  many  men  to 
turn,  especially  in  winter. 

In  busy  junctions  and  terminals  the  hand  turning,  being 
so  slow,  is  a  great  source  of  congestion  and  delay. 

A  steam  "donkey'^  or  single  wheeled  locomotive  is  oc- 
casionally used  to  turn  the  table,  being  attached  to  one 
end  and  running  on  the  same  rails  as  the  wheels  of  the 
turn  table. 

The  equipment  consists  of  a  small  vertical  boiler,  a 
steam  engine^  a  water  tank  and  a  coal  bin.  Water  and 
oa/  must  be  brought  to  the  table  and  asVve%  \2ksxi  away. 


TURN  TABLES  265 

In  many  places  a  licensed  engineer  is  required  by  law. 
If  some  old  locomotive  engineer  has  the  job,  it  is  wasting 
a  valuable  man  on  a  poor  job,  as  his  knowledge  of  rail- 
roading and  the  road  should  be  utilized  where  they  will 
be  of  service. 

It  has  often  been  suggested  that  a  pipe  be  run  from 
the  station  heating  plant  or  the  shop  boilers.  Steam  from 
this  pipe,  which  should  run  underground  to  the  center  of 
the  table  pit,  would  be  taken  through  a  pivoted  slip  joint 
to  the  "donkev." 

In  this  case,  owing  to  the  length  of  pipe,  the  engine 
would  have  to  run  on  hot  water  most  of  the  time. 

The  electric  motor  is  just  the  thing  to  operate  a  turn 
table  and  they  are  rapidly  coming  into  general  use. 

Where  a  terminal  has  been' electrified  the  electric  turn 
table  goes  without  saying,  but  it  will  pay  any  road  to 
install  an  electric  turn  table  even  if  they  must  buy  power 
from  the  local  electric  light  company. 

The  same  dynamos  which  furnished  125  or  250  volts 
for  lighting  the  station  or  shops  can  operate  the  turn  table 
motor. 

The  regular  equipment  would  be  a  small  railroad  motor 
with  the  ordinary  gearing,  a  rheostatic  controller  and  a 
circuit  breaker,  the  whole  being  mounted  on  a  single 
wheeled  truck.  This  constitutes  an  electrical  "donkey." 
Such  a  turn  table  is  shown  in  Fig.  130. 

Where  a  large  number  of  engines  must  be  handled 
quickly,  a  regular  turn  table  operator  should  be  employed 
and  a  cab  built  over  the  "donkey"  for  his  protection. 

There  are  many  cases,  however,  where  it  is  feasible  for 
the  locomotive  fireman  to  operate  the  turn  table.    In  such 
a  case  the  controller  should  be  installed  in  m\dd\e  o\  \5i^^ 
at  one  side,  and  the  cab  is  not  essential. 


TURN  TABLES  267 

The  details  of  the  "donkey"  are  well  shown  in  Fig.  131, 
while  Figs.  132,  133,  134  give  all  the  information  of  the 
equipment  that  would  be  required.  Note  that  the  rails 
can  be  sanded  in  both  directions. 

The  cost  of  a  turn  table  "donkey^'  as  in  Fig.  130  is 
about  $1,000. 

Single  wheel  truck $   350 

Electrical  equipment 500 

Installation 150 

$1,000 

This  is  based  on  the  assumption  that  the  railroad  buy 
the  truck  from  a  truck  builder,  do  the  mechanical  work 
in  their  own  shops  and  let  the  electricians  install  the 
electrical  equipment  when  received  from  the  manufac- 
turers. 

The  turn  table  shown  in  Fig.  135  is  of  the  "draw 
bridge"  type.  The  table  rests  on  a  heavy  cradle  which 
turns  on  a  train  of  small  wheels. 

A  large  stationary  gear  as  shown  is  engaged  by  the 
pinion  of  the  vertical  motor  shaft. 

You  will  notice  that  a  "donkey"  drives  by  friction  like 
a  locomotive  so  that  ice  on  rails,  or  oil  will  reduce  trac- 
tion and  make  sand  necessary.  The  "draw  bridge"  type 
drives  positively  by  a  gear. 

Whatever  type  is  used  the  ordinary  street  railway 
motor  is  best  adapted  to  the  purpose.  It  is  completely 
enclosed  and  water  and  dust  proof. 

The  conditions  of  frequent  starting  and  large  momen- 
tary overloads  makes  the  direct  current  series  twoVox  ^^cv^ 
best.    If  only  alternating  current  \s  oblam^XA^  \>^^  c<:<vx\- 
pensated  series  motor  will  give   good  setvVe^.     ^^  ^"^ 
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multiphase  alternating  current  can  be  obtained  an  induc- 
tion motor  will  do  the  work  better  than  hand  or  steam. 
The  induction  motor  should  be  of  the  definite  wound 
armature,  collector  ring,  external  resistance  type,  and  be 
designed  for  speed  variation.     (See  Lesson  27.) 

In  any  case  the  motor  must  be  designed  and  constructed 
to  stand  rough  use  and  even  positive  abuse. 


nt   134.      End    View  or  Uod, 

OD  Right.  Single  Di 


The  motor  is  usually  provided  with  feet,  and  in  place 
of  the  car  axle  an  intermediate  shaft  is  substituted  so  that 
there  is  a  double  reduction  gearing.  Both"  sets  of  gears 
run  in  a  gear  case  filled  with  oil  or  soft  grease. 

The  armature  .shaft  of  motor  is  extended  at  the  end 

opposite  the  pinion  and  a  hand  brake  fitted.    Sometimes 

this  is  set  by  a  wheel  and  sometimes  by  a  weight  or  a 

spring  and  is  released  by  a  foot  lever. 

_     The  controWcr  is  like  a  street  car  controller  except  that 

't  has  no  separate  reverse  wrench. 
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The  handle  being  in  center,  power  is  off ;  moving  it  to 
right  turns  table  to  right,  to  the  left  turns  table  to  left. 

The  resistances  are  like  those  on  a  street  car. 

The  circuit  breaker  serves  as  a  switch  and  protects 
from  serious  overloads. 

The  advantages  of  electrically  operated  tables  are: 
Low  cost  of  maintenance  and  operation ;  speeds  up,  moves 
and  stops  quickly;  perfect  control  of  speed;  consumes 
power  only  when  work  is  done. 

Perhaps  time  saving  is  its  greatest  advantage.  In  a 
certain  terminal  the  new  round  house  was  built  to  ac- 
commodate twice  as  many  locomotives  as  the  old  one.  The 
electrical  turn  table  served  this  round  house  with  less 
delays  than  the  hand  table  caused  when  serving  the  old 
house. 

The  actual  power  to  turn  a  6o-foot  table  with  a  loo-ton 
engine  on,  is  from  8  to  12  H.  P.  The  speed  of  operation 
was  one  turn  in  40  seconds.  At  the  moment  of  starting 
the  power  ran  up  to  about  20  H.  P. 

It  is  for  this  reason  that  a  20  H.  P.  railway  motor  is 
installed. 

A  10  H.  P.  motor  of  regular  type  would  operate  the 
table,  but  not  as  well.  The  reason  is  not  because  the  20 
H.  P.  railway  is  more  powerful  than  a  10  H.  P.  regular 
motor,  for  strange  to  say  they  are  of  about  equal  power. 
(See  Lesson  27.) 

The  railway  motor  is  best  suited  to  the  work  and  should 
be  installed. 

No  time  should  be  wasted  in  trying  to  balance  engines 

on  the  table;  in  fact,  the  8  H.  P.  result  was  obtained 

with  engine  slightly  out  of  balance;  9  H.  P.  was  when 

engine  was  balanced  and  12  H.  P.  when  much  out  of 

balance. 
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In  one  yard  where  the  electric  table  turned  300  locomo- 
tives a  day,  the  cost  of  the  power  used  was  less  than 
the  cost  of  hauling  the  coal  to  •the  steam  donkey  pre- 
viously employed.  It  would  have  been  utterly  foolish  to 
waste  time  in  balancing  engines  to  try  to  save  a  little 
power.* 

In  this  yard  the  actual  cost  of  turning  a  locomotive  by 
electric  power  from  their  own  shop,  was  1.4  cents.  This 
was  obtained  by  averaging  the  total  expense  for  six 
months'  use  of  the  table*  Had  ^his  power  been  purchased 
from  the  local  electric  light  company,  it  would  have  cost 
them  1.9  cents  per  locomotive. 

There  are  three  good  ways  of  bringing  the  power  into 
the  turn  table : 

The  best  way  is  to  lead  the  wires  from  underground 
up  to  a  pair  of  cast  iron  rings  and  have  brushes  in  the 
table  to  collect  the  current. 

When  center  pivots  are  solid  and  the  under  bracing 
complicated  this  cannot  be  done. 

For  a  turn  table  of  this  description  the  method  shown 
in  Fig.  131  is  good. 

Two  trolley  wires,  in  spans  of  6  or  8  feet,  are  placed 
around  the  wall  of  the  pit,  supported  by  trolley  bangers  of 
the  "toggle"  type,  ordinarily  used  in  electric  mine  haulage. 
Short  trolley  poles  are  flexibly  attached  to  the  "donkey," 
so  as  to  allow  a  horizontal  movement  on  account  of  the 
variation  in  the  trolley  wires  and  a  vertical  movement  to 
accommodate  the  tilting  of  the  table.     This  scheme  is 


*While    extravagance    is    to    be  deplored,   false   economy  is 
equally  foolish,  spending  a  dollar  to  save  93  cents  is  not  business 
nor  religion.     Railroad  officials  are  not  the  only  ones  gone  q.\^i: 
on  ** economy**  or  "efficiency.**    I  shall  reiet  to  \.\i\^  «X.  o>Cfi 
places. 
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simple  and  inexpensive,  and  in  practice  ■  is  operated  in 
a  very  satisfactory  manner. 

Tn  some  places,  on  account  of  the  possibility  of  the  pit 
being  flooded,   neither  of  the  arrangements  described 


for  Turn  Table. 


above  is  practicable  and  it  becomes  necessary  to  collect 

the  current  from  above  the  turn  table.   A  very  ingenious 

arrangement  for  this  purpose  has  ?|beet\  M^e,<i  on  a  turn 
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table  where  the  pit  occasionally  fills  with  sea  water.  A 
light  arch  was  built  over  the  center  of  table  to  support 
directly  over  pivoted  point  the  device  shown  in  Fig.  136. 
The  case  is  a  piece  of  8-inch  steam  pipe  with  a  regular 
cap  fitting  screwed  on  each  end.  A  bearing  is  set  in  at 
the  top  and  a  stuffing  box  at  the  bottom. 

The  case  is  held  stationary  by  wire  rope  guys  attached 
to  reg^ilar  trolley  road  insulators  and  the  two  electric 
wires  enter  the  case  and  end  in  copper  brushes  insulated 
by  a  hard  wood  shell. 

A  piece  of  i-inch  gas  pipe  turned  smooth  on  the  out- 
side at  one  end  is  fastened  to  the  table.  Its  upper  end 
revolves  in  the  bearing  of  the  case  and  takes  most  of  the 
weight  of  it.  The  guys  merely  steady  it  and  prevent  rota- 
tion. -  The  gas  pipe  revolves  in  the  oil  tight  stuffing  box 
at  bottom  of  case.  A  hard  wood  spool  on  the  gas  pipe 
carries  two  copper  rings  which  collect  current  and  from 
which  the  two  wires  run  down  inside  the  pipe  to  the  turn 
table. 

The  case  is  filled  with  oil  which  serves  a  triple  purpose : 
it  lubricates,  insulates,  and  prevents  the  gases  and  steam 
from  the  locomotive  from  running  contacts  and  insulation. 


LESSON  17. 
Electrolysis. 

The  word  electrolysis  means  a  loosening  up  by  elec- 
tricity done  in  a  liquid. 

There  are  three  classes  of  liquids: 

(i)  Do  not  conduct  electricity,  as  oils,  petroleum 
products. 

(2)  Simply  conduct  like  mercury,  melted  metals. 

(3)  Conduct  and  are  loosened  up  so  that  the  different 
constituents  separate  and  the  constituents  of  the  same 
kind  collect  together. 

Dilute  acids  ( i  part  acid  and  20  parts  water)  ;  solutions 
of  metallic  salts  (copper  sulphate,  ammonium  chloride)  ; 
melted  chemicals ;  are  in  the  third  class. 

Liquids  of  the  third  class  are  called  Electrolytes  and 
the  process  Electrolysis. 

Now  when  an  electric  current  is  passed  through  these 
solutions,  they  split  up  into  parts,  one  part  being  liberated 
at  the  point  where  the  current  enters,  and  the  other  part 
where  it  leaves  the  liquid.  If,  for  instance,  we  pass  a 
current  through  water,  we  find  oxygen  gas  being  liber- 
ated where  the  current  enters  the  water,  and  hydrogen  gas 
where  it  leaves.  The  conductors  that  lead  the  current 
into  and  out  of  the  liquid  have  been  called  the  electrodes 
(or  electricity  doors).  The  leading-in  electrode  is  called 
the  anode  (or  entering  door),  and  the  leading-out  one  the 
\cathode  (or  exit).  Therefore  we  say  oxygen  is  liberated 
'  276 
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at  the  anode,  and  hydrogen  at  the  cathode.  If  the  solu- 
tion contains  a  metal  it  is  always  liberated  at  the  cathode. 

The  plus  wire  of  circuit  is  attached  to  anode  and  nega- 
tive wire  to  the  cathode. 

When  a  metal  is  dissolved  in  a  dilute  acid  and  the  water 
boiled  awav  the  solid  substance  left  is  called  a  salt. 

If  the  metal  sodium  is  dissolved  in  weak  muriatic  acid 
and  the  water  boiled  away  common  table  salt  is  left 
behind.  If  this  is  dissolved  in  water  again  we  can  by 
electrolysis  separate  it  into  the  soda  and  muriatic  acid 
again. 

Cryolite  is  a  compound  with  a  great  deal  of  aluminum 
in  it.  By  melting  it  and  while  liquid  passing  current 
through  it  the  aluminum  is  collected  at  the  cathode. 

The  pieces  of  the  electrolyte  produced  by  electrolysis 
are  called  ions. 

HOW  ELpCTROLVSIS  TAKES  PLACE. 

Electricity  is  an  invisible  something  known  only  by  its 
effects.  It  can  be  moved  from  place  to  place  through 
the  air  as  Marconi  has  shown,  t)r  it  can  be  more  accurately 
and  more  cheaply  transferred  by  copper  wires.  How  the 
air  or  the  copper  wire  conducts  the  electricity  we  do  not 
know. 

When  electricity  is  transferred  through  a  liquid  we 
know  that  certain  kinds  of  little  particles  of  the  sub- 
stances in  the  liquid  carry  the  electricity  across  from  the 
anode  to  the  cathode  and  stay  there  and  certain  other 
kinds  of  particles  collect  about  the  anode,  for  there  is  a 
transfer  of  electricity  in  both  directions. 

Unless  these  little  particles  are  present  the  liquid  will 
not  conduct.    If  they  are  present  the  liquid  conducts  and 


278  ELECTRIC   RAILROADING 

while  conducting  the  loosening  process  goes  on  and  more 
particles  (ions)  are  produced  to  keep  up  the  conductivity 
of  the  liquid. 

ELECTROLYSIS   OF    WATER. 

Take  a  glass  of  boiled  and  filtered  waiter  (it  would  be 
better  if  it  were  distilled  water).  Bring  the  +  and  — 
wires  from  a  3-cell  battery  to  the  glass  and  fasten  strips 
of  platinum  foil  to  the  ends  by  wrapping  on  wires.  Bend 
the  wires  up  and  over  the  edge  of  glass  and  leit  platinum 
strips  hang  in  water.  Do  not  let  the  copper  wires  get 
even  wet,  much  less  in  the  water.  An  ammeter  would 
show  no  current  passing  because  the  pure  water  has  no 
ions  in  it.  Now  pour  in  a  teaspoonful  of  sulphuric  acid 
and  the  water  begins  to  conduct  (due  to  presence  of  ions) 
and  electrolysis  commences. 

The  water  is  composed  of  hydrogen  and  oxygen  in  the 
proportion  of  2  to  i,  and  the  electrolysis  allows  these 
gases  to  escape  into  the  air  so  that  after  a  while  all  the 
water  will  be  turned  to  gas. 

To  a  railroad  man  electro  plating  and  destruction  of 
water  and  gas  pipes  are  the  two  important  things. 


ELECTRO  PLATING. 

Electro-plating  and  chemical-plating  are  often  mixed 
up  in  people's  minds. 

If  you  thrust  a  pen  knife  blade  or  a  key  into  the  copper 
sulphate  solution  used  in  a  gravity  cell,  the  knife  is  in- 
stantly copper  plated  by  chemical  action.  If  a  sheet  of 
iron,  sprinkled  with  sal  ammoniac  is  dipped  in  a  bath  of 

^"^ed  zinc  it  is  chemically  plated  and  is  called  galvanized 
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iron.    Electricity  had  nothing  to  do  with  either  of  these 
platings. 

As  we  know  that  the  metals  are  dissolved  into  the 
solution  at  the  anode  and  deposited  at  the  cathode,  we 
may  electroplate  an  article  with  copper  in  the  following 
way: 


Make  a  bath  of  i  gallon  water,  lo  oz,  potassium  cyanide 
(deadly  poison),  5  02.  of  copper  carbonate,  and  2  oz. 
potassium  carbonate. 

Place  in  a  glass  or  wooden  tub,  connect  to  positive 
wire  a  slab  of  copper  (Fig.  137),  and  to  negative  wire 
the  thoroughly  cleaned  articles.  The  passage  of  a.  ca":- 
rent  of  low  voltage  wil]  plate  copper  on  iVve,  3.t^;\0A'i. 
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Brass  may  be  electro-plated  on  iron  castings.  This  is 
a  cheap  and  nasty  substitute  for  a  solid  brass  casting. 

Impure  ores  of  copper,  scrap  copper,  old  telegraph  and 
electric  light  wires  in  which  there  is  always-  more  or  less 
solder,  and  copper  mixed  with  other  impurities,  may  be 
purified  by  electrolysis,  the  cathode  being  a  plate  of  pure 
copper,  the  bath  a  solution  of  sulphate  of  copper,  and 
the  anode  the  impure  metal.  The  pure  copper  replaces 
the  exhaust  from  the  bath,  and  the  impurities  fall  to  the 
bottom  of  the  tank.  Recovered  copper  thus  deposited  is 
extremely  free  from  impurities,  and  is  used  for  electrical 
conductors  where  low  resistance  is  required. 


ELECTROLYTIC   CORROSION. 

When  the  current  has  passed  through  motors  it  returns 
to  the  power  house  by  many  paths,  some  of  which  are: 
Rails  of  the  track,  return  feeders  between  rails,  elevaited 
railway  structures,  waterpipes,  gaspipes,  cables  of  tele- 
phone wires,  Edison  tubes,  adjacent  streams  of  water. 

Let  us  consider  the  water  and  gaspipes  and  the  cables. 
The  current  going  into  these  is  positive  and  when  finally 
the  current  leaves  them  to  go  to  the  earth  plates  of  the 
power  house,  if  the  ground  is  the  least  bit  moist,  metal 
is  dissolved  and  taken  away.  In  this  way  holes  have  teen 
eaten  in  gas  and  water  mains,  and  the  sheathing  of  cables 
destroyed.  The  return  current  has  a  habit  of  leaving  the 
pipes  at  each  joint  and  coming  back  into  pipe  on  the 
other  side.    This  causes  corrosion  at  every  joint. 

This  electrolytic  corrosion  is  frequently  the  cause  of 
law  suits  against  the  railroad  companies. 
To  reduce  the  evil  and  to  be  axAe  \»  sVvow  m  c^ise  of 
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suit  that  every  possible  precaution  has  been  taken  the 
company  should: 

Thoroughly  bond  the  track  rails  at  every  joint. 

Run  a  bare  copper  wire  along  between  the  rails  and 
connect  each  rail  of  the  track  to  it. 

Whenever  a  pipe  or  cable  is  found  to  be  in  danger  of 
corrosion,  run  a  wire  from  negative  pole  of  station  to 
the  pipe  and  make  a  well  soldered  connection. 

It  is  evident  that  alternating  current  will  not  cause 
corrosion  for  it  is  rapidly  reversing  in  direction. 

Main  line  tracks  will  have  far  less  trouble  with  corro- 
sion than  branches,  and  city  extensions,  belt  lines,  etc., 
which  run  through  streets  crowded  with  pipes  and  cables. 


CIRCUITS. 

An  electric  current  is  so  called  because  it  is  the  thing 
through  which  the  electricity  passes  or  makes  its  circuit 
around  through  the  different  pieces  of  apparatus  and 
machinery. 

The  word  circuit  is  used  in  connection  with  many 
other  words  as:  series  circuit,  parallel  circuit,  short  cir- 
cuit, A.  C.  circuit,  etc.  These  will  all  be  explained  in  Uie 
following  lessons. 

A  dead  circuit  must  be  made  live  before  it  can  deliver 
power,  and  where  so  delivering  it  is  called  a  loaded  cir- 
cuit. 

Every  loaded  circuit  has  Conductance,  Resistance,  In- 
sulation, Pressure  and  Current  which  are  explained  in 
the  following  lessons. 

The  habit  of  referring  to  circuits  as  lines  has  grown 
so  that  the  words  are  almost  interchangeable. 

We  ought  to  be  more  accurate  and  use  the  words  in 
tliis  manner. 

When  a  wire  starts  from  the  power  house  and  returns 
again  we  have  a  circuit.  When  we  speak  of  a  part  of 
this  circuit  we  say  "the  line  between  Chicago  and  Hins- 
dale." 

When  the  wires  run  from  a  power  house  to  a  sub-sta- 
tion we  may  call  it  ''the  line."  Of  course  there  is  an 
electric  circuit  there  but  we  are  always  thinking  of  it  as 
jf  current  only  flowed  from  povjet  VvoMse  to  sub-station, 
^nd  speak  accordingly. 
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When  one  side  of  the  circuit  is  composed  of  rails, 
earth,  etc.,  we  always  speak  of  the  copper  part  as  the 
"line"  and  the  rest  of  it  as  the  "ground." 

Fig.  138  shows  several  kinds  of  circuits  and  corre- 
sponding effects. 

Taking  the  top  part  of  the  figure  with  the  solid  lines. 
Starting  from  the  terminal  of  the  battery  we  have  a 
series  circuit  through  the  magnet,  lamp,  resistance,  elec- 
trolytic tank  and  back  to  the  terminal  of  the  battery. 


^ 


JL 


BoLltYj^ 


Fig.  138.     Diagram  of  Circuits. 


In  such  a  series  circuit  the  same  current  must  pass 
through  each  of  the  pieces  of  apparatus.  If  the  circuit 
had  all  lamps,  or  all  electro-plating  tanks  this  would  per- 
haps be  satisfactory,  but  since  a  lamp  takes  one-half  to 
one  ampere  and  the  plating  bath  10  amperes  and  up- 
v/ards,  it  is  evident  that  such  a  circuit  will  not  work  at 
all  when  different  kinds  of  apparatus  are  in  it.  Either 
the  plating  bath  won't  work  or  the  lamp  m\\  \>e\i\\rw\.  ow^ 
in  a  few  minvtes. 
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Another  objection  to  a  series  circuit  is  that  should  we 
wish  to  stop  the  flow  of  current  through  the  resistance 
R,  we  cannot  open  the  circuit  by  a  switch  as  that  would 
cut  the  current  off  from  all  the  rest  of  the  apparatus.  A 
short-circuiting  switch  must  be  installed  as  shown  at  a,  b. 
When  the  ends  of  these  wires  are  connected  by  a  switch, 
a  shunt  circuit  is  formed  around  R  and  the  shunt  will 
carry  the  current  when  R  is  removed.  The  shunt  cir- 
cuit  must  be  made  of  large  enough  wire  to  carry  the  cur- 
rent formerly  carried  by  R  without  over  heating. 

Such  a  short  circuit  of  a  part  of  a  series  circuit  causes 
no  trouble  at  all  but  a  short  circuit  of  the  whole  of  a 
series  circuit  must  be  made  more  carefully.  The  re- 
sistance of  the  wires  x,  and  y  forming  the  s^hort  circuit 
should  be  very  low  when  a  series  dynamo  is  used  and 
verv  high  when  a  battery  is  used. 

A  very  low  resistance  short  circuit  on  a  series  dynamo 
stops  the  generation  of  current,  and  a  very  high  re- 
sistance short  circuit  on  a  battery  stops  it  generating 
current. 

A  high  resistance  short  circuit  is  always  referred  to 
as  a  shunt,  and  the  words  short  circuit  reserved  for 
low  resistance  ones. 

Looking  at  the  dotted  part  in  Fig.  138  we  have  two, 
mains  running  from  the  battery  and  branches  running 
across  between  mains ;  the  branches  containing  the  ap- 
paratus. 

The  mains  and  branches  form  parallel  circuits  and 
the  apparatus  is  said  to  be  installed  in  parallel  or  mul- 
tiple. 

Several  distinct  advantages  are  gained  by  the  par- 
allel  system. 
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Each  piece  of  apparatus  can  draw  as  much  currenl 
as  it  needs  without  interfering  with  other  apparatus. 

The  current  may  be  cut  off  from  any  of  them  by 
opening  a  switch  in  its  branch  without  affecting  the 
remaining  branches. 

Short  circuits  (i.  e.  low  resistance)  anywhere  in  a 
parallel  circuit  will  cause  considerable  damage. 

Parallel  circuits  are  fed  by  shunt  dynamos  or  alter- 
nators. A  short  circuit  on  a  shunt  dynamo  causes  it 
to  generate  an  enormous  current  and  may  destroy  the 
apparatus  short  circuited  and  the  dynamo's  armature. 
Alternators  do  not  produce  such  large  currents  when 
short  circuited  so  in  this  case  it  is  the  apparatus  short 
circuited  that  suffers  most. 

When  each  branch  of  a  parallel  circuit  contains  sev- 
eral pieces  of  apparatus  in  series,  the  whole  is  called  a 
series  parallel  circuit. 

Suppose  we  now  learn  how  electricity  flows  through 
circuits. 

In  hydraulic,  pneumatic  or  steam  engineering,  the  in- 
dications of  the  pressure  gauge  are  of  the  utmost  im- 
portance to  the  engineer;  in  fact,  he  is  always  consid- 
ering and  asking  about  the  pressure,  and  does  not  trouble 
himself  about  the  water,  air,  or  steam,  for  none  of  these 
would  be  of  any  use  to  him  unless  they  existed  under 
a  certain  head  or  pressure.  It  is  simply  the  pressure 
under  which  they  exist  that  gives  to  them  their  working 
power. 

In  a  similar  way   the   electrical   engineer   is   always 
concerned    about    the    electrical  pressure;    he  does    not 
talk  or  think  much  about  the  electricity,  but  the  elec- 
trical pressure  is  always  in  his  mind  a?>  b^va^  o^.  ^^ 
first  importance. 


286  ELECTRIC  RAILROADING 

The  hydraulic  engineer  measures  his  pressure  in 
pounds  per  square  inch,  that  is  to  say,  his  unit  of  pres- 
sure is  that  exerted  by  a  pound  weight.  The  electri- 
cal engineer's  unit  of  pressure  is  called  the  volt  (from 
Volta,  an  Italian  electrician),  the  consideration  of  which 
we  will  leave  for  a  future  lesson.  It  is  owing  to  this 
pressure  that  a  current  of  electricity  flows  around  a  con- 
ducting circuit.  No  current  could  possibly  flow  unless 
there  was  a  difference  of  electrical  pressure  in  the  cir- 
cuit, in  the  same  way  that  no  water  would  possibly  flow 
through  a  water  conductor  unless  there  existed  a  dif- 
ference of  pressure. 

Instead  of  calling  it  the  electrical  pressure,  we  might 
call  it  the  electricity-moving  force,  or  the  electro-motive 
force,  or,  for  brevity,  the  E.  M.  F.,  whidh  is  the  term 
most  commonly  applied  to  the  electrical  pressure;  thus 
we  speak  of  the  E.  M.  F.  of  a  circuit  as  being  equal  to 
so  many  volts. 

It  would  perhaps  be  well  to  point  out  here  the  en- 
gineer's meaning  of  pressure.* 

We  may  exert  a  pressure  and  still  have  no  resultant 
motion ;  as,  for  example,  suppose  a  man  applies  a  pres- 
sure (a  moving  force)  at  one  end  of  a  table,  which 
would  of  itself  be  able  to  move  the  table  along  the 
floor ;  if  now  a  boy  pushes  at  the  opposite  end  and  in  the 
opposite  direction,  it  is  certain  that  the  table  would  not 
be  moved  as  rapidly  as  before,  providing  the  man  pushes 
with  the  same  force  throughout,  while  if  another  man 
takes  the  place  of  the  boy  and  pushes  with  equal  force 
to  the  man  opposite  to  him,  the  table  would  not  be  moved 
at  all,,  although  there  is  now  a  greater  pressure  being 


*ThJs  illustration  is  taken  from  Mr.  Tyson  Sewall. 
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applied  to  the  table  than  in  the  original  case.  It  will 
therefore  be  seen  that  the  result  obtained  does  not  de- 
pend on  the  pressure,  but  on  the  difference  of  pressure, 
and  in  all  cases  where  pressure  is  spoken  of  it  is  the 
difference  of  pressure  that  is  meant. 

Returning  to  the  experiment  with  the  table,  we  have 
just  seen  that  before  the  table  can  be  moved  we  must 
provide  a  table-moving  force,  but  when  this  is  provided 
it  does  not  follow  that  the  table  will  move  even  then — 
it  all  depends  on  the  resistance  offered.  We  can  imag- 
ine a  very  heavy  table,  with  rough  feet,  standing  on 
two  rough  boards,  and  the  man  applying  a  moving  force 
to  it  but  producing  no  movement;  whereas  when  the 
floor  has  been  smoothly  planed  he  may  be  able  to  move 
it  slowly,  and  by  fitting  wheels  or  casters  to  the  feet  of 
the  table  he  may  be  able  to  move  it  rapidly  with  the 
same  moving  force. 

We  see  that  the  rate  of  movement  of  the  table  depends 
partly  upon  the  table-moying  force  applied  and  also  in 
part  upon  the  resistance  offered  by  the  boards  on  which 
the  table  stands.  It  is  directly  proportional  to  the 
former  and  inversely  proportional  to  the  latter.  That  is 
to  say,  if  we  double  the  moving  force  while  the  resistance 
remains  the  same,  the  rate  of  movement  of  the  table  will 
be  doubled,  and  if  we  keep  the  moving  force  the  same 
and  halve  the  resistance,  the  rate  of  movement  of  tfie 
table  will  be  doubled.    This  could  be  stated  thus : 

Rate  of  move- )  table-moving  force 

ment  of  table  }  ^^  proportional  to  resistance. 

Therefore  the  rate  of  movement  of  the  l^VA^  \%  ^ 
thing  entirely  dependent  on  two  other  things,  ^tvd  \tv  \.x^' 
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ing  to  find  its  v^lue  we  have  to  ask,  first,  what  is  the 
moving  force  available?  and  second,  what  is  the  resist- 
ance offered?  The  same  applies  to  water  moving  in 
pipes  and  this  is  perhaps  a  better  analogy  to  the  elec- 
trical case.  We  say  there  is  a  current  of  water  flowing 
through  the  pipes,  but  this  current  is  flowing  simply  be- 
cause there  is  a  difference  of  pressure  between  the  two 
ends  of  the  pipes,  and  as  the  pipes  offer  a  certain  resist- 
ance, while  these  two  things  remain  constant,  the 
strength  of  the  current  will  remain  constant  also.  If  we 
desire  to  alter  the  rate  of  flow  (the  current),  we  must 
alter  either  the  water-moving  force  (the  head)  or  the 
resistance  (the  tap).  We  can  now  see  why  the  engineer 
is  not  concerned  so  much  about  the  current;  he  may 
want  a  certain  current  to  flow,  but  he  gets  it  by  seeing 
either  to  the  water-moving  force,  or  to  the  resistances^ 
or  to  both. 

If  we  now  apply  this  electricity  we  find  the  same  ideas 
in  the  mind  of  the  electrical  engineer.  If  he  desires  a 
certain  current  he  asks  himself,  "What  E.  M.  F.  (elec- 
tro-motive force)  have  I  available?"  and  then,  "What  re- 
sistance must  I  have  in  the  circuit?"  and  he  makes  all 
alterations  in  the  current  strength  by  adjusting  the  one 
or  the  other,  or  both,  to  suit.  If  the  circuit  has  a  fixed 
resistance  then  he  cannot  alter  the  current  flowing  round 
il  except  by  proportionally  altering  the  E.  M.  F.,  that  is 
to  say,  if  he  wishes  to  have  twice  the  current  strength  he 
must  put  twice  the  E.  M.  F.  into  the  circuit.  If  the  E. 
M.  F.  has  a  fixed  value,  then  he  cannot  alter  the  current 
without  altering  the  resistance  of  the  circuit,  thus — if  he 
wishes  to  double  the  current  strength  he  must  halve  the 
total  resistance  ot  the  circuit. 
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All  the  so-called  generators  of  electricity,  dynamos, 
batteries,  etc.,  are  simply  devices  for  producing  and 
maintaining  an  E.  M.  F.  Some  dynamos  produce  high 
E.  M.  F.'s  from  2000  to  loooo  volts  and  even  higher, 
while  battery  cells  produce  low  E.  M.  F/s  from  i  to  2 
volts  only. 

To  make  the  analogy  between  the  water  system  and 
the  electrical  system  more  correct,  we  should  suppose  a 
closed  circuit  of  pipes,  as  shown  in  Fig.  139,  completely 
filled  with  water,  having  a  rotary  pump  P  in  the  cir- 
cuit, and  furnished  with  a  tap  R  a  pressure  gauge  PG, 
and  a  current  gauge  C  G. 


Fig.  139.     Simple  Hydraulic  Circuit  with  Gauges. 


Suppose  now  we  turn  on  tap  T  and  start  the  pump 
working,  the  pressure  gauge  will  indicate  a  difference  of 
pressure  in  the  circuit,  and  the  current  gauge  will  indi- 
cate a  current,  flowing  round  the  circuit. 

In  this  case  we  are  not  generating  water,  we  are  sim- 
ply putting  into  motion  the  water  that  was  already  there, 
and  this  is  done  by  creating  a  difference  of  pressure  by 
means  of  the  pump,  and  by  providing  a  conducting  cir- 
cuit. If  we  stop  the  pump,  the  two  indicators  will  point 
again  to  zero,  but  there  is  just  the  same  amount  of  water 
there  as  we  started  with,  there  has  been  no  coyv^>\xk^>lv^xv 
of  water. 
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In  the  same  way  we  have  to  think  of  an  electrical  cir- 
cuit (Fig.  140).  The  dynamo  D  is  simply  a  device  for 
producing  a  difference  of  electrical  pressure,  and  is  put 
into  the  circuit  to  act  exactly  as  the  pump  does  in  Fig. 
139  if  we  switch  on  S,  which  is  comparable  with  turning 
on  the  tap  in  Fig.  139,  and  start  the  dynamo  working, 
the  pressure  gauge  (called  the  voltmeter)  VM  will  indi- 
cate a  difference  of  electrical  pressure  or  an  E.  M.  P., 
and  the  current  gauge  (called  an  ampere-meter,  or  for 
brevity  an  ammeter)  will  indicate  a  current  flowing 
round  the  circuit.  In  this  case  we  are  not  generating 
electricity,  but  simply  putting  into  motion  electricity  that 
was  already  there. 

Going  back  to  Fig.  139,  suppose  we  turn  off  the  tap  T 
and  keep  the  pump  working,  then  the  current  meter  will 
indicate  no  current,  but  the  pressure  gauge  will  indicate 
a  slightly  higher  pressure  than  before.  Here  we  have  a 
waternmoving  force,  but  the  resistance  in  the  circuit  is 
now  exceedingly  great,  consequently  no  current  can  flow. 

Similarly  in  Fig.  140  if  we  switch  off,  still  keeping  the 
dynamo  running,  the  voltmeter  will  show  a  slightly 
higher  pressure,  while  the  ammeter  will  indicate  no  cur- 
rent. Here  again  we  have  the  one  essential  for  a  flow 
of  electricity  round  the  circuit,  but  not  the  other,  for  in 
switching  off  we  have  introduced  into  the  circuit  an 
enormous  resistance. 

It  will  be  noticed  that  we  have  referred  throughout  to 
the  current  as  being  not  the  movement  of  the  table,  or 
the  flow  of  water  or  electricity,  nor  yet  the  quantity  of 
water  or  electricity  moved,  but  as  the  rate  of  movement. 
Fifty  gallons  of  water  is  not  a  current  of  water,  but  50 
SBlIons  per  minute  is  a  statement  of  the  rate  of  flow,  and 
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consequently  is  a  statement  of  the  current  streng^.    A 
current  is  the  rate  of  flow. 

Let  us  return  again  to  our  water  circuit  (Fig.  139) 
and  examine  it  more  closely.  Imagine  the  system  to  be 
quite  full  of  water,  and  remember  that  water  is  a  practi 
cally  incompressible  fluid.  If  now  we  have  our  pump  at 
work  with  the  tap  turned  off,  we  shall  have  a  difference 
of  pressure  between  the  two  sides  of  the  pump  but  no 
current     The  moment  we  turn  the  tap  on  the  current 


Fig.   140.     A  Simple   Series   Circuit,  with   Instruments. 


will  flow,  but  this  current  will  be  everywhere  in  the  cir- 
cuit of  the  same  strength,  it  will  not  be  strongest  at  the 
pump  and  get  weaker  as  we  go  round  the  circuit,  but 
will  instantly  have  the  same  strength  everywhere,  and 
the  current  does  not  get  used  up  in  going  round  the  cir- 
cuit. 

This  is  exactly  the  case  with  the  current  in  Fig.  140. 
If  the  dynamo  be  at  work  we  have  an  E.  M.  F.  in  the 
Circuit,  but  while  the  switch  is  off  no  current  can  flow. 
The  nx>ment  we  switch  on  there  is  a  current  in  the  cir- 
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cuit  which  is  everywhere  of  the'  same  strength,  not 
stronger  near  the  dynamo,  and  getting  used  up  as  it  goes 
round  the  circuit,  but  of  the  same  strength  everywhere 
in  the  circuit. 

It  is  evident  that  flow  of  current  is  regulated  by  pres- 
sure and  resistance  of  circuit  so  that 

'  ;      Resistance 

Current=  ^f^ 

Pressure 

using  the  principles  taught  in  Formulas  Page  210  wc 
get  two  other  forms  of  this  rule 
Pressure  =  Current  X  Resistance 

T,    .  Pressure 

Resistance  = 


Current 


A  man  named  Ohm  first  noticed  this  rule  and  it  is 
called  Ohm's  Law  in  his  honor. 

Let  us  now  consider  a  few  problems  on  the  Ohm's 
Law. 

I.  The  E.  M.  F.  in  a  simple  circuit  (Fig.  140)  is  100 
volts,  the  resistance  of  the  whole  circuit  is  50  Ohms. 
What  current  will  flow  through  the  circuit? 

Ohm's  law  says,  current  =  .r.'    .  ' — ^— 

•^  Resistance 

Therefore  in  this  case  C=  =2  amperes. 

It  must  be  fully  realized  by  the  student  that  while  the 
E.  M.  F.  remains  at  100  volts,  and  the   resistance    re- 
mains at  50  ohms,  the  current  in  that  circuit  will  be  2 
amperes,  no  more  and  no  less.    It  is  impossible  for  any 
other  strength  current  to  flow. 
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2.  The  resistance  of  the  circuit  being  reduced  to  lo 
ohms,  while  the  E.  M.  F.  is  kept  at  loo  volts,  what  is 
now  the  strength  of  the  current? 

.      .  ,       E.  M.  F. 

Again  current  = 


Resistance 


Therefore  C  =  — =io  amperes. 

3.  It  is  found  that  when  an  E.  M.  F.  of  100  volts  is 
applied  to  a  circuit,  a  current  of  25  amperes  flows.  What 
is  the  total  resistance  of  the  circuit? 

F   M   F 

Resistance=  

current 

Tt.      r  •  *  100  volts  , 

Therefore  resistance  = =  4  ohms. 

25  amperes 

4.  In  the  same  circuit  we  find  that  by  twisting  upon 
llself  some  of  the  wire  of  which  it  is  composed,  the  cur- 
rent increased  to  50  amperes.  What  is  now  the  resistance 
of  the  circuit,  and  how  much  resistance  has  been  cut  out 
by  so  twisting;  up  the  wire? 

Again  by  Ohm's  law — 

E.  M.  F. 


Resistance  = 


current 


Therefore  resistance  = — =  2  ohms. 

50 

It  had  four  ohms  previously ;  we  have  therefore  cut  out 
4 — 2  =  2  ohms. 
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5.  In  a  circuit  of  20  ohms  resistance,  a  current  of  5 
amperes  is  flowing.    What  is  the  E.  M.  F.  in  the  circuit? 

By  Ohm's  law — 
The  E.  M.  F.  =  Current  X  Resistance. 
Therefore  E.  M.  F.^5X20=ioo  volts. 

6.  What  is  the  E.  M.  F.  in  a  circuit  whose  resistance 
is  equal  to  10  ohms  when  a  current  of  20  amperes  flows 
through  it  ? 

E.  M.  F.==CurrentX Resistance. 
E.  M.  F.  =  20  X  10  =  200  volts. 

We  have  now  to  consider  circuits  other  than  the  simple 
circuits  just  described,  known  as  divided  circuits  or  par- 
allel circuits. 

Fig.  141  represents  a  simple  circuit  in  which  the  prin- 
cipal resistance  consists  of  a  conductor  A  of  50  ohms  re- 
sistance ;  the  remainder  of  the  circuit  consists  of  a  dyna- 
mo capable  of  generating  the  E.  M.  F.  of  100  volts,  and 
thick  connecting  wires  joining  it  to  the  ends  of  A. 

If  we  neglect  for  the  present  the  smaH  resistances  of 
the  dynamo  and  connecting  wires,  then  the  current  flow- 
ing is 

^       E        100 

C=  ^pz-=  =  2  amperes. 

R         50  ^ 

Suppose  we  now  join  the  points  C  and  D  with  another 
conductor  B  exactly  similar  to  A,  as  in  Fig.  142.  Will 
the  current  through  the  dynamo  be  greater  or  less  than 
before?  And  will  it  make  any  difference  to  the  current 
flowing  through  A? 

Let  us  see.  The  circuit  B  having  the  same  resistance 
as  circuit  A  conducts  just  as  well,  hence  twice  as  much 
current  can  flow  between  C  and  D,  as  flowed  before.  It  is 

^ent  that  the  resistance  offered  \s  ivow  half  what  it 
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was.     In  Fig.  141  it  was  50  ohms,  in  Fig.  142  it  must  be 
25  ohms,  by  Ohm's  law  the  current  through  the  dynamo 

has  doubled,  for  C=  =7-= =4  amperes;  2  amperes 

through  A,    and    2   amperes   through  B. 

To  make  this  quite  clear,  let  us  take  our  water  analogy 
again.  Fig.  143  represents  a  water  circuit  similar  to  our 
last  electrical  circuit.  If  the  pump  be  working  con- 
tinuously, maintaining  a  difference  of  pressure  between 
its  ends,  then  with  T  turned  on  and  t  turned  off,  we 


X^?ss<«^ 


so  Ohmt 

Fig.   141.     A  Series  Circuit. 


should  have  a  flow  of  water  round  the  circuit  through  A, 
which  would  offer  the  principal  resistance  of  the  circuit, 
and  the  current  gauge  would  indicate  a  certain  current 
flowing  through  the  pump.  If  now  we  turn  on  tap  t,  we 
open  up  another  path  for  the  water  to  fto>N  vcv,  -^.tv^  ^<3^- 
sequently,  as  water  will  flow  in  B  just  ai^  e^.^^^  ^a^sSsv^t 
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the  resistance  to  the  passage  of  water  from  C  to  D  would 
be  halved,  and  the  current  gauge  would  immediately  in- 
dicate twice  the  former  current.  The  two  pipes  in  paral- 
lel are  really  equivalent  to  one  pipe  of  twice  the  internal 
sectional  area.  The  same  thing  would  apply  to  3,  4,  10, 
or  any  number  of  similar  pipes  joined  between  C  and  D; 
the  resistance  would  be  reduced  to  5^,  54?  or  i/io  its 
former  value,  with  a  corresponding  increase  in  the  cur- 
rent flowing  through  the  pump. 


Pig.  142.     Parallel  Circuits. 


It  must  be  understood  that  there  is  no  increase  in 
the  current  flowing  through  any  individual  pipe  when 
others  are  connected  across.  The  current  in  A,  Fig. 
143,  for  instance,  would  remain  practically  constant 
throughout  providing  the  pump  maintained  the  same 
diflference  of  pressure. 

It  is  in  this  way  that  we  must  look  upon  the  electrical 

current  in  Fig.  142.     The  more  similar  wires  we  join 

between  C  and  D,  the  more  are  we  mcteasing  the  con- 
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ductivity  between  these  two  points,  and  the  less  is  the 
resistance  becoming,  but  providing  the  dynamo  main- 
tains the  pressure,  no  alteration  would  take  place  in  the 
value  of  the  current  in  any  individual  conductor.  Each 
separate  conductor  would  act  according  to  Ohm's  law, 
and  each  being  joined  to  points,  maintained  the  same 
difference  of  potential,  and  each  being  of  the  same  re- 
sistance, each  must  have  the  same  strength  of  current 
flowing  through  it. 


Fig.  143.     Hydraulic  Circuit  with  By-pass. 


Effects  of  Current. 

Imagine  a  circuit  like  Fig.   144  containing  in  order: 

1.  A  galvanometer  or  current  meter. 

2.  An  electromagnet. 

3.  An  apparatus  for  electrolysing  water  or  a  gas  volt- 
ameter. 

4.  A  copper  plating  bath  or  copper  vo\12ckv^\.^t  . 
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5.  A  vessel  containing  a  coil  of  wire  sul«nerged  in 
water,  and  surrounded  with  a  box  of  sawdust  to  pre- 
vent the  radiation  of  the  heat. 

6.  An  incandescent  lamp. 


Tig.  144.     The  DittereDt  ESecta  ot  Current. 


When  the  current  is  flowing  you  will  observe  the  fol- 
lowing effects : 

1.  The  needle  is  deflected. 

2.  Armature  of  magnet  is  attracted  and  held. 

3.  Water  is  turned  to  oxygen  and  hydrogen  gases. 

4.  The  cathode  is  copper  plated. 

5.  The  thermometer  rises. 
d   The  lamp  gives  light. 
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Now  let  us  examine  the  size  of  each  of  these  effects^ 
measuring  them  in  the  most  suitable  units,  and  then  let 
the  current  be  changed  from  its  original  value  to  say 
twice  and  then  three  times  that  value  and  see  how  the 
size  of  the  effect  varies. 

The  Galvanometer  gives  readings  of  lo,  15,  17  de- 
grees, so  that  the  effect  of  a  given  current '  varies  ac- 
cording to  whether  it  is  the  only  current  passing  or  one 
of  many  equal  currents. 

The  Electro-magnet  gives  9  lbs.  pull,  then  1 1  lbs.,  and 
finally  iij/^  lbs.;  so  that  evidently  the  attraction  of  a 
magnet  does  not  increase  in  the  same  proportion  as  the 
increase  of  current  in  its  coils. 

In  the  Gas  Voltameter  we  find  that  double  the  current 
electrolyses  double  the  quantity  of  water,  and  three  times 
the  current,  treble  the  water.  The  same  is  true  of  the 
Copper  Plating  Bath.  The  amount  of  metal  deposited 
is  exactly  proportional  to  the  current  and  the  time.  A 
given  current  deposits  0.0026  pounds  of  copper  per  hour ; 
double  the  current  will  deposit  0.0052  pounds,  treble  the 
current  0.0078  pounds. 

The  thermometer  in  the  Calorimeter  has  risen  very 
rapidly.  The  original  current  made  it  rise  i/io  of  a 
degree  a  second,  twice  the  current  gave  a  rise  of  4/10 
degrees  and  thrice  the  current  gave  9/10  degrees  rise. 

Since  i  x  i  equals  i 
and  2x2  "  4 
and  3x3      "       9 

And  since  the  numbers  i,  2  and  3  represent  the  air- 
rents;  and  I,  4,  9  the  heat  produced,  we  say  that  the 
heating  is    proportional  to  the  square    of   th^  o\xx^"w\.. 
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(The  product  obtained  by  multiplying  a  number  by  itself 
is  called  the  square  of  that  number). 

The  extra  amount  of  Light  obtained  by  increasing 
the  current  is  small  and  does  not  increase  regularly. 
Tlie  first  increase  in  current  adding  3  candle  power,  and 
the  next  increase  added  4  candle  power,  while  the  next 
would  have  probably  added  6  candle  power. 

Looking  back  over  these  current  effects  it  will  be  seen 
that  the  electrolysis  or  electro-chemical  eifect  is  the  only 
one  that  is  regular  in  a  simple  manner,  so  we  choose  the 
amount  of  copper  or  sihrr  plating  done  as  the  test  for 
the  size  of  the  current  flowing.  We  decide  that  the  unit 
of  current  shall  be  called  an 

AMPERE,  which  is  the  current  depositing  0.0026 
pounds  of  copper  or  0.00887  pounds  of  silver  per  hour. 
Although  a  certain  current  may  be  lighting  a  lamp,  if 
that  current  were  made  to  silver  plate  and  deposited 
0.00443  pounds  in  3/  hour,  we  should  call  it  an  ampere. 

The  original  Edison  Meters  were  nothing  but  zinc 
plating  baths  put  into  the  customers  line  and  by  the 
amount  of  plating  done  the  amount  of  current  drawn  by 
the  lamps  was  known. 

Modern  meters  are  either  galvanometers  marked  to 
show  amperes  or  are  small  motors  with  a  cyclometer 
attachment  to  record  the  ampere-hours. 

An  ampere-hour  is  one  ampere  for  one  hour,  half  an 
ampere  for  two  hours,  etc 


LESSON  i8. 

Resistance. 

Every  conductor  offers  more  or  less  opposition  to  the 
flow  of  electricity  an*^  we  call  the  opposition  Resistance. 

In  order  to  compare  the  resistance  of  different  ma- 
terials some  standard  of  resistance  must  be  agreed  upon. 
All  electricians  and  engineers  have  settled  on  the 

OHM.  The  unit  of  resistance  is  the  ohm,  which  is 
the  same  resistance  as  is  offered  by  a  mercury  condugtor 
made  in  this  way:  Take  0.0318  of  a  pound  of  pure 
mercury  and  pour  it  into  a  glass  tube  which  is  exactly 
41.88  inches  long,  and  of  uniform  size  of  bore.  The 
mercury  must  exactly  fill  the  tube  when  both  are  at  a 
temperature  of  32  degrees  Fah.  Try  different  sized 
tubes  of  the  same  length  (41.88  inches)  until  one  is 
found  to  be  exactlv  filled.  Then  the  resistance  offered 
by  this  conductor  to  the  passage  of  electric  current  is 
called  one  ohm.  Remember  that  the  temperature  must 
always  be  32  degrees. 

Mercury  is  selected  because  it  is  a  liquid  and  because 
its  resistance  is  high  and  so  the  tube  is  not  inconveniently 
long. 

To  measure  all  resistances  the  ohm  is  used,  but  to 
express  very  small  resistances  the  microhm  is  used.  It 
is  one  millionth  of  an  ohm. 

To  express  very  high  resistances  the  megohm  is  used. 
It  b  one  million  ohms.    It  is  abbreviated  meg. 


»^i\-% 
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A  telephone  engineer  would  refer  to  a  resistance  of 
0.00385  ohms  as  3850  microhms.  Ohms  X  1,000,000= 
microhms. 

In  speaking  of  the  resistance  between  the  two  track 
rails  measured  across  the  ties  an  engineer  would  proba- 
bly say  47.5  megs  instead  of  47,500,000  ohms. 

Ohms-T- 1  ,ooo,ooo=megohms. 

Laws  of  Resistance. 

The  resistance  varies  with  the  nature  of  the  material. 
The  metals  are  good  conductors,  cotton  and  dry  goods 
very  poor  conductors,  while  silk,  porcelain,  shellac,  oils, 
mica,  paraffin,  and  dry  air  are  so  poor  that  we  call  them- 
insulators. 

If  we  take  a  piece  of  wire  having  a  known  resistance, 
and  cut  it  into  two  equal  lengths,  we  find  on  measuring 
that  each  piece  has  just  half  the  resistance  of  the  former 
piece,  hence  the  law  is  twice  the  length,  twice  the  re- 
sistance. 

Stated  mathematically  it  is — 

The  resistance  of  a  given  wire  of  uniform  section  is 
proportional  to  its  length. 

But  the  resistance  also  depends  on  the  cross  section 
of  the  wire.  If  we  take  three  wires  of  the  same  ma- 
terial, but  with  cross  sections,  of  i,  2  and  3  circular 
mills,*  if  the  first  one  has  i  ohm  resistance,  the  others 
will  have  J^  and  Vz  of  an  ohm  resistance. 

Hence  the  greater  the  area  of  wire's  cross  section  the 
less  the  resistance. 

The    resistances  are    inversely    proportional  to  their 
cross  sectional  areas. 


*See  further  on  in  Lesson. 
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It  must  be  remembered  that  the  cross  sectional  area 
is  obtained  by  squaring  the  diameter.  If  the  diameters 
of  two  wires  are  3  and  6  mils,  their  areas  are  9  and  36 
circular  mils  and  the  resistance  of  the  first  wire  is  4 
times  as  great  as  the  second,  because  the  area  is  only 
]/i  of  the  second. 

The  resistance  of  conductors  also  varies  very  largely 
with  the  nature  of  the  material  used.  For  instance,  if 
we  take  three  different  wires,  all  the  same  length,  and 
the  same  sectional  area,  but  one  made  of  copper,  an- 
other of  iron,  and  the  third  of  german  silver,  their  re- 
sistances would  be  in  the  ratio  of  1:6:13.  It  is  useful 
to  remember  these  figures  as  being  approximately  cor- 
rect, for  the  three  metals  named  are  in  great  demand 
in  electrical  engineering. 

German  silver  made  of  2  parts  copper,  i  of  zinc  and 
I  of  nickel,  is  an  extra  high  resistance  metal,  and  is 
useful  when  we  need  a  lot  of  resistance  in  a  small  space. 
The  resistances  used  to  aid  in  the  starting  of  traction 
motors  are  usually  of  cast  iron. 

Stated  briefly,  the  longer  the  piece  of  material  the 
higher  is  the  resistance,  and  the  greater  its  cross  section 
the  lower  the  resistance.    The  rule  being: 

Tx    .  ^  .      ,  Material  x  Lenelh 

Resistance  m  ohms= — — ■= — r-^— 

Cross  Section. 

The  number  representing  the  materials  are  the  ohms 
resistance  of  a  piece  i  foot  long  and  i  mil  in  diameter. 


Copper  10.8  Iron  63.4 

Aluminum  17.2      Mercury  128.3 
German  Silver  586.2 
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For  Length  insert  the  number  of  feet  and  for  Cross 
Section  put  the  square  of  the  diameter  in  mils  (thou- 
sandths of  an  inch). 

For  example:  Find  the  resistance  of  9000  ft.  of  iron 
wire  0.2  inch  in  diameter. 

Material :  Iron  63.4.    Length  in  feet  9000 

Diameter  in  mils  200.    Squared  40000 

^    .  .       ,  6'?.4  X  90000  ^ 

Resistance  m  ohms=  - =14.20 

40000 

This  rule  only  applies  to  round  wires  but  may  be 
changed  so  as  to  apply  to  rectangular  conductors. 

-^    .  Material  x  Length 

Resistance=^ 1 ^— 

Areax  1.27 

Area  being  the  area  of  the  cross  section  of  rod  in 
square  mils. 

An  increase  in  the  temperature  increases  the  resist- 
ance of  the  metals,  but  they  each  have  their  own  way 
of  increasing,  some  faster  than  others. 

The  resistance  of  copper  increases  a  little  less  than  yi 
of  1%  for  every  degree  Fahr.  and  iron  increases  a  little 
more  than  copper.  Mercury  increases  about  1/40  of 
1%  per  degree. 

Wire  Measurement, 

The  diameter  of  a  round  wire  or  bar  is  always  meas- 
ured in  mils.    A  mil  is  a  thousandth  of  an  inch. 

The  area  of  round  wires  is  measured  in  Circular  mils. 
The  number  of  circular  mils  is  found  by  squaring  the 
diameter  measured  in  mils. 
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This  is  a  far  better  way  of  measuring  than  the  me- 
chanics way  of  square  inches,  but  cannot  be  applied  to 
rectangular  pieces  of  material. 

To  make  matters  as  simple  as  possible  the  electrician 
measures  the  two  dimensions  of  the  cross  section  in  mils 
and  obtains  the  area  (by  multiplying  them  together)  in 
square  mils.  This  he  converts  at  once  to  circular  mils 
by  multiplying  by  1.27.  Then  having  circular  mils  he 
can  apply  formulas. 

The  mil-foot  is  used  in  formulas  and  is  handy  as  a 
comparison  of  resistances. 

A  piece  of  round  material  i  foot  long  and  i  mil  in 
diameter  is  a  mil-foot. 


Resistance  and  Conductivity. 

If  we  take  a  piece  of  wire  whose  resistance  is  i  ohm, 
and  apply  an  E.  M.  F.  to  the  ends  of  it,  we  find  that  it 
is  able  to  conduct  electricity.  We  might  say  that  this 
piece  of  wire  has  unit  conducting  power,  or  unit  con- 
ductivity, as  well  as  unit  resistance.  If  we  take  another 
piece  of  the  same  wire,  but  twice  the  length  of  the  former 
piece,  it  will  have  twice  the  resistance,  that  is,  it  will  con- 
duct electricity  only  half  as  well  as  the  former  piece,  con- 
sequently we  should  say  this  piece  of  wire  has  resistance 
of  2  ohms  and  a  conductivity  of  J^.  Again,  if  we  take  a 
wire  having  a  resistance  of  10  ohms,  then  it  will  conduct 
electricity  only  i/io  as  well  as  the  piece  having  i  ohm. 
Therefore  we  should  say  its  conductivity  is  i/io,  and  so 
on. 

We  thus  see  that  the  conductivity  oi  a  sw\is>\.aTvc^  \^  *Ocv^ 
reciprocal  or  the  reverse  of  its  resistance,    li  X^e.  \^^\^v- 


ELECTRIC   RAILROADIKG 
TABLE  OP  DIMENSION'S  OF  PORK  OOPPBB  WIBE.« 


A 

ca. 

We.^.^L«^. 

Ho. 

Dl»m, 

UilB. 

It.AS. 

Circular 

Squaro 

,^~ 

Lt* 

Feet  per 

Uilf. 

Ul]». 

1000  feet. 

Mile?' 

FoonT 

0000 

(WOOD 

2116000 

H-flI90  2 

«40  7'i 

3.383.M 

\Ki 

000 

(09 

MO 

.WSilij 

■*sa,«i 

\Sl 

X4 

1S3070.0 

IMrfJO.O 

950 

10,'-A92,ft 

S.13 

TOO 

83W4.S 

S.S5 

630 

■ao!!* 

looiin 

4.98 

I 

■it. 

120 

628S3:o 

4133S8 
S27R4.S 

«.2S 
7.91 

«0 

629!23 

9.W 

6 

79'4!> 

12,58 

t») 

SOKIBJ 

I6.^9!4 

63,08 

sa2;«2 

la 

490 

16500.7 

288.96 

aoloo 

130M.2 

2G.ffl 

«90 

10SSl.fi 

Rl«l 

N234.1I 

24.93 

137  !S5 

«.ll 

» 

6529,94 

5128  60 

19.77 

J04.40 

60.68 

517S.89 

SB.TS 

15 

% 

^ 

2,WM 

'986 

ffi'ora 

80.42 
101.40 

6< 

po 

Z51«!fi7 

2(o:43 

Tift! 

41:292 

lajjff 

1048.20 

lliOK.«6 

aa.J4B 

aos.si 

lu 

20.694 

•SAX) 

%l 

1021 :« 

siog 

lfi.331 

328.82 

« 

162 

e»B.3* 

12952 

««.«) 

23 

2( 

817:4* 

ffJO.Il 

10M71 

27 

j; 

Iffi 

1W.56 

:« 

4,0828 
8.2215 

1638:07 

11 

20H.T1 

\K.7l 

2808-18 

a? 

i[ 

g 

7«,»83 
62.603 

:24 

l.fflWl 

82!»M 

32 

5225!2S 

)8a 

39!36g 

6588.38 

toi 

s»:74 

81212 

;i2 

8810.17 

36 

1 

25^00 

.f*S9 

37 

1 

153 
•66 

12347 

•^ 

25™ 

16854:70 
21008.80 

! 

9:7923 

28487  84 

*" 

\ 

IM 

9JS 

.w. 

.1580 

SS4 10.05 

1-16  Inch,  dSkm. ; 


er  wire  _  13,59  ohma  at  16.5°  C.  or 
;        —  69.9°  F, 

1  circular  tnilla  .7%lBqaaKiallL 


RESISTANCE  307 

ance  of  a  conductor  be  50  ohms,  its  conductivity  is  1/50. 
A  name  has  been  given  to  the  unit  of  conductivity  which 
is  easy  to  remember.  Seeing  that  the  conductivity  is  the 
reverse  of  resistance,  the  name  of  the  unit  of  resistance 
(ohm)  has  been  reversed  for  that  of  conductivity.  Thus 
a  wire  of  i  ohm  resistance  has  i  mho  conductivitv.  A 
wire  of  75  ohms  resistance  has  a  conductivity  of  1/75 
mho,  while  a  wire  of  J4  ohm  resistance  has  a  conductiv- 
ity of  2  mhos. 

Of  course  it  will  be  understood  that  if  conductivitv  is 
the  reciprocal  of  resistance,  then  resistance  is  also  the  re- 
ciprocal of  conductivity,  one  the  reverse  or  reciprocal 
of  the  other.  Therefore  a  wire  of  1/50  mho  conductiv- 
ity has  a  resistance  of  -r:  =  5^  ohms. 

Resistances  in  Scries  and  in  Parallel, 

When  resistances  are  in  series  we  add  their  values  to- 
gether to  get  the  total  resistance  but  when  they  are  in 
parallel  the  resistance  of  the  group,  called  joint  resist- 
ance, is  less  than  the  smallest  and  must  be  cjilculated  in 
a  certain  manner. 

Turn  back  to  Fig.  142.  A  can  conduct  electricity 
across  between  A  and  D  its  conductivity  being  1/50  mho, 
that  is,  it  will  conduct  electricity  across  only  1/50  as  well 
as  a  resistance  of  ohm.  But  we  have  now  got  two  paths, 
each  with  a  conductivity  of  1/50  mho,  so  the  two  to- 
gether can  conduct  electricity  across  twice  as  well  as  one 
of  them,  for  now  we  have  a  conductivity  of  1/50+ i/S^ 
=1/25  mho.  We  have  already  seen  that  resistance  is  the 
reciprocal  of  conductivity,  therefore  the  res\^\.^x\^^  \i^- 

tweei?  C  and  D  is  now   -p   =25  ohms.     ^wX.  Vt  ^'a.s  ^ 

25" 
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ohms  before  we  joined  the  second  wire  across,  so  that  we 
have  reduced  the  resistance  to  half  its  former  value. 

If  there  should  be  resistances  in  series  with  those  in 
parallel  figure  the  joint  resistance  of  the  set  in  parallel 
and  then  figure  the  rest  as  if  that  joint  resistance  took  the 
place  of  the  parallel  group  and  everything  were  in  series. 

Consider  Fig.  145.  Here  we  have  C  and  D  joined  by 
two  wires,  A  having  a  resistance  of  50  ohms,  and  B  hav- 
ing a  resistance  of  25  ohms. 


1S^- 25  Ohms 
fKr:5oOhm^ 


Pig.    145.     A   Divided    Circuit. 


Now  we  have  seen  that  A  has  a  conductivity  or  con- 
ducting power=i/so,  similarly  B  has  a  conductivityi= 
1/25,  and  therefore  the  two  together  have  a  conductivity 
of  1/50+1/25=3/50  mho.  The  resistance  between  C 
and  D  being  the  reciprocal  of  the  conductivity 


is  =-^=  -—-=16.6  ohms 


50  O 


less  than  the  smallest  resistanceV 
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The  current  flowing  through  the  dynamo  now  is — 

^    E      100      ^ 
C=j^=  Jg-g=  6  amperes. 

Again,  imagine  C  and  D  to  be  connected  by  three 
wires,  A=5o  ohms,  B=25  ohms,  and  G=io  ohms.  Then 
the  conductivity  between 

^       ,  T^       1       1        1       1+2+5      8      , 
C  and  D  =-+  -+  j5=  -^0-=  50  "^'^"' 

and  the  resistance  between 

50 


C  and  D  =— =  —=6.25  ohms 

To 


(again  less  than  the  smallest  resistance  joining  C  and  D). 

Of  course  the  combined  resistance  must  be  less  than 
that  of  the  smallest  resistance  between  the  points,'  for  if 
G  were  there  alone,  that  part  of  the  circuit  would  have  10 
ohms  resistance,  and  the  addition  of  B  and  A,  though 
Icirger  than  G,  is  oilly  diminishing  the  resistance  between 
these. points  by  opening  up  other  paths  for  the  passage  of 
electricity. 

Q.  I.  What  is  the  resistance  of  four  wires  in  par- 
allel of  2,  5,  10,  and  20  ohms  respectively? 

The  combination  has  a  conductivity  of — 

1  J-  1  a.  1  4.  1      10+4+2  +  1      17      ,  ^ 
¥  +  T  +  10  +  20= 20 =20  "^^^' 

and  their  combined  resistance  in  parallel 

1      20     . 

=  ii  =  1 7  oht^s- 

20         li 


SIO  ELECTRIC  RAILROADING 

Q.  2.  Two  mains  are  carrying  current  for  a  group  of 
twenty  lamps;  each  lamp  has  a  resistance  when  incan- 
descent (white  hot)  of  i6o  ohms,  and  they  are  all  joined 
in  parallel.  What  is  the  resistance  between  the  two 
mains. 

Here  all  the  resistances  are  equal  and  the  total  resist- 
ance is  1/20  of  one  of  them  or  160-7-20=8  ohms. 

If  we  have  only  to  deal  with  two  resistances  in  parallel, 
it  will  be  easier  and  quicker  to  make  use  of  this  rule : 

The  joint  resistance  of  two  resistances  in  parallel  is 
the  product  of  the  two  divided  by  their  sum. 

Q.  3.  Two  resistances  of  5  ohms  and  20  ohms  are  in 
parallel.     What  is  their  combined  resistance? 

sum  5+20      25 

Working  by  the  first  method  we  have : 

Conductmty=|  +  ^=A 


Resistance=-— =4  ohms. 

5 


LESSON  19. 
Ohm's  Law. 

We  have  now  stated  what  an  ampere  of  current  and 
an  ohm  of  resistance  are.  The  unit  of  pressure  is  the 
result  of  these  two,  for  a  volt  is  the  pressure  necessary 
to  send  one  ampere  of  current  through  one  ohm  of  resist- 
ance. 

Knowing  these  three  units  of  measurement  and  the 
law  of  flow  of  current,  we  can  solve  many  electrical 
problems. 

Law  of  the  Flow  of  Current 

With  a  given  circuit  the  greater  the  pressure  the 
greater  the  current,  or  if  the  pressure  (voltage)  re- 
mains the  same,  the  less  the  resistance  the  more  current 
flows. 

Hence  Current  equals  Pressure  divided  by  Resistance, 

.  volts 

or  Amperes=  — -. 

'^  ohms 

This  is  the  regular  form  of  Ohms  Law  and  means : 
The  current  in  amperes  in  any  conductor  is  equal  to 
the  difference  in  pressure  between  the  ends  of  the  con- 
ductor, in  volts;  divided  by  the  resistance  between  the 
ends,  expressed  in  ohms. 
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Expressed  as  a  formula,  Ohms  Law  is 
p     E*        ^    V        ^    PD 

By  E  we  mean  the  E.  M.  F.,  or  electromotive  force, 
that  is  the  total  pressure  in  the  circuit  measured  in  volts. 

By  V  we  mean  the  pressure  (in  volts)  in  the  part  of 
the  circuit  we  are  considering. 

By  r.  D.  we  mean  the  Pressure  Difference  or  differ- 
ence in  pressure  (in  volts)  between  the  ends  of  the  part 
of  the  circuit  we  are  considering. 

It  is  evident  that  \^  and  PD  are  the  same,  while  E  is 
the  sum  of  all  the  \^'s  in  the  circuit. 

The  form  V=CR  means: 

(i)  The  voltage  required  to  maintain  a  current  flow 
of  C  amperes  through  R  ohms  is  given  by  the  product  of 
C  and  R. 

(2)  The  drop  of  pressure  or  voltage  lost  in  any  con- 
ductor is  equal  to  the  product  of  the  current  C  and 
resistance  R. 

In  fact,  the  loss  in  pressure  which  always  occurs  when 
transmitting  current  is  often  called  the  CR  loss.  The 
"drop"  is  the  usual  term. 

E 
The   form  R=  —    is  used  to  find  what  resistance 

must  be  used  in  connection  with  a  pressure  E  to  limit 
the  current  to  C  amperes. 


♦Electrical  magazines  and  many  text  books  use  I  for  current, 
reserving  C  for  capacity.  It  will  soon  be  generally  adopted  by 
ever3'  one ;  but  for  a  student  C  is  more  convenient  and  expressive 
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Problem  i.  An  incandescent  lamp  having  a  resist- 
ance when  hot  of  240  ohms  is  connected  to  mains  having 
120  volts  pressure  between  them.  How  much  current 
does  the  lamp  draw? 

n      V      120     ,, 

Problem  2.  What  pressure  will  be  required  to  force 
7  amperes  through  an  arc  lamp  whose  resistance  hot  is 
7  ohms? 

V=CR=7X7=49  volts. 

Problem  3.  What  drop  will  there  be  in  transmitting 
2000  amperes  to  a  locomotive  2  miles  from  power  house, 
with  a  circuit  whose  resistance  is  1/20  of  an  ohm  per 
mile? 

2  miles=2/20=i/io  ohms. 

Drop=V=CR=20ooX  1/10=200  volts. 

Problem  4.  In  a  car  heater  enough  heat  is  generated 
when  10  amperes  are  flowing.  Five  of  them  are  to  be 
placed  in  series  in  a  car.  Voltage  between  third  rail 
and  track  500.  What  must  be  the  resistance  of  the 
heater  when  hot? 

500  volts-f-5  heaters=ioo  volts  per  heater. 

^       V     100  , 

R=  — =  TrT^^^^  ohms. 
\j      lu 

Problem  5.     In  Fig.  146  let  the  dynamo  of  o.oi  ohms 
resistance  be  producing  100  volts  as  measured  on  the 
volt  meter  V.  This  is  not  the  E.  M.  F.  oi  \.Vv^  ^^xv-axw^, 
because  there  is  some  drop  in  the  dytvamo.    TV^  v^ 
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volts  is  the  V.  or  P.  D.  at  the  ends  of  the  external  cir- 
cuit. 

This  external  circuit  contains  resistances  as  follows: 
A  in  series  2  ohms.  C  and  E  together  in  parallel,  yet 
in  series  as  a  group  with  A.  C  is  loo  ohms,  E  is  300 
ohms.  B  is  3  ohms  in  series  with  A  and  the  parallel 
group. 


Pig.  146.     Dynamo  in  a  Series — Parallel  Circuit. 


What  current  flows  through  the  dynamo? 

The  same  current  as  through  A  or  B  for  the  circuit 
is  a  series  one.  The  resistance  of  external  circuit  is  as 
follows : 

A=  2  ohms 

product  __  30000   , 


C-fE     jointly= 
B= 


sum 


400 


3  ohms 


Total=8o  ohms 


A  circuit  of  80  ohms  has   100  volts  pressure  at  its 

ends,  therefore, 

^    y     100  ^  n 

C==^  =-^zr<=i.2^  ampere  flows. 
R      80 
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The  drop  in  the  dynamo  must  be 

V=CR=i. 25X0.01=0.01 25  volts. 

A  trifling  amount,,  it  is  true,  but  should  the  dynamo  de- 
liver 1000  amperes  the  drop  becomes  10  volts,  which  is 
large  enough  to  be  considered.  If  the  voltmeter  were 
placed  around  A  what  would  it  read?  It  would  read 
the  drop  in  A. 

CR=i.25X2=2.5  volts. 

GroupifK^  Cells  or  Dynamos. 

A  cell  or  dynamo  is  a  source  of  E.  M.  F.  and  is  in 
addition  a  source  of  resistance. 

When  we  wish  a  higher  voltage  than  one  cell  on  ma- 
chine will  give,  we  connect  several  in  series.  This  in- 
creases the  voltage  and  resistance  and  the  result  depends 
on  the  resistances  of  the  external  and  internal  circuit. 
The  part  of  circuit  in  the  cells  or  dynamos  is  the  internal 
circuit. 

Problem  i.  Six  blue  stone  cells,  each  i  volt  E.  IVI.  F. 
and  3  ohms  resistance,  are  in  series  on  a  100  ohm  exter- 
nal circuit.  Add  6  more  in  series.  Will  the  current  be 
doubled?  Ri  and  Re  are  abbreviations  for  internal  and 
external  resistances. 

Cell  Ri=  3  ohms 
6  cells  Ri=  18  ohms  E  ]\I  F=i  volt 

Re=ioo  ohms  E  M  F=6  volts 


R=ii8  ohms 


E!       6 

S=P  =  ji^=o.o5    (nearly)   ampetes. 
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Add  6  more. 

Ri=  36  ohms  E  M  F=i2  volts 

Re=ioo  ohms 


136  ohms 
C=i2/i36=o.o9  (nearly)  amperes. 

Answer:    The  current  is  almost  doubled. 

Problem  2.  The  same  cells  as  in  Problem  i  are  coi 
nected  to  external  circuit  of  i  ohm  and  6  more  cells  ai 
added  in  series.     Is  the  current  doubled? 

6  cells  Ri=i8  ohms  EMF=6  volts. 

Re=  I 

R=i9 

C=p=Tq=o.32  (nearly)  amperes. 

Adding  6  in  series 

Ri=36  ohms  EMF=i2  volts 

Re=  I  ohm 

R=37  ohms 

^      E     12  , 

C=  -=  --=o.32+amperes. 

Answer,    No.    Practically  no  increase  of  current. 

Moral:     With  high  external  resistance  add  more  ] 

M.  F.  in  series  to  increase  current  (the  added  resistan 

does  no  harm).    With  low  external  resistance  add  not 

ing-  In  series  unless  it  has  a  vet^  \o^  Vxvt^ttial  resistanc 
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Suppose  in  Problem  2  we  had  added  3  storage  bat- 
teries at  2  volts  and  0.33  ohms  each. 

Old     Ri=i8  Old    EMF=6 

New  Ri=  0.99  New  EMF=6 


Re=  I. 


E=i2  volts 


R=20  ohms 


^     E     12        . 

C=-  =  ^=0.0  amperes. 

Which  is  practically  double  the  previous  current. 


jr^i 


k:  +   K- ^ 


Fig.  147.     Batteries  in  Parallel. 


In  Problem  2  had  there  been  nothing  available  except 
6  more  blue  stone  cells  they  should  have  been  put  in 
parallel  with  the  others,  similar  to  Fig.  147. 

Each  set  of  6  cells  has  Ri=i8  but  joint  resistance  of 
two  groups  is  9  ohms. 

Ri=  9  ohms 
Re=  I  ohm 


R=io  ohms 
The  E.  M,  F,  of  each  set  ol  6  ee\\?>  \?>  ^  ^^^^'^'^  ^'^ 
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the  E.  M.  F.  of  the  two  groups  not  adding  together 
makes  E.  M.  F.  of  group,  6  volts  as  before. 

C=~=  77;=o.6  amperes, 
K     10 

which  is  practically  double  the  previous  current.  Hence, 
when  external  resistance  is  low,  lower  your  internal  re- 
sistance by  addinjj^  more  cells  in  parallel. 

There  is  a  silly  rule: 

The  best  arranj^ement  of  cells  is  when  the  internal 
and  external  resistances  are  equal. 

This  is  an  arrangement  to  force  the  battery  to  deliver 
the  greatest  possible  current.  The  efficiency  will  be  50% 
because  since  Ri  and  Re  are  equal  the  drop  in  each  is 
the  same,  hence  half  the  pressure  is  doing  useless  work 
and  half  useful  work. 

For  economy  have  internal  resistance  low  as  compared 
with  external  resistance. 

When  a  battery  is  at  w^ork  on  a  high  resistance 
line,  add  cells  in  series  to  increase  current.  When  ex- 
ternal resistance  is  low  always  add  cells  in  parallel. 

These  rules  do  not  apply  to  most  dynamos  because 
their  internal  resistance  is  very  low. 

With  dynamos  to  get  more  voltage  place  extra  ma- 
chines in  series.    You  wall  then  get  more  current  also. 

To  get  more  current  at  same  voltage  place  extra  ma- 
chines in  parallel  with  the  first  one. 


LESSON  20. 

Meters. 
Gahanometers. 

We  have  already  seen  in  Lesson  12  that  a  current 
passing  near  a  magnetic  needle  deflects  it;  also  that  a 
current  passing  first  over  a  magnetic  needle  and  then 
back  under  it  in  opposite  direction  deflects  the  needle 
further. 

By  a  few  simple  tests  you  can  convince  yourself  that 
increasing  the  current  would  increase  the  deflection. 

An  instrument  consisting  of  a  coil  of  wire  carrying 
the  current  to  be  tested,  and  a  magnet ;  the  two  being  so 
arranged  that  one  can  be  deflected,  is  called  a  galvan- 
ometer. 

There  are  two  types,  the  Thompson  and  the  D*Ar- 
sonval. 

The  Thompson  type  has  the  coil  of  wire  stationary 
and  the  light  magnetic  needle  suspended  by  a  silk  thread. 
These  can  be  made  more  sensitive  than  the  other  type, 
but  are  not  portable  and  external  fields  have  a  great  influ- 
ence on  them,  causing  them  to  give  false  indications. 
This  is  prevented  by  thick  soft  iron  cases,  much  too 
heavy  to  be  carried  around. 

The  silk  suspension  makes  the  needle  sensitive  to  vibra- 
tion. 

It  is  a  fine  laboratory  instrument  and  vjVOtv  xfto^>Sv^ 
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construction  has  been  used  in  the  workshop  and  field, 
but  for  this  work  the  D^Arsonval  is  much  better. 

The  D'Arsonval  type  has  a  very  small  light  coil  of 
wire  suspended  by  a  fine  bronze  wire  between  the  poles 
of  a  stationary  magnet.  Since  the  movable  part  is  not 
a  magnet  except  during  the  actual  instant  of  the  test, 
outside  magnetic  fields  have  no  influence  on  its  motion. 
To  shield  it  during  test  a  thin  soft  iron  or  steel  case 
is  put  on  the  instrument  which  does  not  affect  its  porta- 
bility. These  covers  are  usually  copper,  brass  or  nickel 
plated  for  appearance  sake,  but  the  actual  material  is 
iron  for  the  purpose,  of  shielding  the  instrument. 

These  D'Arsonval  galvanometers  are  not  so  sensitive 
as  the  other  type,  which  for  ordinary  work  is  a  great 
advantage. 

Both  of  these  types  have  the  needle  swinging  over  a 
circular  scale  divided  into  degrees,  or  may  have  a  small 
mirror  attached  so  that  the  deflection  may  be  read  by 
the  motion  of  a  spot  of  light  moving  along  a  long  ruler 
supported  about  a  yard  away  from  galvanometei . 

As  mentioned  before,  twice  the  current  does  not  give 
twice  the  deflection  but  by  sending  known  currents 
through  a  galvanometer  and  marking  a  scale  with  pen 
and  ink  we  could  make  an  ampere  meter.  This  is  called 
Calibration. 

Ammeters  and  Voltmeters. 

The  ammeters  and  voltmeters  of  commercial  work  are 
all  special  adaptations  of  the  D'Arsonval  galvanometer 
or  for  the  least  accurate  work  such  as  on  switchboards; 
they  are  of  the  magnetic  vane  type. 
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The  Weston  instruments  are  D'Arsonval  galvano- 
meters. 

Fig.  148  shows  an  instrument  with  the  cover  removed. 
A  large  permanent  magnet  of  U  shape  is  supported  by  a 
gun-metal  casting  screwed  to  the  ends  of  the  limbs,  and 
the  whole  of  the  working  part  is  built  up  on  this  mag- 
net independent  of  the  case,  so  that  the  movement  can 
fce  removed  bodily  from  the  case  by  simply  taking  out 
one  screw  which  holds  the  gun-metal  casting  in  place. 
The  inside  polar  faces  of  the  magnet  are  surfaced  up  so 
as  to  come  closely  into  contact  with  wrought-iron  pole 
pieces  which  are  bored  out  to  about  i  in.  diameter,  and 
fixed  rigidly  in  their  place  with  screws  passing  through 
the  limbs  of  the  magnet.  To  these  pole  pieces  a  second 
gun-metal  casting  is  screwed,  which  forms  a  support 
for  a  soft  iron  cylinder  ^  in.  diameter  inside  the  bored 
out  pole  pieces,  and  also  a  support  for  the  scale.  The 
soft  iron  cylinder  fills  up  most  of  the  space  between  the 
pole  pieces,  allowing  an  air  space  at  either  side  of  j/^ 
in.,  and  in  this  space  a  fairly  strong,  uniform,  magnetic 
field  exists.  A  coil  of  fine  insulated  copper  wire  of 
about  twelve  turns  is  wound  on  a  thin  brass  frame,  large 
enough  to  embrace  the  soft  iron  cylinder,  with  freedom 
to  move  in  the  space  between  it  and  the  pole  pieces. 
This  is  pivoted  in  jewelled  bearings  which  are  screwed 
to  the  pole  pieces,  but  insulated  from  Jhem,  forming  lit- 
tle bridges  across,  and  the  ends  of  the  coil  are  connected 
to  these  bridge  pieces  by  spiral  springs,  one  at  the  top 
and  the  other  at  the  bottom  of  the  coil,  the  springs  being 
wound  in  opposite  directions,  so  that  when  one  is  twisted 
up  by  a  movement  of  the  coil  the  other  is  untwisted. 
This  arrangement  corrects  for  any  variation  in  tempera- 
lure,  for  the  effect  on  one  spring  would  be  counteracted 
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Fig.  148.     Interior  of  Weston  Instrument. 
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by  the  opposite  effect  on  the  other.  The  coil  normally 
lies  at  45°  to  the  line  joining  the  poles  of  the  magnet, 
and  consequently  the  magnetic  field  created  by  a  cur- 
rent in  the  coil  will  be  displaced  relatively  to  the  field  of 
the  horseshoe  magnet  as  shown  in  Fig.  149,  and  the 
lines  twist  the  coil  through  a  certain  angle  against  the 
action  of  the  spiral  springs,  the  angular  movement  of 
the  coil  depending  on  the  strength  of  the  current  in  the 
coil  and  the  strength  of  the  field  in  which  it  is  placed. 


Fis.  119.     DlBgram  at  Mnguels,  Flui,  Coil 


To  the  coil  is  attached  a  pointer  of  aluminum,  the 
whole  being  balanced  so  that  the  instrument  can  be  read 
in  any  position,  and  the  pointer  and  scale  are  bent  up 
£0  as  to  come  near  the  front  of  the  case. 

A  perspective  view  of  movement  is  shown  in  Fig.  150. 

In  this  instrument  the  whole  current  does  not  '?,'» 
through  the  coil,  but  only  a  small  fractVorv  o\  'A.    '^Vt 
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main  part  of  the  current  crosses  from  one  terminal  to 
the  other  by  a  broad  strip  of  metal  under  the  base  of 
the  instrument,  while  the  coil  is  placed  as  a  shunt  across 
the  terminals,  or  as  a  conductor  in  parallel  with  the 
metal  strip   (Fig.   151),  and  consequently  the  ratio  of 


r.  160.     view  of  Uovemi 


the  currents  in  the  strip  and  in  the  coil  will  be  inversely 
proportional  to  their  resistances.  Now  with  a  given 
strength  magnetic  field  due  to  the  magnet,  and  a  given 
elasticity  of  the  spiral  springs,  it  will  require  a  cert»n 
number  of  ampere  turns  in  the  coil  to  produce  the  full 
defection  on  the  scale.    This  can  \ie.  sfct\i.i«i.\f3  %^\^- 


ing  the  resistance  of  the  strip  connecting  the  terminals 
so  that  the  same  movement  will  do  for  any  instrument. 
Thus,  suppose  the  instrument  were  required  to  read  to 
a  maximum  of  lo  amperes,  and  we  required  i  ampere  in 
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the  coil  to  give  the  maximum  deflection,*  then  the  re- 
sistance of  the  coil  must  be  9  times  that  of  the  strip, 
so  that  the  current  will  divide  at  the  terminals,  9/10 


•//  aetuaHy  lakes  l/lOO  amperes. 
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going  through  the  metal  strip  and  i/io  through  the  <xaL 
If  the  instrument  is  required  to  read  to  a  maximum  of 
loo  amperes,  then  the  metal  strip  must  have  99  times 
less  resistance  than  the  coil,  and  the  current  wil!  then 


divide  at  the  terminal,',  99/100  going  through  the  strip 
and  i/ioo  going  through  the  coil,  which  will  give  a 
reading  to  the  full  range  of  the  scale  as  before.  By  the 
arrangement  of  the  pole  pieces  and  wrought  iron  cylin- 
der the  field  due  to  the  pennanent  magnet  is  practically 
twiform  over  the  range  of  movement  of  the  coil,  and  so 
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the  scale  readings  are  the  same  size  throughout.  Should 
the  permanent  magnet  vary  in  strength,  the  instrument 
would  not  read  correctly,  but  the  magnets  are  so  treated 
that  the  falling  off  in  strength  over  a  number  of  years  is 
inappreciable. 


Switch  Board  Inatmnn 


The  Strip  or  shunt  for  portable  instruments  is  always 
inside  the  case,  while  for  switchboard  instruments  the 
shunt  is  too  large  (Fig,  152)  and  is  placed  separately  on 
the  back  of  the  board.  Leads*  are  run  along  the  board 
to  the  meter  terminals  which  project  through  holes  in 
the  board  from  the  meter  which  is  in  front. 

Such  a  switchboard  instrument  is  shown  in  IHg.  153 
and  Fig.  154. 

A  voltmeter  is  made  by  removing  the  mete\  Axv^  ot 


Teebakal  name  for  wires. 
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shnnt  connecting  the  terminals  and  placing  a  resistance 
coil  in  series  with  the  moving  coil. 

As  it  takes  i/ioo  amperes  to  swing  the  pointer  over 
full  scale  for  every  volt  the  instrument  reads,  it  must 
have  loo  ohms  in  the  resistance  coil. 

A  500  volt  instrument  will  have  500,000  ohms  resist- 
ance, and  hence  i/ioo  amperes  will  flow  through  the 
moving  coil. 


Switcb  Board  Ammeter. 


The  moving  coil  is  wound  on  a  copper  or  aluminum 
frame,  which  when  it  swin?;s  has  current  induced  in  it 
hy  the  magnets  and  stops  vibrating  very  quickly ;  in  fact 
you  cannot  detect  any  vihration.  The  needle  seems  to 
move  to  a  certain  spot  and  stop  dead.  This  is  called  a 
"dead  beat"  needle ;  a  more  scientific  name  is  "ape- 
riodic." 
Some  instruments  have  electro-magnets  instead  of  per- 
manent  magnets.    The  Thomson  A.stat\c  mstTvaswrnLXs.  w« 


o£  this  type.  Two  of  these  instruments  are  shown  in 
Figs.  154  and  155.  This  latter  has  a  scale  or  dial  of 
opal  glass  with  an  electric  light  behind  it.  This  makes 
the  instrument  easily  read  from  a  distance  or  at  night. 
These  are  called  "illuminated  dial  instruments," 


The  instrument  of  Fig.  153  has  an  extra  hand  ending 
in  a  ring.  This  can  be  set  at  the  voltage  you  wish  to 
maintain.  The  most  hasty  glance  will  then  tell  you 
whether  your  voltage  is  too  high  or  too  low. 

In  order  to  save  space  on  switchboards  some  instru- 
ments are  made  thin  and  broad  and  are  set  horizontally 
or  vertically. 

Fig.  156  shows  the  exterior  and  interior  of  a  Thom- 
son Edgewise  Ammeter. 

The  Thomson  Inclined  Coil  instruments  as  sKqvjtv  \\i. 
Fig.  157  are  pcrtabie  instruments  used  iox  s\\.«.\'fta.'Om.^ 
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current  only.  In  an  cnicrftency  they  can  be  used  to 
measure  direct  current  by  reading,  reversing  current, 
readme;  again  and  averaging  results. 


The  action  of  the  magnetism  of  the  inclined  coil  is 
twist  the  inclined  sheet  iron  vane  "a"  around  to  the 
dotted  line  position. 

The  Weston  instruments  described  are  for  direct  cur- 
rent only.  The  company  makes  an  alternating  current 
voltmeter  but  no  ammeter.    Thomscm  Astatic  instnimoib 


are  for  direct  current.  The  Thomson  Inclined  Coil  in 
portable,  or  edgewise  switchboard  form  is  for  alternating 
current. 


pig.  IBT.     TbatUBcni   Inclined  Coll  Incti 


Wattmeters. 


By  comlMning  two  coils,  one  movable,  the  other  sta- 
tionary, one  attached  as  a  voltmeter  with  series  resist- 
ance, the  other  attached  as  an  ammeter,  with  a  shunt, 
we  get  an  instrument  whose  needle  indicates  power  or 
watts.     These  are  called  indicating  wattmeters. 

The  recording  wattmeter  records  watt-hours.  A  watt- 
hour  is  one  watt  of  power  used  for  an  hour,  or  any  com- 
bination like  one-quarter  of  a  watt  for  four  hours,  etc. 

The  Thomson  Recording  Watt-Hour  Meter  is  used 
for  direct  or  alternating  current.  It  is  shown  with  dust- 
proof  case  removed  in  Fig.  158.  The  connections  made 
to  it  are  shown  in  Fig.  159.  By  "light"  in  the  figure 
must  be  understood  any  load  at  all. 

The  meter  consists  of  an  electric  motor  whose  arma- 
ture A  is  supplied  with  current  from  the  mains  through 
a  high  resistance  P  in  the  back  of  the  instrument  ^-^4.  -a. 
fmall  field  coll  on  rig-ht-hand  side. 
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This  armature  is  in  shunt  across  the  circuit,  hence  its 
current  is  proportional  to  the  voltage. 

The  main  current  passes  through  the  field  F,  hence 
the  strength  of  the  field  is  proportional  to  the  current. 

The  speed  of  the  motor  is  therefore  proportional  to 
both  current  and  voltage,  that  is  to  the  power  or  watts. 


The  armature  shaft  goes  on  past  the  commutator  ta 
a  cyclometer  with  dials  like  a  gas  meter.  The  revolu- 
tions are  here  recorded  as  watt- hours. 

The  auxiliary  field  is  just  strong  enough  to  nearly 
overcome  the  friction  in  the  bearings  and  cyclometer,  » 
that  the  smallest  current  through  the  mains  will  pro- 
duce  rotation. 


At  the  bottom  of  the  armature  shaft  is  an  aluminum 
disk  revolving  between  the  poles  of  permanent  magnets. 
This  device  prevents  the  meter  from  running  at  too 
great  a  speed  and  gives  an  adjustment  for  accuracy. 


wig.  IBS.     Dtagram  at  Connections.     Tbamson  Racordins  Wltt- 


The  further  out  the  magnets  are  swung  the  faster  is 
the  motion  of  the  metal  passing  between  their  poles  and 
*'ie  greater  a  retarding  effect  they  produce. 
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A  meter  running  too  slow  from  age  or  dirty  bearing! 
could  be  brought  up  to  proper  speed  by  swinging  the 
magnets  in  a  little. 


Fig.    160.     Large    Ci 


For  large  currents  the  appearance  of  the  meter  is  quite 
different,  as  is  shown  in  Fig,  i6o.  The  retarding  device 
is  enclosed  in  a  case  and  the  whole  instrument  enclosed 
in  a  dust-proof  glass  case. 


LESSON   21. 
Electrical  Work,  Power  and  Efficiency. 

FORCE. — Force  is  defined  as  that  which  produces 
motion,  or  a  change  of  motion;  thus  force  must  always 
be  applied  to  any  body  to  cause  it  to  move.  To  increase, 
decrease,  or  stop  this  motion,  that  is  to  change  it,  force 
must  again  be  applied.  For  example,  to  start  a  loaded 
wheel-barrow  force  must  be  applied,  either  by  pushing 
or  pulling  it,  but  when  it  is  set  in  motion  less  force  will 
be  required  to  keep  it  in  motion ;  to  cause  a  change  in 
motion,  that  is  to  increase  or  decrease  the  speed,  extra 
force  must  be  applied.  Force  does  not  always  produce 
motion,  but  only  tends  to  produce  it,  as  when  a  man  tries 
to  push  a  laden  freight  car  he  applies  all  his  muscular 
force,  but  no  motion  results. 

DIFFERENT  KINDS  OF  FORCE.— There  is  the 
force  of  gravitation,  which  causes  all  bodies  free  to  move 
to  fall  from  a  higher  to  a  lower  level.  The  force  exerted 
by  a  man  riding  a  bicycle  or  a  horse  drawing  a  carriage 
are  examples  of  muscular  force.  An  engine  draws  a 
train  of  cars  by  reason  of  the  mechanical  force  applied, 
which  is  due  to  the  expansion  of  the  steam  in  the  steam 
cylinder.  A  mixture  of  air  and  illuminating  gas  in  a 
room  is  ignited  and  the  explosion  wrecks  the  room;  the 
r.ction  is  due  to  the  chemical  force  exerted.  The  force 
which  produces  or  tends  to  produce  a  flow  of  eleelxk\\>3 
is  electromotive  force.    The  rate  at  whicVv  a  tiam  TsxoN^'Si 
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depends  upon  the  force  exerted  by  the  engine,  so  also, 
the  rate  of  flow  of  electricity  depends  upon  the  amount 
of  electromotive  force  applied. 

MASS  AND  WEIGHT.— The  mass  of  a  bodv  is  the 
quantity  of  matter  in  it ;  the  weight  of  a  body  is  due  to 
the  force  of  gravity  acting  upon  this  matter.  Since  the 
force  of  gravity  diminishes  as  we  ascend  from  the  earth's 
surface,  the  attraction  for  a  mass  of  matter  will  diminish, 
or  it  will  weigh  less  on  the  top  of  a  high  mountain  than 
at  the  sea  level ;  the  mass  of  matter,  however,  would  be 
the  same  in  each  case.  Weight  is  not,  therefore,  the 
same  thing  as  mass,  but  we  can  conveniently  measure  a 
body  by  its  weight. 

WORK. — Work  is  done  when  force  overcomes  a  re- 
sistance, or,  work  is  force  acting  through  space 
(W=FXS). 

Work=Force  X  Distance, 

or  Work=PoundsXFeet=Foot-pounds. 

Work  is  not  always  done  when  a  force  acts;  for  in- 
stance, a  man  pushes  with  all  his  force  against  a  brick 
wall;  he  is  exerting  force,  but  doing  no  work  because 
no  motion  results,  nor  is  any  resistance  overcome.  If  a 
weight  be  lifted,  work  is  done  directly  in  proportion  to 
the  weight  and  to  the  distance  through  which  it  was 
moved.  Thus,  the  work  done  in  lifting  4  pounds  to  tlie 
height  of  3  feet  is  equivalent  to  12  foot-pounds  of  work. 
Exactly  the  same  work  is  performed  when  two  pounds 
are  lifted  6  feet;  or  6  pounds  raised  2  feet ;  or  12  pounds 
raised  i  foot.  Work  does  not  always  consist  in  raising 
weights ;  the  steam  engine  does  work  by  hauling  a  train, 
due  to  the  expansive  force  of  steam  acting  upon  the  pis- 
ton  ;  an  explosion  of  powder  m  a  catvtvoiv  caM^^"$»  ^w  Iron 
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ball  to  traverse  a  certain  distance.  The  magnetic  action 
in  a  dynamo  sets  up  a  force  which  causes  a  current  to 
flow  through  an  electric  motor  and  the  motor  drives  a 
car  weighing  so  many  pounds  a  certain  number  of  feet 
every  minute,  hence  the  total  foot-pounds  of  work  are 
performed  electrically.  The  work  in  each  case  is  meas- 
ured in  foot-pounds.  Whether  work  be  done  mechani- 
cally, chemically,  thermally,*  or  electrically,  it  can  be 
expressed  in  foot-pounds.  The  total  amount  of  work 
done  is  independent  of  time,  that  is,  the  same  work  may 
be  performed  in  one  hour  or  one  year.  When  different 
amounts  of  work  performed  in  different  times  are  to  be 
compared,  then  reference  is  made  to  the  time,  or  rate  of 
working,  or  the  power. 

POWER. — Power  is  the  rate  at  which  work  is  done, 
and  is  independent  of  the  amount  of  work  to  be  done. 

^        '                 -         ,  .     V        Work        Foot-pounds 
Power    (rate  of  workmg)= -1=; — = Tjt. = 

Foot-pounds  per  unit  of  time. 

For  example,  it  requires  four  hours  for  a  particular 
engine  to  draw  a  train  from  one  station  to  another,  while 
another  engine  may  draw  the  same  train  the  same  dis- 
tance in  two  hours.  One  engine  is  thus  twice  as  power- 
ful as  the  other,  because  it  can  do  the  same  work  in  half 
the  time.  When  the  train  has  reached  its  destination  it 
would  have  represented  the  same  amount  of  work  done, 
no  matter  whether  it  had  traveled  at  one  mile  per  minute 
or  one  mile  per  hour,  leaving,  of  course,  friction  and  air 
resistance  out  of  account. 
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Power  is  estimated  according  to  the  amount  of  work 
done  in  a  given  period  of  time.  As  mechanical  work  is 
measured  in  foot-pounds,  mechanical  power  would  th'is 
be  so  many  foot-pounds  per  minute,  or  per  second.  The 
mechanical  unit  of  power  is  the  horse  power. 
One  Mechanical  Horse  Power=33000  ft.  lbs.  per  Minute 

or  -=550  ft.  lbs.  per  Second. 

60 

If  a  body  weighing  33000  pounds  be  raised  one  foot 
every  minute  then  we  have  a  rate  of  working  equal  to 
one  horse  powder ;  or  if  16500  pounds  be  raised  two  feet 
per  minute,  the  rate  of  working  is  the  saine,  one  horse 
power.  If  the  work  were  continued  at  the  same  rate  for 
one  hour,  we  would  have  a  larger  unit  of  work,  or  the 
horse-power-hour.  When  we  say  that  an  engine  is  de- 
veloping 40  horse  power  we  mean  that  it  is  performing 
550X40=22000  foot-pounds  of  work  every  second. 
^DIFFERENCE  BETWEEN  ENERGY,  FORCE, 
WORK  AND  POWER.— It  is  important  that  the  stu- 
dent should  thoroughly  understand  the  meaning  of  the 
above  terms.  Energy  is  the  capacity  to  do  work.  Force 
is  one  of  the  factors  of  work  and  has  to  be  exerted 
through  a  distance  to  do  work,  the  work  being  reckoned 
as  the  product  of  the  force  and  the  distance  through 
which  it  has  been  applied.  Work  is  done  when  energy  is 
expended  or  when  force  overcomes  a  resistance.  Power 
is  the  rate  of  working. 

ELECTRICAL     WORK.— Work     is     force     acting 

through  space,  or  energy  expended,  therefore,  resistance 

is  overcome  when  work  is  performed.    Force  may  exist 

without  work  being  performed,  as  when  you  push  against 
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a  table  and  do  not  move  it,  no  work  is  done,  yet  the 
force  exists.  An  electrical  force  exists  between  the  two 
terminals  of  a  battery,  tending  to  send  a  current  of  elec- 
tricity from  one  to  the  other  through  the  air.  The  force 
is  not  sufficient  to  overcome  the  resistance  of  the  air, 
therefore  no  current  flows  and  the  battery  is  not  doing 
any  work:  the  same  is  true  with  a  dynamo  when  run- 
ning  on  open  circuit.  When  a  wire  is  connected  across 
the  battery  terminals,  the  force  overcomes  the  resistance 
of  the  wire  and  electricity  is  moved  along,  around  or 
through  the  wire,  which  becomes  heated.  The  electrical 
work,  or  energy  expended,  in  this  case,  is  represented  by 
tiie  amount  of  heat  generated.  With  a  small  lamp  con- 
nected to  the  battery,  the  work  is  represented  by  the 
heat  and  light  given  by  the  lamp  as  well  as  the  heat 
given  to  the  remainder  of  the  circuit.  The  total  work 
performed  is  the  product  of  the  force,  the  current,  and 
the  time  that  the  current  is  maintained  or 

Electrical  Work= Volts  X Amperes  X  Time. 

But  the  engineer  is  not  interested  much  in  work — the 
element  of  time  is  of  great  importance  to  him,  so  he 
always  figures  power  used. 

ELECTRICAL  POWER.— Power  is  tlie  rate  at  which 
energy  is  expended,  and  is  independent  of  the  total  work 
to  be  accomplished.  The  rate  of  working,  or  the  power, 
is  found  by  dividing  the  total  work  by  the  time  required 
to  perform  it. 

Electrical  Work 


Electrical  Power  = 


Time. 


The  unit  of  electrical  power  is  a  unit  oi  >notVl  ^x- 
formed  in  a  unit  oi  time,  and  is  called  a  Watt. 
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Power=Volts  X  AjTiperes=EC. 

Problem  i.  A  current  of  2000  amperes  flows  at  a 
pressure  of  600  volts.    What  power  is  used? 

Watts=EC=6oo  X  2000=1 200000. 

To  avoid  the  use  of  large  numbers  the  Kilowatt  is  used. 
It  is  iooo  watts. 

The  answer  to  Problem  i  is  therefore  1200  K.  W. 
(Kilowatts  abbreviated  K.  W.). 

Problem  2.  How  many  K.  W.  will  an  alternator  pro- 
ducing I  IOOO  volts  and  272  amperes  give? 

W=EC=i  1000X272 

=2992000  watts 
=3000  K.  W.  (nearly). 

A  watt  is  a  small  unit,  for  it  takes  746  watts  of  elec- 
trical power  to  exert  the  same  power  as  one  horse  power 
of  steam  power. 

Hence  746  watts=i  horse  power  (H.  P.) 

and  }i  K.  W.=i  H.  P.  (approx.) 

I  K.  W.=i>^  H.  P.  (approx.) 

A  rough  rule  for  figuring  is: 

To  change  from  K.  W.  to  H.  P.  add  on  J^  of  the 
number,  from  H.  P.  to  K.  W.,  subtract  %  of  itself  from 
the  number. 

A  very  convenient  formula  for  power  is  obtained  in 
this  way: 

W=EC,  but  C=S 

R 

hence  E=CR,  so  W=<:RXC=C?R.  ^       | 
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This  means  the  watts  power  used  up  in  any  resistance 
is  found  by  the  formula  W=C2R.  The  square  of  the 
current  multiplied  by  the  resistance. 

This  is  all  wasted  power  and  is  often  referred  to  as 
the  "C  square  R  loss." 

When  a  current  goes  through  a  motor  it  produces 
some  mechanical  power,  but  when  flowing  through  a 
wire  it  produces  nothing  but  magnetism  and  heat  This 
is  often  referred  to  by  saying  a  current  produces  OR 
heat,  meaning  that  the  current  produces  OR  watts  which 
turn  to  heat. 


EFFICIENCY. 

When  we  bring  223.8  K.  W.  of  energy  to  a  motor  and 
turn  out  at  its  pulley  240  H.  P.,  it  is  because  some  of 
the  energy  has  been  lost  in  the  transformation  from 
electrical  to  mechanical  power. 

223.8  K.  W.=  2238oo  watts. 
223800-^-746=300  H.  P. 
_^  .  Output 

Both     being     expressed     in     same     units, 

efficiencv= =0.8. 

240 

Efficiencies   are   usually  multiplied  by   100  and   then 
called  per  cent.  Efficiency  of  0.8  would  b^  e^\\^^  %:i°]Q 
efficiency. 
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CIRCUIT  BREAKERS. 


In  its  simplest  form  a  circuit  breaker  is  merely  a 
switch  so  designed  as  to  be  capable  of  frequently  open- 
ing the  circuit  carrying;  its  full  current  without  any 
damage  to  itself. 


Magnetic   Blow-out. 


With   the   large   currents   handled   tn   railroad    work 
jf  has  become  necessary  to  define  a  switch  as  "a  piece 
of  apparatus  to  close  circuits." 


ELECTRICAL    WORK — POWER  343 

Apparatus  to  open  circuits*  are  now  called  circuit 
breakers,  trip  switches,  oil  switches  or  some  other  spe- 
cial  name. 

In  order  to  have  a  good  contact  for  carrying  current 
where  breaker  is  closed,  this  contact  is  of  copper. 

As  shown  in  Fig.  i6i,  the  contact  is  composed  of 
two  large  copper  blocks  against  which  press  the  ends 
of  a  curved  copper  brush.  This  brush  is  made  of  nu- 
merous thin  sheets  of  copper,  pressed  together  so  as  to 
form  an  almost  solid  block  of  metal.  They  are  held 
together  tightly  in  the  middle,  and  the  ends  left  free. 

When  the  brush  is  pressed  upwards  against  the 
blocks  it  makes  a  peculiar  scratching  or  rubbing  contact 
in  which  each  separate  leaf  of  the  brush  makes  its  own 
contact,  and  holds  it  with  a  firm  pressure  owing  to  the 
springiness  of  the  copper. 

The  scratching  or  rubbing  contact  ensures  the  re- 
moval of  all  dirt  or  oxidized  copper  from  the  block  and 
the  individual  action  of  each  leaf  makes  a  good  con- 
tact, utilizing  the  total  surface  of  the  brush. 

While  such  a  contact  is  an  excellent  carrier  of  cur- 
rent, it  is  the  worst  possible  breaker  of  a  current,  for 
the  separate  leaves  would  melt  on  the  edges  and  fuse 
together. 

The  breaker  is  arranged  so  that  a  second  contact  of 
a  carbon  plug  in  a  carbon  socket  always  closes  before 
and  opens  after  the  main  copper  contacts. 

In  Fig.   i6i  this  secondary  carbon  contact  is  on  the 


♦It  will  be  understood  that  after  breaking  a  current  by  a  cir- 
cuit breaker  the  mere  opening  of  a  knife  switch  cannot  be  called 
opening  a  circuit,  because  after  the  breaker  opens  VVv^x^  \'e»  tvq 
electrical  circuit. 
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end  of  the  rod  which  passes  up  into  the  hollow  formed 
by  the  nameplate. 

In  Fij^:.  162  the  carbon  plug  is  K  and  the  sides  of  the 
s(Kket  are  marked  (i.  The  main  contact  blocks  are  the 
squares  and  the  cc)i)i)er  brush  is  marked  H. 

The  toggle  which  closes  and  opens  the  bredcer  is 
marked  F. 


Fig.    162.     Diagram   of   Fig.    161. 

In  Figs.  163  and  164  the  carbon  contacts  are  seen 
at  the  top  in  the  shape  of  carbon  blocks.  In  Fig.  163 
the  main  contact  is  plainly  shown  below,  while  in  Fig. 
164  the  main  contact  is  concealed  by  a  metal  housing. 

The  mechanical  connection  between  the  main  (cop- 
per) contacts  and  the  secondary  (carbon)  contacts  has 
enough  lost  motion  that  the  main  contact  is  well  opened 
before  the  secondary  opens. 

What  has  been  described  constitutes  a  circuit  breaker, 

but  a  circuit  breaker  is  always  an  automatic  device.    An 

oil  switch  may  or  may  not  operate  automatically,  but 

when  we  say  circuit  breaker  we  always  mean  an  auto- 

made  one. 
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The  circuit  breaker  is  set  by  hand  against  a  spring 
and  held  shut,  dosed,  or  set  {the  three  words  meaning 
the  same  thing)  by  a  latch  or  hooked  catch.  There  is 
a  rod  one  end  of  which  is  arranged  to  unfasten  or  trip 


the  catch,  the  other  end  is  fastened  to  an  iron  armature 
or  core. 

All  the  current  in  the  particular  circuit  which  the 
breaker  is  in  passes  through  a  solenoid  viKvAv  ^'K.'e.\^=,  ■mi. 
attraction  on  the  core  or  armature. 


:i46  ELECTRIC  KAILKOADING 

Suppose  the  noniial  current  on  the  line  to  b 
amperes,  then  the  circuit  breaker  would  have  cc 
of  sufficient  area  and  a  solenoid  of  such  a  size  th 


150  to  800  Ampera  C 


amperes  could  pass  through  tlie  breaker  24  hours 
^^■ithout  overheating  any  part. 
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The  weight  of  rod  and  core  of  armature  would  be 
sufHcient  so  that  the  lifting  power  of  the  solenoid  was 
not  great  enough  to  lift  them,  but  that  looo  amperes 
through  the  solenoid  will  lift  the  rod  and  release  the 
catch.  The  spring  then  opens  ihe  breaker.  When  a 
circuit  is  to  be  opened  the  attendants  push  up  the  rod 
and  thus  open  the  breaker. 


FlS-   166.     MagDetl< 


When  this  is  done  it  is  called  tripping  the  breaker, 
when  the  breaker  is  tripped  by  the  action  of  the  current 
it  is  customary  to  say  the  breaker  has  "blown." 

Whether  a  breaker  is  tripped  or  blown,  it  makes  a 
noise  like  a  pistol  shot.  The  larger  the  current  blown, 
the  greater  the  noise. 

The  tripping  solenoid  is  shown  p\ain.\^(  \u  Y"\^.  ^^^"3 
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If  large  currents  are  handled  by  the  breaker  a  sol- 
enoid of  one-half  a  turn  may  create  enough  power  to 
trip  the  breaker. 

In  Figs.  163  and  164  this  is  the  case,  and  the  tripping 
device  is  not  in  evidence. 

If  the  rod  and  its  attachments  were  heavier  it  might 
take  1200  amperes  to  trip  the  breaker;  if  the  core  or 
armature  were  moved  nearer  or  further  from  the  sol- 
enoid, a  smaller  or  larger  current  would  trip  the 
breaker";  if  a  more  or  less  strong  spring  were  attached 
the  current  required  to  blow  the  breaker  would  vary 
with  the  tension  of  the  spring. 

These  devices  are  used  to  set  the  current  at  which 
the  breaker  will  operate. 

Breakers  are  made  to  have  a  capacity  for  certain  cur- 
rents continuously  passing  through  them  without  over 
heating.    This  is  called  their  Continuous  Capacity. 

The  carbon  contacts  are  then  designed  to  break  a 
current  of  from  50%  to  100%  in  excess  of  this  current 
for  several  hundred  times  without  needing  renewal  of 
parts.     This  is  called  the  maximum  capacity. 

Sometimes  the  maximum  capacity  is  two  or  three 
times  the  continuous  capacity.  Such  breakers  must  be 
very  heavily  and  strongly  built,  and  are  much  higher 
in  price. 

The  lowest  current  at  which  the  breaker  can  be  set 
to  operate  is  called  its  minimum  calibration. 

In  Fig.   163  at  the  left  side  is  a  rod  screwed  in  an 

arm.     The  lower  end  of  this  rod  has  a  flange  which 

holds   an   armature   from   falling  down,  but   does   not 

prevent  its  rising. 

The  upper  end  of  the  rod  moves  p2LSt  a  scale  maiked 

tn  amperes.     Turning  this  rod  WW  vV^  Vve^^  \^  Qj^V^i>X^ 
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a  certain  number  draws  the  armature  into  such  a  posi- 
tion that  the  indicated  number  of  amperes  will  pull  the 
armature  up  and  release  the  catch  or  trigger,  which  can 
be  plainly  seen  holding  the  arm  which  operates  the 
toggles  in  place. 

It  is  evident  that  the  scale  reads  from  the  top  down, 
for  then  setting  screw  at  smallest  number  brings  the 
armature  nearest  the  solenoid.  Fig.  165  shows  the  arma- 
ture above  the  solenoid  with  a  spring  to  change  the 
pull  required  to  draw  it  down  and  release  the  trigger. 

In  this  breaker  the  main  contacts  are  between  the 
handle  and  the  solenoid,  while  the  secondary  contacts 
are  up  top  behind  the  name  plate. 

In  Fig.  166  is  shown  a  breaker  with  a  core  in  the 
solenoid. 

The  main  current  circulates  around  the  solenoidal 
coil  "B"  and  tends  to  draw  into  the  solenoid  the  mova- 
ble plunger  "C."  The  initial  position  of  this  plunger 
in  the  solenoid  is  determined  by  the  adjusting  screw 
"M.'^  When  the  current  is  sufficient  to  overcome  the 
weight  of  the  plunger  it  is  drawn  into  the  coil  with 
constantly  increasing  velocity,  due  to  intensified  mag- 
netic action,  as  the  polar  distances  or  air  space  is  de- 
creased. When  nearing  the  upward  limit  of  its  travel, 
having  acquired  a  high  momentum,  it  impinges  upon 
the  trigger  "N"  through  the  medium  of  the  push  pin 
"E."  The  immediate  result  of  this  is  the  release  of 
the  switch  arm  by  the  displacement  of  the  retaining 
catch  "F."  The  upper  projection  "H"  of  the  trigger 
"N"  is  thrust  against  the  striker  plate  **K,"  therebv 
utilizing  the  energy  of  the  current  to  start  the  movemen'^ 
of  the  switch  arm.  This  movement  is  iTv\.etv^\^^^  "a:^^ 
sustained  beyond  the  point  of  final  rupture  beV^eexv  nXv: 
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switch  contacts  by  the  thrust  of  the  spring  "O,"  which 
is  released  from  compression  by  the  initial  action  of  the 
trigger.  Thus  the  contact  arm  is  thrown  away  from 
the  contact  terminal,  and  the  circuit  is  opened. 

As  the  screw  "M"  is  turned  up  and  locked  by  "T" 
it  prevents  the  core  "C"  from  falling. away  from  the 
solenoid.  The  higher  "C"  the  lower  the  current  at 
which  breaker  blows. 

The  fact  that  the  current  is  broken  between  the 
carbon  blocks  tends  to  suppress  the  arc  formed,  and  in 
the  breakers  shown  in  Figs.  163,  164,  and  166  this  is 
alone  relied  on  to  kill  the  arc. 

It  must  be  remembered  that  although  these  breakers 
have  two  contact  blocks  at  the  main  copper  contact, 
yet  only  one  wire  of  the  circuit  is  attached  to  the 
breaker.  The  current  enters  at  one  block,  goes  over  the 
copper  brush  to  the  other  and  out  to  the  line.  The 
carbon  contacts  are  a  shunt.  Circuit  breakers  are 
adapted  to  different  voltages  by  the  excellence  of  the 
insulation  and  by  the  length  of  the  openings  between 
contact  pieces. 

The  breakers  shown  are  all  suitable  for  D  C  and  A  C 
circuits  of  100  to  800  volts. 

The  breakers  shown  in  Figs.  161  and  165  have  a 
magnetic  blowout;  that  is,  a  solenoid  is  situated  at  the 
carbon  contact,  which  actually  blows  the  arc  out  the 
same  as  in  the  Thomson  lightning  arrester. 

The  breaker  in  Fig.  161  has  two  attachments  which 
are  of  great  service.  These  are  the  Low  Voltage  Re- 
lease and  the  Tell  Tale. 

The  way  these  act  is  best  explained  in  connection  with 
Fig-,  i6y. 
The  Low  Voltage  Release  \s  ^.  eo\\  oi  \a>w  T^%\%\as!«t 
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Ftc    Ue.     Gnus    BectloD    oF    Clrcolt    BreaMT. 


352 


ELECTRIC  RAILROADING 


holding  by  its  armature  the  trigger  of  the  breaker.  A 
resistance  is  placed  in  series  with  this  coil  and  both 
together  are  placed  as  a  shunt  across  the  line.    In  the 


Fig.    167.     Electrical    Connections   of   Fig.    161. 


diagram   one  side  of   the  release   coil  is  connected  to 
ground,  which  is  negative,  and  the  other  side  through 
the   series   resistance   to  the  positive  brush  of   rotary 
converter. 
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As  long  as  the  voltage  is  normal  this  coil  is  a  strong 
enough  magnet  to  hold  the  breaker  trigger  set,  although 
at  any  time  the  main  solenoid  can  release  the  trigger 
independently  of  the  low  voltage  coil. 

If  the  voltage  falls  to  half  the  normal  pressure  the  coil 
becomes  such  a  weak  magnet  that  the  trigger  is  re- 
leased and  breaker  opens. 

Wires  are  often  run  from  the  terminals  of  the  low 
voltage  coil  to  push  button  in  different  parts  of  the 
station. 

Pushing  the  button  then  forms  a  short  circuit  across 
the  low  voltage  coil  and  robs  it  of  its  current.  It  ceases 
to  be  a  magnet  and  the  trigger  is  released.  The  breaker 
can  thus  be  opened  from  several  distant  points. 

To  prevent  rotary  converters  from  racing  at  great 
speed,  when  power  on  A  C  side  is  suddenly  thrown  off, 
there  is  a  speed  limit  device  on  the  rotary  which  con- 
sists of  a  ring  in  which  a  fly-ball  governor  rotates.  The 
ring  is  connected  to  one  side  of  the  low  voltage  coil  and 
the  fly-balls  through  the  negative  wiring,  to  the  other 
side.  When  the  rotary  goes  too  fast  the  fly-balls  open 
out  and  touch  the  ring,  completing  a  short  circuit  across 
the  low  voltage  coil  and  thereby  releasing  the  trigger. 

The  Tell  Tale  is  merely  a  mechanically  operated 
switch,  which  the  opening  of  the  breaker  closes.  The 
tell  tale  may  close  the  circuit  of  an  electric  bell  and  call 
the  attendant's  attention. 

It  usually  rings  a  bell  and  lights  a  lamp.  It  may 
«ven  trip  a  second  breaker,  if  it  is  desired  to  always 
have  the  two  "go  out"*  at  the  same  time. 

For  higher  voltages,  6600  volts  and  upwards,  break- 


♦Another  expression  for  "blowing." 
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Fig.  168.     Oil  Circuit  Breakar. 
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ers  of  type  shown  in  Fig.  i68  are  used.  A  magnet 
when  current  is  too  large  operates  the  valve  which  ad- 
mits air  to  the  cylinder.  The  cylinder  piston  through  a 
wooden  rod  operates  the  main  contact  first  and  then  the 
secondary  contacts  which  are  enclosed  in  oil  filled 
cylinders. 


i 


LESSON  22, 
Direct  and  Alternating  Current. 

We  have  seen  that  when  direct  current,  as  it  is  called, 
passes  through  an  electro-plating  bath,  there  is  a  trans- 
fer of  chemicals  in  both  directions.  The  metals  go  from 
the  anode  to  the  cathode,  i.  e.  from  4~  to  —  negative 
wire.  The  non-metals  such  as  sulphur,  chlorine,  etc., 
are  transferred  from  the  cathode  to  the  anode. 

It  seems  as  if  direct  current  flowed  in  both  directions 
around  the  circuit,  but  since  the  metals  are  of  the  most 
importance  to  us  we  speak  and  often  think  of  direct  cur- 
rent as  flowing  only  in  one  direction. 

The  test  for  direct  current  is  that  it  will  electro-plate. 

Ohms  Law  in  its  simple  forms  as  mentioned  in  Les- 
son 19,  applies  absolutely  to  direct  current. 

It  is  a  fact  that  for  the  first  fraction  of  a  second  after 
a  switch  is  closed  the  current  is  growing  to  the  value 
it  ought  to  have  as  given  by  Ohms  law. 

This  growth  is  very  rapid  when  the  circuit  contains 
no  coils  or  magnets.  These  retard  the  rise  of  the  cur- 
rent. 

The  current  in  the  field  circuit  of  a  dynamo  may  take 
3  seconds  to  attain  its  full  value,  but  once  there  its  value 
is  given  by  Ohms  Law. 

Alternating  Current, 

An  alternating  current  will  not  electro-plate,  for  the 

inetal-platmg  p2iTi  oi  the  current  reverses  direction  many 

t/mes  a  second. 

356 


DIRECT  AND  ALTERNATING  CURRENT  357 

An  alternating  current  will  not  deflect  a  magnetic 
needle  because  the  deflecting  impulse  reverses  its  direc- 
tion continually. 

Alternating  current  can  excite  a  magnet  causing 
a  core  to  be  sucked  into  a  solenoid  or  an  armature  to 
be  attracted,  because  induced  magnetism  in  core  changes 
with  the  polarity  of  magnet  itself. 

Alternating  current  measuring  instruments  do  not 
contain  magnetic  needles,  but  are  supplied  with  two 
coils.  The  magnetic  action  between  these  two  coils  is 
just  as  strong  as  if  direct  current  were  used,  because 
the  A.  C.  reversing  in  each  coil  at  the  same  time  keeps 
the  relative  polarities  the  same. 

Other  A.  C.  instruments  like  the  Thomson  Ammeter 
Fig.  157,  exert  a  magnetic  action  on  a  vane.  This  vane 
is  not  itself  a  magnet. 

Since  A.  C.  does  not  electro-plate  the  original  defini- 
tion of  an  ampere  is  of  no  use  here,  but  since  the  heating 
done  by  electricity  is  the  same  for  equal  quantities 
whether  A.  C.  or  D.  C.  we  define  thus: 

An  ampere  of  A.  C.  is  that  current  which  produces  as 
much  heat  per  second  as  one  ampere  of  D.  C. 

For  example :  A  car  heater  raises  the  temperature  of 
the  car  from  60®  Fah.  to  70°  in  half  an  hour.  The 
ammeter  read  20  amperes  D.  C.  If  A.  C.  were  supplied 
and  raised  the  temperature  from  70°  to  80®  in  the  next 
half  hour  we  would  say  that  20  amperes  A.  C.  were  flow- 
ing. 

Ohms  Law  applies  to  A.  C.  when  written  thus : 

. Impedance 

Volts 
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The  impedance  is  larger  than  the  resistance  of  the  cir- 
cuit, it  being  the  result  of  the  resistance  and  the  react- 
ance. 

Resistance  is  the  opposition  offered  by  a  conductor  to 
any  or  all  current  passing. 

Reactance  is  the  extra  opposition  offered  by  a  con- 
ductor to  a  current  which  is  changing  in  value.  It  de- 
pends on  the  rapidity  of  this  change  and  on  the. number 
of  coils  of  wire  in  the  circuit.  It  is  measured  in  ohms 
and  is  calculated  by  the  formula: 

Reactance=6.28  X  f  X  L 
where  f=frequency 

L=coeflficient  of  Self-induction. 

The  frequency,  as  explained  before,  is  the  number  of 
times  the  current  reverses  per  second.  It  runs  from 
25  in  power  and  railroad  work  up  to  133  in  electric 
lighting.  It  is  best  determined  by  taking  the  speed  of 
the  alternator  in  the  power  ouse  and  counting  the  num- 
ber of  pairs  of  poles  that  alternator  has. 

Calculating  the  number  of  pairs  of  poles  passed  a 
second  gives  the  frequency. 

Problem:  An  alternator  makes  75  revolutions  per 
minute  and  has  40  poles;  what  is  the  frequency  of  the 
current  delivered? 

40  poles=20  pairs  poles 
75  r.  p.  m.=i.25  r.  p.  second 
20X1-25=25  pairs  poles  per  second. 
25=frequency. 
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Self  Induction, 

When  the  current  changes  strength  in  a  long  straight 
wire  the  resistance  of  the  wire  does  not  resist  the  change, 
for  the  resistance  offers  the  same  opposition  to  any  or  all 
currents;  it  is  the  magnetic  field  around  the  wire  which 
causes  the  reactance  of  the  wire. 

Every  current  has  its  definite  magnetic  field  in  the  air 
around  the  wire  and  when  current  is  increased  the  mag- 
netic field  has  to  increase  to  its  new  value.  When  the 
current  alternates  the  rapid  dying  away  and  regrowth 
of  the  magnetism  consumes  some  of  the  power  so  that 
for  the  same  E.  M.  F.  the  current  is  less  when  it  is  A.  C. 
than  when  D.  C. 

The  greater  the  frequency  the  greater  is  the  reactance 
of  the  circuit  bec?iuse  the  more  frequent  the  rise  and  fall 
of  the  magnetic  field  about  the  wire. 

Perhaps  it  would  be  truer  to  facts  to  say  that  the  rise 
and  fall  of  the  magnetism  causes  it  to  cut  through  the 
wire  and  produce  an  E.  M.  F.  opposite  to  that  produced 
bv  the  alternator  which  reduces  the  net  E.  M.  F.  im- 
pressed  on  line. 

When  coils  of  wire  are  present  this  action  is  much 
stronger  because  the  magnetism  cuts  the  circuit  oftener 
on  each  rise  and  fall. 

The  action  of  the. coils  is  called  Self-induction  and  the 
number  representing  the  action  is  called  henrys,  named 
after  Henry,  a  noted  electrician. 

It  is  well  to  remember  that  the  reactance  of  the  cir- 
cuit is  caused  by  the  frequency  of  the  A*  C.  '^xA  n\\^ 
self-induction  oi  the  circuit. 
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Problem:  Suppose  a  circuit  of  0.12  henrys  self-induc- 
tion and  184  ohms  resistance  conducts  A.  C.  at  a  f^^ 
quency  of  60.  What  will  be  the  current  flowing  with 
1 1000  volts 

Reactance=6.28X  f  XL 

==6.28X60X0.12 
=45  ohms 
Resistance==84  ohms 

Impedance=Square  root  of  the  sum  of  squares  of  re- 
sistance and  reactance. 

Resistance  squared=7056  ohms 
Reactance    squared=2025 
Sum  of  squares=9o8i 
Square  root=95.3 
Impedance==95.3  ohms. 

^         Volts  1 1000 

C=^: 3 = =115.4  amperes. 

Impedance        95.3  ^  *^ 

Capacity, 

The  presence  of  condenser  action  or  capacity  in  a  A. 
C.  circuit  is  a  help  because  all  circuits  have  some  in- 
ductance (self-induction  plus  the  eflfect  of  any  circuits 
near  the  one  in  question),  and  the  capacity  tends  to 
neutralize  this,  bringing  the  value  of  the  impedance 
nearer  to  the  resistance. 

It  is  even  possible  to  artificially  make  the  capacity  so 
great  that  the  impedance  is  practically  equal  to  the  re- 
sistance. 

Such  a  circuit  would  conduct  A.  C.  or  D.  C.  equally 
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Lagging,  Leading  Currents. 

If  a  shunt  is  put  in  a  circuit  and  an  ammeter  con- 
nected to  it,  while  a  voltmeter  is  connected  to  the  same 
part  of  the  circuit,  if*  readings  could  be  taken  of  the 
values  of  current  and  voltage  at  any  instant  of  time 
we  would  find  that  the  highest  value  of  voltage  and  cur- 
rent did  not  appear  at  the  same  time. 

We  would  see  that  the  value  of  the  current  as  given 
by  C=Volts-r- Impedance,  occurs  a  fraction  of  a  second 
after  the  voltage  causing  the  current  has  passed.  We 
say  the  current  lags  behind  the  voltage.  If  we  add 
more  inductance  to  the  circuit  the  current  will  lag 
more  and  more  until  it  seems  to  the  observer  at  an 
oscilligraph  that  the  current  can  hardly  belong  to  the 
voltage  he  is  watching,  because  the  largest  current  is 
flowing  when  the  voltage  is  almost  down  to  zero  and 
positive  current  is  flowing  when  the  voltage  has  re- 
I'^ersed  and  is  negative. 

If  capacity  is  now  connected  to  the  circuit  the  current 
will  move  up  to  a  position  nearer  where  it  naturally 
should  be  until  with  sufficient  capacity  it  will  follow 
exactly  the  changes  in  the  voltage.  That  is  the  highest 
current  and  voltage  will  occur  at  exact  instant. 

Add  more  capacity  and  remove  all  inductance  possible 
by  taking  out  of  circuit  all  coils  or  machinery  contain- 
ing coils,  especially  if  they  have  iron  cores. 

The  current  will  actually  lead  the  voltage.  That  is, 
the  highest  current  will  flow  a  fraction  of  a  second  be- 
fore the  highest  voltage  occurs. 


♦An  instrument  called  an  oscilligraph  can  itv^Vt  \\\^'a^  m^x.-asv- 
taneous  readin^rs. 
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Poiver  Factor,  Wattless  Current 

The  power  in  this  circuit  while  all  these  changes  have 
been  going  on  has  varied  greatly.  When  the  current 
and  voltage  were  together  the  power  was  the  greatest, 
when  the  current  either  led  or  lagged  the  power  was 
less.  This  is  because  the  power  is  determined  by  mul- 
tiplying the  current  and  voltage  which  occur  at  the 
same  time.  It  makes  no  difference  whether  that  voltage 
belongs  to  that  current  or  not.  It  is  the  product  of  the 
things  which  are  happening  at  the  same  time  which 
gives  the  power. 

If  an  A.  C.  ammeter  and  voltmeter  are  put  in  cir- 
cuit each  instrument  reads  the  average  current  or  volt- 
age irrespective  of  the  time  at  which  these  currents  or 
voltages  occurred.  Multiply  these  two  readings  and  you 
get  the  power  produced  by  the  current  and  the  voltage 
which  belongs  to  it.  If  you  should  now  place  a  watt- 
meter in  the  circuit  it  will  measure  the  actual  power, 
i.  e.  the  average  of  current  multiplied  by  the  voltage 
which  occurs  at  the  same  instant. 

This  wattmeter  reading  is  the  actual  power.  The 
ammeter  reading  multiplied  by  voltmeter  reading  gives 
the  apparent  power. 

The  decimal  number  by  which  the  apparent  power 
must  be  multiplied  to  get  true  power  is  called  the  Power 
Factor. 

If  a  current  of  250  amperes  is  flowing  at  a  pressure 

of   1000  volts  we  have  an  apparent  power  of  250000 

watt  or  250  K.  W.     If  the  true  power  as  read  by  the 

wattmeter  is  200  K.  W.  the  power  factor  must  be  0.8 

/or  250X0.8=200. 
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-,  ^  True  power 

Power  Factor= 


Apparent  power 

Wattmeter   reading 
""  Volts  X  amperes 

By  saying  that  the  pressure  measurement  is  correct 
we  throw  the  blame  on  the  current  and  say  that  all  the 
current  which  flows,  say  250  amperes  at  looo  volts, 
is  measured  by  the  ammeter,  while  only  the  current 
which  works  or  produces  watts  is  taken  into  considera- 
tion by  the  wattmeter.  According  to  this  idea  the 
wattmeter  would  only  notice  250X0.8=200  amperes. 
The  other  50  amperes  are  called  the  wattless  or  idle 
current. 

It  is  customary  to  speak  of  A.  C.  waves.  This  is  quite 
natural  for  the  rise  and  fall  of  voltage  and  current  in  an 
A.  C.  circuit  reminds  one  of  the  waves  in  a  long  string 
v/hich  is  shaken  to  and  fro  at  one  end  while  being  held 
fast  at  the  other. 


'■It- 


LESSON  23. 
Transforming  Direct  or  Alternating  Current. 

Direct  Current. 

Perhaps  one  of  the  greatest  objections  to  the  use  of 
'direct  current  is  the  inability  to  change  its  voltage  with- 
out the  use  of  moving  machinery. 

There  is  but  one  way  to  transform  D.  C.  and  that  is 
by  a  motor  and  generator. 

This  motor-generator  set  usually  consists  of  a  D." 
motor  driven  by  current  at  the  pressure  of  the  i 
line.  This  motor  drives  a  D.  C.  generator  which 
nishes  current  at  the  desired  pressure. 
.  By  altering  the  strength  of  the  field  of  the  generator 
we  regulate  the  outgoing  pressure  to  suit  the  require- 
ments. 

The  motor  and  generator  are  built  on  the  same  shaft 
and  set  on  a  long  cast  iron  base,  making  them  mechanic- 
ally one  machine. 

When  the  incoming  and  outgoing  voltages  can  have 
the  same  ratio  to  each  other  always,  a  cheaper  form  of 
machine  can  be  used  called  a  Dynamotor. 

This  is  a  D.  C.  motor  running  on  the  incoming  volt- 
ages.   On  the  same  armature  core  is  a  separate  winding 
connected  to  its  own  commutator  at  the  other  end  of 
armature.     The  one  set  of  fveld  magnets  serves  for  the 
niotor  winding  and  the  genetatot  ot  ANxvascvo  ^SsNjis^. 
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This  inability  to  transform  cheaply  seems  to  be  :i 
great  disadvantage,  but  as  we  so  seldom  want  to  do  it 
the  inability  to  do  so  does  not  bother  us  much. 


In  railroad  work   when   we  wish   to  charge  storage 
liatteries  from  600  volts  circuits  we  use  a  mo^ot-?,«^wa.- 
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Altcrnafimr  to  Direct  Current. 

Many  D.  C.  traction  systems  transmit  their  power  by 
A.  C.  Thus  we  need  to  transform  A.  C.  to  D.  C.  and 
we  do  so  by  a  certain  form  of  dynamotor  called  a 
Rotary  Conzcrtcr  or  a  Rotary, 

The  New  York  Central  has  a  dozen  large  ones  in 
its  sub-stations ;  the  Interborough  Rapid  Transit  Co.  of 
New  York  has  83  of  moderate  size. 

A  rotary  looks  like  a  dvnamotor  but  has  a  collector 
or  slip  rini^s  like  an  alternator  at  one  end  and  the  regular 
commutator  at  the  other. 

They  often  have  small  motors  fitted  on  the  same  base 
to  start  them  up.  After  being  once  started  they  run 
all  ri^^ht. 

r^ig.  169  shows  the  D.  C.  or  output  end  and  Fig.  170 
shows  the  A.  C.  or  intake  end  of  a  rotary,  the  starting 
motor  being  clearly  shown  in  each  figure. 

There  is  only  one  winding  on  the  armature  core,  both 
commutator  and  collector  are  connected  to  it. 

The  reason  the  A.  C.  does  not  pass  through  machine 
to  the  D.  C.  lines  is  because  the  commutator  rectifies 
the  A.  C,  i.  e.,  lets  through  all  the  +  part  unchanged 
and  reverses  all  the  —  part  as  it  lets  it  out  to  the  D.  C. 
circuit. 

The  average  pressure  of  an  A.  C.  is  of  course  less 
than  its  highest  pressure,  and  voltmeters  read  the  aver- 
age. It  is  the  greatest  pressure  however  which  gives 
the  pressure  to  the  D.  C.  end  of  rotary.  It  is  due  to 
this  that  a  460  volt  A.  C.  will  produce  by  means  of  a 
/otarj  a  660  volt  D.  C. 
A    rotary  looks  smaller  thatv  ^  generator  of  equal 
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jiower  and  this  is  so.    The  rotary  does  very  little  work, 
so  it  need  not  be  made  very  heavy  and  strong. 

Rotaries  have  a  tendency  to  shift  in  speed  running 
fast  and  slow;  this  is  called  "hunting."  It  is  prevented 
by  heavy  ct^per  straps  around  the  ends  of  the  field 
poles  and  bars  of  copper  laid  in  slots  of  the  pole  piece. 


These  copper  strips  have  eddy  currents  in  them  each 

time  the   speed  changes,  and  the  effect  of  these  eddy 

currents  on  the  armature  is  to  bring  it  W(iV  lo  "cvQtmiii^ 
speed. 
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Alternating  current  motors  can  be  built  to  start  tliem- 
selves  like  D.  C.  motors,  but  rotaries  are  often  started 
by  motors  or  from  their  own  D.  C.  ends  as  direct 
current  motors.  In  this  latter  case  the  A.  C.  line  is 
thrown  on  when  machine  is  up  to  speed.  The  A.  C 
then  begins  to  run  machine  and  D.  C.  power  is  de- 
livered from  the  commutator  A.  C. 

The  transformation  of  A.  C  is  the  simplest  opera- 
tion in  electrical  engineering.  No  moving  machinery  is 
needed.  The  same  principles  which  govern  the  action 
of  an  induction  or  medical  coil  operate  a  transformer. 


Electro-Magnetic  Induction. 

When  a  dead  or  idle  circuit  is  approached  by  a  mag- 
net there  is  a  current  induced  in  the  idle  circuit. 

Even  should  the  magnet  remain  stationary  if  its 
strength  changes  a  current  is  generated  in  the  idle  cir- 
cuit. 

The  complete  set  of  facts  is : 

If  a  dead  and  loaded  circuit  approach  each  other; 

If  the  current  in  loaded  circuit  increases; 

Then  a  current  is  induced  in  the  dead  circuit  in  the 
opposite  direction  to  the  current  in  loaded  circuit. 

If  a  dead  and  loaded  circuit  recede  from  each  other; 

If  the  current  in  the  loaded  circuit  decreases ; 

Then  a  current  is  induced  in  the  direction  of  the  dead 
circuit  in  same  direction  as  current  in  loaded  circuit. 

As  long  as  the  motion  or  the  change  of  current  lasts, 
so  long  will  the  induced  current  last,  and  no  longer. 

Furthermore  the  ratio  of  the  pressures  in  the  loaded 
snd  now  alive  circuit  will  be  l\\e  s^im^  2lS  the  number  of 
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turns  of  wire  in  the  two  coils  which  are  acting  on  each 
other. 

If  in  Fig.  171  A  represents  the  alternator,  B  its 
brushes  and  D  and  E  the  mains  to  the  transformer  H. 
This  transformer  consists  of  a  core  of  iron  C  on  which 
are  two  windings.  The  coil  P  is  called  the  primary  and 
is  connected  to  the  main  from  alternator.  The  other 
coil  S  is  called  the  secondary  and  to  it  the  load  is  con- 
nected. 

Whatever  the  voltage  of  alternator  A  that  of  the 
secondary  circuit  F.   L.  G.  will  be  three-eighths  of  it 


Pig.    171.     Diagram  of  Alternator.   Line.   Transformer,   and   Secondary 

Circuit. 


because  there  are  8  turns  on  primary  and  3  turns  on 
secondary.  The  power  in  the  secondary  circuit  is  prac- 
tically the  same  (minus  the  losses)  as  is  given  out  by 
alternator,  hence  the  primary  current  is  low  and  wire 
is  smalL  The  secondary  current  is  large  so  wire  is 
large. 

Since  one  kilowatt  can  be  a  combination  of  a  large 
current  and  small  pressure  or  small  current  and  large 
pressure,  it  is  evident  that  the  transformer  simply  trans- 
fers the  power,  and  transforms  the  voltage  and  incH- 
rectly  the  current 
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Remembering  the  power  formulas  in  this  way  W^=Ee 
or  eC  helps  one  to  grasp  the  action  of  transformer. 

This  transformer  (Fig.  171)  lowers  the  voltage  and  is 
called  a  step  down  transformer. 

When  the  secondary  is  connected  to  the  alternator 
the  transformer  raises  the  voltage  and  is  called  a  step 
lip  transformer. 

The  coils  of  a  transformer  must  be  very  well  insu- 
lated.    After  winding  they  are  bound  to  keep  them  in 


Fig.     173.     Colls 


Separators   for   Trans [i 


shape  and  then  wound  with  linen  tape  or  varnished 
cambric  cloth.  Fig.  172  shows  a  coil  in  the  three  stages 
of  completion. 

In  Fig.  173  is  shown  a  set  of  completed  coils,  together 
with  the  ventilating  ducts  and  mica  barriers  sufficient 
for  one  leg  of  a  transformer. 

Fig.  174  shows  the  two  legs  of  a  transformer,  which 
form  its  iron  core,  each  over  half-filled  vjifti  cc>'\?..   '^\«- 
coil  is  made  of  sheets  of  soft  iron. 

1 
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Fig.  17s  shows  the  manner  in  which  sets  of  coils  are 
sometimes  bound  up  to  be  placed  in  transformer  as  one 
coil. 

Exciting  Current, 

The  Exciting  Current  being  also  called  by  various 
other  names,  such  as  leakage  current,  open  circuit  cur- 
rent, and  magnetizing  current,  is  a  very  important  thing. 

In  order  that  a  transformer  may  be  ready  to  do  its 
work  it  is  always  connected  to  the  line.  This  means 
that  the  primary  coil  is  always  magnetizing  the  core  if 
no  current  is  drawn  from  the  secondary. 

This  steady  flow  of  current  to  excite  the  primary  is 
the  price  we  have  to  pay  for  having  the  transformer 
continually  ready  for  service. 

A  transformer  should  therefore  never  be  left  on  a 
line  unless  it  is  needed. 


Efficiency  of  Transfcrmers. 

The  losses  in  transformers  are  less  than  any  other 
piece  of  electrical  machinery  or  apparatus;  98%  of  the 
intake  being  delivered  in  the  larger  sizes  as  used  in  rail- 
road sub-stations  or  power  houses,  when  fully  loaded. 
Unfortunately  they  lose  about  the  same  amount  of 
power  at  all  loads. 

A  100  K.  W.  transformer  loses  2  K.  W.  at  full  load, 
its  efficiency  is  then  98-^100=0.98.  At  half  load  it 
loses  2  K.  W.  but  is  only  carrying  50  K.  W.  so  (its 
losses  are  now  equivalent  to  4  K.  W.  on  a  100  K»  W*\ 
its  efficiency  is  48-r-5o=o.96. 
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At  i]ii;irUT  lo:iil  it  takes  in  25  K.  W.,  loses  2  K.  W, 
su  its  ttlicitfiicy  i?;  23-=-25^*.92. 


By  clever  dciigning  transformers  are  built  to  be  most 
efficient  at  tlircc-quarters  load.  They  are  a  little  less 
efficient  at  half  and  full  loads,  and  still  less  at  quarter 
load  and  quarter  overload,  but  nCTct  ialV  below  95%. 
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Cooling  Transformers, 

Small  transformers  hung  up  on  poles  are  cooled  by 
surface  radiation  only. 

Medium  sized  ones  are  filled  with  oil.  This  conducts 
Ihe  heat  to  the  iron  case  and  also  acts  as  an  insulator. 

The  oil  will  also  flow  in  and  fill  a  break  in  the  cloth  or 
mica  after  a  puncture. 

Air  blast  avoids  the  danger  of  oil  in  case  of  fire  or 
Bame  due  to  short  circuits.  They  are  cheap  as  a  trans- 
former may  be  much  piore  heavily  loaded  when  cooled 
by  the  air  blast,  and  the  blower  only  consumes  i/io  of 
1%  of  the  full  load  output  of  transformer. 

Fig.  176  shows  the  interior  construction  of  an  air 
Wast  transformer  and  Fig.  177  shows  how  they  are  in- 
stalled. 

Water  Cooled,  These  are  the  smallest  and  cheapest 
transformers  to  build  but  not  so  cheap  to  run  as  the  air 
blast. 

The  cases  are  filled  with  oil  which  absorbs  heat  from 
3oil.  Pipes  are  run  through  the  oil,  in  which  cold  water 
s  circulated. 

In  a  water  power  plant  where  the  head  of  water 
uvould  render  pumps  unnecessary  the  water  cooled  type 
yvould  certainly  be  the  best. 


Auto-Transformers. 

These  are  only  applicable  to  certain  cases. 
The  idea  is  shown  in  Fig.  178.    The  same  coil  o€  viv:^ 
A  to  B  is  used  as  primary  and  secondary,  \Js\^  >N\vc^fe 


376 


ELECTRIC  RAILROADING 


9 

a 
a 

c 
a 

of 

u 

H 


•«1 


§ 


00 


TRANSFORMING    CURRENT  377 

being  the  primary  and  portions  as  C  to  D,  D  to  E,  or 
C  to  E  being  used  as  a  secondary. 

They  are  only  used  where  the  primary  voltage  is  fairly 


B  E 

Fig.    178.     Diagram   of  Auto-Transformer   or   Compensator. 

low  and  the  secondary  voltage  is  not  less  than  one-fifth 
of  the  primary  voltage. 

They  are  used  instead  of  resistances  to  start  A.  C 
motors. 


LESSON  24. 
The  Dynamo. 

The  dynamo  is  a  machine  for  transforming  mechanical 
energy  into  electrical  energy,  by  use  of  the  principles  of 
electro-magnetic  induction.  These  principles  were  dis- 
covered by  Faraday.  You  may  repeat  his  experiments 
for  yourself. 

Direction  of  the  Induced  E.  M.  F.  In  front  of  you 
on  the  table  lay  a  magnet  with  its  N-end  projecting  over 
the  edge.  Take  a  copper  wire  and  connect  its  two  ends 
to  a  galvanometer  or  pressure  meter ;  usually-  called  a 
Voltmeter,  Stretch  a  portion  of  this  wire  between  the 
right  and  left  hands,  and  move  the  wire  rapidly  down 
in  front  of  the  N-end  of  the  magnet  at  right  angles 
to  lines  of  its  action.  There  will  be  induced  in  the  wire 
a  pressure  or  Electro-motive  force  whidli  will  send  cur- 
rent through  the  wire  from  your  right  hand  to  your 
left.  The  galvanometer  will  give  a  deflection  showing 
the  flow  of  current. 

This  deflection  is  not  a  permanent  one,  the  needle 
instantly  dropping  back  to  zero,  proving  that  only  a 
momentary  current  was  produced. 

If  the  experiment  is  tried  moving  the  wire  upwards 
the  direction  of  the  momentary  circuit  is  reversed. 

With  a  downward  motion  in  front  of  a  S-pole  we  get 
a  left  to  right  current. 

378 
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Hence,  starting  with  a  certain  polarity  and  direction 
of  motion,  changing  one  changes  the  direction  of  the 
induced  current,  while  changing  both  the  polarity  and 
the  direction  of  the  motion  does  not  reverse  the  cur- 
rent. 

Now  hold  the  wire  a  foot  away  from  the  magnet  and 
directly  opposite  it,  moving  the  wire  up  to  the  magnet 
and  back  again,  keeping  the  distance  from  the  wire  to 
the  floor  the  same,  so  that  the  motion  shall  be  parallel 
to  the  flux.    No  E.  M.  F.  is  generated  in  this  case. 

An  electromagnet  would  do  as  well  and  probably 
better  as  they  are  usually  stronger  than  permanent  mag- 
nets. 

The  value  of  the  Induced  E.  M,  F.  depends  on  the 
following : — 

1.  The  greater  the  strength  of  the  magnet  the  greater 
the  E.  M.  F. 

2.  The  more  rapidly  the  wire  is  moved,  the  greater   . 
the  induction. 

3.  The  larger  the  number  of  turns  in  a  coil  of  wire 
the  greater  is  the  E.  M.  F.  induced  in  it. 

The  induced  E.  M.  F.  therefore  depends  on  the  ilux, 
the  speed  of  cutting  this  flux,  and  the  number  of  wire:: 
cutting  this  flux. 

A  dynamo  reduced  to  its  simplest  form  is  a  coil  of 
wire  arranged  so  as  to  cut  the  magnetic  flux  of  an  elec- 
tro  magnet,   thus   producing   an  induced   electromotive 
force. 
;        A  dynamo  therefore  does  not  generate  electricity,  but 
\  pumps  up  a  pressure  as  does  a  water  pump,  thus  caus>\xv^ 
4  the  electricity  to  flow  through  the  circv\it,  w\uc\\  \?»  c.'a^^-^^ 
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The  current  flows  through  the  dynamo  and  the  ex- 
ternal circuit  in  series,  hence  the  greater  the  current 
the  larger  must  be  the  dynamo  and  the  heavier  the  wires 
of  the  external  circuit. 

Since  the  E.  M.  F.  (electromotive  force)  can  be  pro- 
duced almost  entirely  by  speed  of  the  machine,  the  volt- 
age at  which  the  current  is  delivered  does  not  affect  the 
weight  of  the  machine  very  much. 

It  is  also  evident  that  the  faster  a  machine  is  driven 
the  smaller  the  magnets  can  be  and  yet  the  same  E.  M. 
F.  be  produced.  This  is  why  high  speed  generators 
weigh  less  than  low  speed  machines.  The  usual  600  volt 
railway  generator  weig'hs  11,  13,  or  16  pounds  per 
ampere  of  current  capacity. 

The  railway  generator  whose  voltage  is  600  and 
whose  resistance  is  0.025  of  an  ohm,  would  give  a  cur- 
rent which  can  be  calculated  by  Ohms  law. 

E.  M.  F. 
Amperes=~ 


Resistance  of  generator  plus 
resistance  of  the  external 

circuit. 


If  we  allowed  the  external  resistance  to  fall  too  low 
by  attempting  to  operate  too  many  locomotives  at  the 
same  time,  the  current  drawn  would  generate  a  g^eat 
amount  of  heat  while  passing  through  the  machine.  The 
amount  of  this  heat  can  be  calculated  by  the  rule. 

Heat  in  Watts  is  equal  to  the  Square  of  the  current 
multiplied  by  the  resistance  of  the  generator. 

If  we  build  an  11 -ton  generalor  and  load  it  too  heav- 
J?^  that  is,  put  4000  amperes  oxv  \\.\  \\.  >wX^\saj^^  O^ 
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watts  of  heat  or  16,000,000x0.025  equal  to  40  K.  W. 
(kilo  watts)  to  dissipate.  Now  a  machine  like  this  has 
such  a  small  surface  that  it  cannot  radiate  40  K.  W.  of 
heat  to  the  air,  whereas  if  a  heavier  machine  had  been 
built,  one  of  22  tons,  it  could  have  gotten  rid  of  the  heat 
Moreover  the  copper  wires  of  the  22-ton  machine  being 
larger  than  those  of  the  light  machine,  the  resistance 
they  offer  is  less,  and  there  will  be  less  heat  generated. 
Thus  the  heavier  machine  will  run  cooler  than  even  the 
light  machine  properly  loaded. 

The  danger  in  overheating  of  generators  is  the  dam- 
age done  to  the  cotton  insulation  of  the  wires,  due  to 
scorching,  and  the  melting  of  the  shellac  varnish  be- 
t^^^een  the  layers  of  mica.  The  mica  itself  stands  the 
heat  very  nicely.  Any  overheating  of  the  armature  and 
the  commutator  is  at  once  conducted  to  the  bearings. 

To  prevent  the  generation  and  retention  of  too  much 
heat  it  is  customary  to  allow  700  C.  M.  (circular  mils) 
of  copper  for  each  ampere  of  current  and  to  design  the 
shape  of  the  coils  of  wire  so  that  they  will  have  one 
square  inch  of  surface  for  every  two  watts  of  heat  to 
be  gotten  rid  of. 

The  generator  must  be  protected  by  fuses  (which  will 
melt)  or  by  circuit  breakers  (automatic  switches  open- 
ing at  a  definite  current)  which  will  open  the  circuit  and 
prevent  the  further  flow  of  current  in  case  of  an  acci- 
dental low  resistance  or  short  circuit,  as  it  is  called, 
which  would  otherwise  draw  a  very  heavy  current  and 
burn  out  the  dynamo.  The  armature  is  the  part  that 
suffers  first. 

In   talking  about   dynamos  or   generators    (\.Vv^  V^o 
names  are  used  for  the  same  machine")  we  us^  \3cv^  ^o^^' 
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£.  M.  F.  and  voltage.  By  the  E.  M.  F.  of  a  dynamo 
is  meant  the  total  pressure  generated  by  the  armature. 
As  the  current  flows  through  the  armature  and  field  cir- 
cuits of  a  railway  generator  it  encounters  the  internal 
resistance  of  the  generator  and  pressure  is  lost  accord- 
ing to  the  rule :  Drop  in  pressure  is  equal  to  the  product 
of  the  current  and  the  resistance.  Hence  the  current  as 
it  flows  out  of  the  generator  is  at  a  reduced  pressure; 
and  this  pressure  at  which  current  is  delivered  to  the 
switch  board,  is  called  the  terminal  voltage  or  simply  the 
Voltage  of  the  machine.  For  the  generator  like  above 
Drop=C  X  R=2000  x  0.025=50  volts. 

If  we  intend  to  deliver  power  at  600  volts  it  will  be 
necessary  to  design  the  speed  and  the  magnetic  flux  tc 
produce  a  pressure  of  about  650  volts. 

If  a  voltmeter  be  applied  to  the  brushes  of  a  generatoi 
just  ready  to  go  into  service,  but  not  yet  carrying  an; 
load,  the  reading  obtained  is  called  the  E.  M.  F.  Whei 
the  switches  are  closed  and  the  generator  fumishe 
power  to  the  line  the  reading  of  the  voltmeter  will  dro; 
and  its  reading  is  called  the  Voltage  of  the  machine. 

We  often  speak  of  current  being  drawn  from  th 
dynamo.  The  generator  keeps  a  steady  pressure  on  th 
line  of  600  volts  and  the  flow  of  current  is  regulated  b 
the  load  in  the  following  way: 

One  locomotive  hauling  a  train  at  speed  will  have 
resistance  of  0.3  ohm  and  will  draw  600  divided  by  o. 
or  2000  amperes. 

It  would  be  more  accurate  to  say  2000  amperes  are  a! 

lowed  to  flow.    This  locomotive  is  the  only  path  for  cui 

rent  to  pass  from  the  feeder  (third  rail)  to  the  retur 

(rails).     When  two  locomotives  ate  m  vis>^  >i}cv^x^  -^x^X:* 


THE  DYNAMO  383 

paths  between  the  feeder  and  the  return.  The  conduct- 
tivity  between  conductors  has  been  doubled  and  the  re- 
sistance halved.  Double  the  previous  current  now  flows. 
In  this  If/ay  we  get  the  current  desired  by  lowering 
the  resistance,  and  as  the  current  passes  it  performs  the 
woric.  ' 


Vlt.    179.     Direction    of  Induced    E.  M.  F.    In    Dtduho- 


Two  locomotives  draw  twice  the  current  of  one,  hence 
their  conductivity  is  double  that  of  one,  and  their  com- 
bined resistance  is  half  of  one. 

The  conductivity  of  three  locomotives  is  treble,  so 
their  combined  resistance  or  Joint  Resistance  is  one- 
third  that  of  one. 

In  the  usual  type  of  railroad  generator,  the  revolving 
part  is  the  armature  and  the  stationary  part  the  field 
magnets.  Fig.  179  shows  the  elements  of  a  dynamo,  and 
as  the  loop  is  rotated  there  is  an  E,  M,  F,  generated 
in  it. 

While  the  loop  is  coming  into  and  passing  a>Nx^  ^x'a^tv 
the  position  ABCD,  there  is  no  E,  M.  T?.  ge:n«^\.e.i.,  ^^ot 
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the  motion  is  parallel  to  the  flux.  As  the  loop  moves 
towards  the  position  ABCD  by  a  uniform  rotative  speed 
it  cuts  the  lines  of  force  faster  and  faster,  for  first  it  cuts 
in  an  oblique  manner  but  as  the  loop  comfs  into  tbe 
position  of  abed  the  loop  is  moving  straight  across  tiie 
flux.  Hence  the  actual  nihnber  of  lines  cut  per  second 
is  least  at  ABCD  and  gradually  increasing  becomes, 
greatest  at  abed ;  thus  producing  an  E.  M.  F.  of  varying 
value. 


FIb,   180.     Tlie  Simple  Alternating  Current  Dynamo. 


Brush  M  Is 


During  this  quarter  of  a  revolution  the  wire  BA  has 
moved  down  in  front  of  a  S-pole  inducing  an  E,  M.  F. 
tending  to  send  current  from  B  towards  A.  The  other 
part  of  the  loop  CD  has  moved  upward  in  front  of  an 
N-poh  Inducing  an  E.  M,  F.  tending  to  send  current 
/row  C  towards  D. 
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These  results  are  iij  accordance  with  the  experiments 
described  at  the  begirtning  of  the  lesson.  Remember 
that  in  applying^  the  rule  you  must  face  the  pole. 

This  action  is  repeated  during  the  next  quarter  of  a 
revolution,  and  when  finally  the  coil  is  in  the  position 
ABCD  with  AB  at  the  bottmn  the  pressure  is  again  at 


The  value  of  the  E,  M.  F.  has  started  at  zero,  risen  to 
S  maximum,  and  decreased  to  zero  again.  This  gives  a 
fluctuating  current  or  pulsating  current  in  the  external 
circuit. 

When  AB  rises  in  front  of  the  N-pole  the  E.  M..  ^ . 
wiJl  be  in  the  direction  oi  from  A  to  B,  -wYvAt  ■^Vci-^e- 
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it  was  from  B  to  A.  During  each .revotntion  of  the  Icxf 
the  current  flows  one  way  half  the  time  and  then  is  rt- 
versed  and  flows  the  other  way. 

This  is  what  happens  in  the  armatures  of  all  dyaaaw 
whether  alternating  (A.C.)  or  direct  (D.C.)  cunoit 
types. 


Fig.    182. 


When  we  wish  to  utilize  the  current  flowing  in  tiw 
loop  of  Fig.  179,  we  attach  two  collector  rings  as  shown 
in  Figs.  180  and  181,  which  gives  us  an  A.  C.  generator 
or  an  Alternator.  For  a  D.  C.  generator  or  simply 
Generator,  the  ends  of  the  loop  are  connected  to  one  ring 
split  as  shown  in  Fig.  182.  who^e  halves  are  insulated 
from  each  other  and  from  the  shaft.  Two  brushes  are 
placed  as  in  Fig.  183.  In  this  case  the  alternating  E.  M. 
F.  will  be  reversed  or  commuted  at  the  proper  instant 
and  there  will  be  a  one  direction  E.  M.  F.  impressed  on 
the  external  circuit.  The  split  ring  is  called  a  Commh 
'a/or. 
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THE   ALTERNATOR. 

In  Figs.  l8o  and  i8i  are  shown  two , positions  of  the 
loop  on  the  armature  of  an  alternator.  The  collector 
rings  are  insulated  from  the  shaft  and  each  other  by 
mica.  The  terminals  of  the  loop  are  soldered  or  riveted 
(sometimes  both)  to  the  rings  and  current  is  led  to  the 
external  circuit  containing  the  lamps  by  stationary  strips 
of  copper  which  form  a  sliding  contact  with  the  rings. 


Fig.    183.     Cross    Section    of    Simple    Commutator.      Black    Representa 
Copper ;    White   Space   Is    Mica    Insulation. 


Look  at  Fig.  iSo  and  notice  that  during  the  first  half 
of  the  revolution  of  the  loop  ABCD,  the  direction  of  the 
E.  M.  F.  in  AB  is  from  B  to  A,  and  in  CD  is  from  C 
to  D. 

The  current  flows  from  the  brush  M  to  the  lamps  so 
that  M  is  positive. 

Looking  at  Fig.  i8i  note  that  the  wire  in  front  of 
the  S-pole  is  still  positive,  but  that  it  is  now  the  wire  CD 
instead  of  AB,  so  P  is  the  positive  brush  for  the  second 
half  of  the  revolution.  There  are  two  reversals  of  the 
current  per  revolution. 

The  number  of  alterations  per  minute  is  the  speed  in 
revolutions  per  minute  multiplied  by   t\v^  tvMrc^^\    qV 
poles. 
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The  number  of  cycles  is  found  by  multiplying  the  j 
speed  in  revolutions  per  second  by  the  number  of  paire  ' 
of  poles.    The  number  of  cycles  is  usually  spoken  of  ai 
the  Frequency  of  the  alternator. 


The  usual  frequencies  are  for  power  25,  for  motor 
circuits,  and  arc  lamps  66,  and  for  incandescent  lighting 
133- 

THE   DIRECT   CURRENT   GENERATOR. 


In  Fig,  184  is  shown  a  loop  and  a  two  part  commu- 
tator of  a  D.C.  generator. 
Since  the  wire  AB  is  moving  down  past  a  S-pole,  the 
current   flows   from   B   to   A.  an4  omX  ol  fet  '\>vo^  ^ 


THE  DYNAMO  889. 

which  is  calied  the  positive  brush.    In  wire  CD  the  cur- 
rent flows  from  C  to  D,  making  P  the  negative  brush. 

After  half  a  revolution  the  wire  CD  is  over  where  AB 
was,  and  is  now  delivering  current  towards  the  external 
circuit  instead  of  away  from  it;  but  CD  is  now  con- 
nected through  its  commutator  bar  to  brush  M  instead 
of  to  P  so  that  the  brush  M  is  still  positive.  (See  Fig. 
I85-) 


a  Revolution, 


M  Ib  91111  Positive 


Has   Made   Half 


This  arrangement  of  commutator  bars  and  brushes 
performs  the  duty  of  connecting  the  brush  M  to  that 
part  of  the  winding,  and  only  that  part  which  is  moving 
down  in  front  of  a  S-pole.  As  long  as  the  "Nvt^  N?i 
moves  up  in  front  of  a  N-pole  the  commviXa,\.oi  tovi^os 
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it  to  brush  P,  but  as  soon  as  it  begins  to^move  down 
in  front  of  a  S-pole  it  is  immediately  disconnected  from 
P  and  a  connection  made  with  M. 

To  increase  the  E.M.F.  The  greater  the  field  strength 
the  greater  the  E.F.M.  and  the  higher  the  speed  the 
greater  the  E.M.F. 

When  the  speed  has  been  raised  until  the  surface  of 
the  armature  is  traveling  at  the  rate  of  3000  ft.  ii 
minute*  no  further  increase  is  rnade,  lest  the  bursting 
stresses  become  too  great. 


Fig.  186.     A  Single  Coil  Armature  of  Many  Turns. 

In  order  to  further  increase  the  E.M.F.  more  turns  or 
loops  of  wire  must  be  wound  on  the  armature.  A  coil 
of  16  turns  as  in  Fig.  186  will  give  an  E.M.F.  16  times 
as  great  as  a  coil  like  Fig.  182.  Looking  at  Fig.  187  will 
convince  you  of  this. 

Suppose  the  direction  of  rotation  to  be  the  same  as 
the  hands  of  a  watch  (or  as  we  say,  clockwise)  when 
viewed  from  the  commutator  end  of  machine;  then  the 


♦This  is  called  the  Peripheral  Speed  of  the  armature  and  is 
calculated  by  this  rule: 
P.  S.  equals  3.1416  x  D  x  R.  P.  M.  where  D  is  the  diameter 
of  armature  in  feet  and  R.  P.M.  \s  Ocv^  xevciValvous  of  the  arma- 
tare  per  minute 
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E.  M.  F.'s  induced  in  the  successive  portions  of  the  wire 
will  be  as  shown  by  the  arrows,  and  will  add  to  each 
other,  impressing  a  high  E.M.F.  on  the  brushes.  We 
say  that  these  turns  of  wire  are  all  in  series. 

Any  betterment  of  the  magnetic  conductivity  o£  the 
frame  of  the  machine  will  increase  the  E.M.F. ;  by  pro- 
ducing a  greater  flux  per  pound  of  copper  on  the  field 
magnets.  Hence  the  winding  of  the  armature  inductors 
(wires)  on  a  core  of  very  softest  iron  is  an  economic 
necessity,  resulting  in  either  a  higher  E.M.F.  or  a  re- 
duction of  the  expense  for  copper  in  the  field  coils. 


t   of   MaDjr   Turns   ShowIbK  How  tba    In- 
I.  F.  ot  KaiA  Turn  Adds  Itself  to  That  of  Other  Turae. 


These  cores  are  called  Drum  cores  when  the  central 
hole  is  just  large  enough  for  the  shaft  and  the  insulation 
around  it  (Fig.  i88) ;  and  are  named  Ring  cores  when 
the  internal  diameter  of  the  ring  is  much  larger  than  the 
shaft  (Fig.  190.)  The  armature  in  Fig.  igi  has  a  ring 
core,  but  the  end  plates  being  in  position,  \Ve  Vw^t  \v5i! 
is  concealed. 
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These  cores  are  built  up  of  a  great  many  punchings 
of  soft  iron  from  15  to  40  mils  thick,  pickled  so  as  to 
rust  them  a  little.    Everj'  tenth  one  is  varnished  or  tisstie 


paper  pasted  on.    The  rust,  varnish  and  paper  are  all 
insulators  and  when  the  punchings  are  assembled  in  a 
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core  prevent  currents  called  Eddy  currents  from  flowing 
from  one  end  of  the  armature  to  the  other  and  heat- 
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These  cores  are  sometimes  stnoolk  but  more  fre- 
quently are  slotted  with  the  wires  laid  in  the  slots. 

About  10  to  15%  of  the  length  of  the  core  is  insula- 
tion, and  about  50%  of  the  surface  is  slots  containing 
the  inductors. 


Fig.    ISO.      Simple 


To  get  a  Continuous  E.M.F.  While  a  single  coil  of 
many  turns  produces  a  high  E.M.F.,  which  by  a  two 
part  commutator  is  always  applied  to  the  external  circuit 


in  the  same  direction,  yet  this  coil  passes  through  all 
the   changes   in   voltage  mentioned  m  coiM\.^clivoT^  w"^ 

I 
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Examine  the  ring  winding  (invented  by  Gramme)  of 
Fig.  190,  which  is  wound  on  a  ring  core  made  up  of  soft 
iron  punchings  25  mils  thick. 

The  wires  on  the  outer  surface  are  active,  havit^ 
E.M.F.  induced  in  them,  and  are  called  armature  induc- 
tors. The  rest  of  the  wire  is  dead  wire  and  only  useful 
to  complete  the  circuits  between  inductors. 

Notice  the  connections  between  commutator  bars  and 
winding.  Number  the  coils  and  commutator  bars  with 
a  pencil,  sketch  in  the  two  magnetic  poles  and  the  two 
brushes.  Imagine  the  armature  to  rotate  clockwise  and 
figure  out  the  value  of  the  voltage  at  the  brushes  during 
different  parts  of  a  revolution. 

In  Fig.  192  we  have  the  same  windings  with  eight 
coils  and  eight  commutator  bars.  In  Fig.  191  the  arma- 
ture as  diagrammed  in  Fig.  192  is  shown  completed 
with  its  four  bands.  These  bands  are  from  12  to  25 
convolutions  of  phosphor-bronze  wire  in  sizes  varying 
from  No.  20  up  to  14  laid  on  tightly  over  a  mica  insula- 
tion and  sweated  with  solder  all  the  way  round. 

In  Fig.  192  you  will  notice  that  the  complete  winding 
can  be  divided  into  two  parts,  one  influenced  by  the 
N-pole,  the  other  by  the  S-pole  standing  at  the  commu- 
tator end.  The  N-pole  side  moving  upwards  has  its 
E.M.F. 'in  direction  from  back  to  front  of  armature 
through  the  inductors;  the  S-pole  side  has  E.M.F.  in 
direction  from  back  to  front  of  armature  through  the 
dead  wire. 

In  winding  the  armature  the  wire  is  laid  on  in  a  con- 
tinuous spiral  as  shown.     This  makes  the  E.M.F.  in 
each  half  of  the  armature  in  series,  and  allows  the  cur- 
rent  to  flow  from  one  coil  to  another,  except  at  the 
points   where   the   N-ha\l  atvd  S>-\v2Xi  ol  ^^  ^Tccc^dcoxt. 
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meet.  Here  the  E.M.F.'s  oppose  and  if  wires  were  con- 
nected for  an  instant  to  the  winding,  as  shown  in  the 
picture,  the  two  opposing  E.M.F.'s  would  both  force 
electricity  out  into  the  wire  at  the  top  of  the  armature 
and  draw  it  in  at  the  bottom  as  shown  by  the  arrows  on 
these  wires.  This  will  cause  a  current  to  flow  in  the 
external  circuit. 


If  the  junctions  of  the  coils  are  connected  to  eight 
commutator  bars  (one  bar  per  coil)  and  connect  the 
ends  of  the  external  circuit  by  brushes  to  the  commuta- 
tor bars  which  are  midway  between  the  N-  and  S-poles, 
then  each  half  of  the  armature  separately  generates  an 
E.M.F,  and  delivers  current  to  the  external  circuit. 

Suppose  the  armature  to  be  revolving  at  the  highest 
safe  speed.  Each  inductor  will  move  past  the  magnet 
poles  art  a  speed  of  3000  ft.  a  minute.  With  pole  pieces 
5x8  inches  and  a  {lux  density  of  90,000  lines  per  square 
inch,  the  total  Hvx  will  be  5  x  8  x  go,OGO  ot  ■jj.fe  wS&oa. 
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The  armature  may  be  9  inches  in  diameter,  which 
gives  its  rotative  speed   1270   (nearly). 

For  R.P.M.*=P.S.t-^(3.i4i6  X  diameter). 

3000  X  12 
^3.1416  X    9 
=1270  nearly, 
which  R.P.S.J=2i  nearly. 

An  inductor  therefore  cuts  3.6  million  lines  of  mag- 
netism twenty-one  times  a  second,  which  is  equivalent  to 
cutting  75.6  millions  once  per  second. 

Since  the  cutting  of  100  million  lines  per  second  by  an 
inductor  induces  i  volt  pressure,  each  inductor  on  this 
armature  revolving  in  this  field  will  produce  75.6-7-100 
or  ^  of  a  volt  (aprox.). 

The  4  coils  of  4  inductors  each  (Fig.  192)  on  the  N- 
half  of  armature  being  in  series  produces  3  volts  per 
coil  or  a  total  of  12  volts  which  is  the  E,M,F,  of  the  gen- 
erator. 

The  S-half  of  the  armature  also  generates  a  pressure 
of  12  volts,  which  is  not  added  to  the  pressure  of  the 
N-half,  being  in  parallel  with  it.  An  inspection  of  Fig. 
192  shows  that  they  oppose  rather  than  add  to  each 
other;  but  an  outlet  being  provided  they  turn  aside 
through  it,  and  send  current  separately  and  independ- 
ently towards  the  outside  circuit. 

If  the  armature  is  wound  with  No.  10  A.  W.  G.,§  the 


♦Revolutions  per  minute, 
t  Peripheral  speed. 
itRevolutions  per  second. 

iAmerkan   Wire  Gauge.     A  table  of  sizes  and  properties  of 
the  sizes  of  wire  according  to  t\\e  Bxo^tv  %l  SVv^.t^  or  ^aierican 
Causae  will  be  found  in  Lesson  \ft. 
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diameter  of  which  is  0.102  inch  or  102  mils,  its  area  is 
102  squared  equal  to  10,404  cm.  Allowing  700  cm.  per 
ampere,  it  will  carry  15  amperes,  without  too  much 
heating. 

Since  each  side  of  the  armature  delivers  its  own  cur- 
rent to  the  brushes,  the  safe  current  output  of  this  gener- 
ator is  30  amperes. 

Suppose  there  are  250  ft.  of  this  No.  10  wire  on  this 
armature.  The  resistance  of  the  wire  from  the  wire 
table  is  1.02  ohms  per  1000  ft. 

The  resistance  of  all  the  wire  on  armature  is  0.255 
ohm,  and  the  resistance  of  the  wire  on  each  half  of  the 
armature  is  0.128  ohm. 

But  the  two  halves  are  in  parallel  so  the  resistance  of 
the  armature  as  measured  from  brush  to  brush  will  be 
half  of  0.128  or  0.064  ohms. 

The  drop  or  loss  of  pressure  in  armature  will  be 
CXR  or  30X0.064,  equal  to  1.92  or  say  2  volts. 

This  machine  being  a  shunt  generator,  the  main  cur- 
rent does  not  pass  through  the  fields,  and  there  is  no 
further  voltage  loss. 

The  E.M.F.  of  this  dynamo  is  12  volts  and  its  voltage 
10  volts.  Its  output  in  watts  will  be  10X30=300  watts 
or  0.3  kw.    This  is  the  rating  of  the  generator. 

The  generator  will  carry  this  load  22  hours  a  day 
without  getting  more  than  90°  Fah.  hotter  than  the  sur- 
rounding air. 

A  properly  proportioned  machine  will  stand  a  25% 
overload  for  half  an  hour  rising  an  extra  30°  in  tem- 
perature, and  it  will  stand  a  50%  overload  for  one  min- 
ute without  being  damaged  by  the  heat. 
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Drum  Windings. 

The  extra  labor  involved  in  passing  the  dead  wire 
through  the  bore  of  a  ring  core  is  avoided  by  going  back 
to  first  principles  again  and  placing  on  the  core  (either 
drum  or  ring)  a  number  of  coils  shaped  as  in  Fig.  i86, 
producing  a  winding  as  in  Fig.  i88. 

It  is  to  be  noted  that  the  inductors  lie  entirely  on  the 
outer  surface  of  the  core  and  that  the  percentage  of  dead 
wire  is  less  than  in  Fig.  190. 

For  a  long,  small  diameter  armature  drum  winding 
uses  the  least  wire ;  while  for  a  short,  large  diameter 
core  the  ring  winding  will  require  fewer  pounds  of 
copper. 

Take  Fig.  188  and  mark  in  pencil  as  directed,  using 
Fig.  189  as  a  guide.  In  order  to  make  the  diagram  in 
Fig.  189  clear,  it  has  its  proportions  wrong.  The  dead 
part  of  the  wire  is  drawn  very  long  and  the  active  part 
very  short.    The  reverse  is  true  of  an  actual  winding. 

Mark  the  top  horizontal  coil  of  Fig.  188  T,  the  bottom 
one  B.  Mark  the  right  and  left  hand  vertical  coils  L 
and  R.  Mark  the  upper  brush  negative  and  the  lower 
one  positive. 

The  left  side  of  the  armature  is  the  N-pole  side  and 
the  right  the  S-pole  side ;  then  we  know  that  the  arma- 
ture is  revolving  anti-clockwise  (else  the  upper  brush 
would  be  positive). 

The  E.M.F.'s  on  the  N-side  and  S-side  of  coil  T,  just 

as  in  Fig.  187,  are  in  series  and  add  producing  a  current 

flow  towards  the  lower   (positive)  brush.     The  current 

passes  through  the  inactive  (dead)  coil  R  in  order  to 

g'et  to  positive  brush. 
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At  the  same  time  the  E.M.F/s  in  coil  B  add  up  and 
passing  through  the  dead  coil  L  drive  current  out  of 
lower  brush. 

The  value  of  the  E.M.F.  is  eight  times  that  which  one 
inductor  can  produce.  For  the  active  coil  T  has  4  loops, 
i.  e.,  8  inductors  in  series,  as  also  has  the  coil  B.  Sup- 
pose T  produces  8  volts,  the  two  coils  T  and  B  are  in 
parallel  and  do  not  add  their  E.M.F.'s. 

The  coils  L  and  R  are  dead,  L  being  in  series  with  B 
and  R  in  series  with  T,  but  they  produce  no  E.M.F.  At 
the  present  instant  they  are  but  a  wasteful  resistance, 
their  value,  however,  will  be  soon  seen. 

When  the  armature  has  moved  about  ^i  of  a  revolu- 
tion, you  will  find  that  T  is  cutting  flux  slantingly  and 
that  R,  which  is  in  series  with  it,  is  beginnng  to  cut  flux 
also.  T  is  only  ^  active,  producing  say  6  volts,  and  R 
is  not  totally  dead  but  %  active,  producing  2  volts. 
Hence  the  voltage  of  the  machine  is  still  8. 

At  j4  revolution  R  is  doing  full  work  and  B  is  dead 
and  in  series  with  it,  while  T  is  dead  and  L  in  series 
with  it  is  at  full  activity.  Now  R  and  L  produce  the 
E.M.F. 

The  student  must  revolve  Fig.  189,  using  slips  of 
paper  as  brushes  to  gain  a  full  understanding  of  these 
actions. 

The  current  enters  the  armature  through  the  upper 
brush,  splits  and  passes  through  the  armature  by  two 
parallel  circuits,  one  containing  T  and  R  in  series  and 
the  other  containing  L  and  B.  During  a  revolution 
these  coils  interchange  places,  but  two  coils  are  always  in 
each  circuit. 

When  6  amperes  flow  in  the  external  circuit,  the  No, 
16  wire  of  the  armature  is  not  overheated,  a^  \\.  ovX-^  \sa.% 


400  ELECTRIC  RAILROADING 

to  carry  3  amperes  (half  of  6),  which  it  is  well  able  to 
do.  It  has  2583  CM.,  and  which  is  more  than  3X700 
CM. 

Self  exciting  of  a  Dynamo.  When  a  dynamo  is  stand- 
ing idle  the  field  magnets  are  weakly  magnetic  due  to 
residual  magnetism. 

Let  the  armature  revolve  and  in  a  shunt  or  compound 
machine  open,  in  a  series  generator  close  the  external 
circuit. 

A  few  volts  will  be  generated  and  cause  a  current  to 
flow  through  the  fields,  hence  the  magnetism  will  in- 
crease and  more  voltage  will  be  induced.  This  voltage 
will  send  increased  current  through  the  shunt  field  and 
cause  more  volts  to  be  induced. 

The  machine  is  now  '* building  up/' 

As  more  and  more  magnetism  is  put  into  the  fields,- 
it  becomes  harder  to  get  any  more  in  as  the  iron  is  ap- 
proaching saturation  and  there  is  more  and  more  leak- 
age. 

Hence  at  a  certain  point,  depending  on  the  design  of 
the  machine,  the  difficulty  of  increasing  the  magnetism 
being  added  to  the  effect  of  the  leakage  just  balances  the 
tendency  of  the  voltage  to  be  increased.  If  nothing  eke 
is  done  the  voltage  of  the  dynamo  will  remain  constant. 

In  the  series  field  is  passing  all  the  current  drawn 
from  the  machine  and  the  field  strength  and  voltage  tend 
to  increase.  This  increase  is  opposed  by  the  C  R.  loss 
hi  armature  and  field,  and  the  effect  of  the  increasing 
field  density.  The  net  result  is  a  building  up  of  the  volt- 
age and  if  the  load  is  not  changed  the  voltage  of  the 
machine  will  remain  constant. 
J^egulation.  If  now  in  the  shutvt  generator  you  close 
the  external  circuit  an  extra  cutYttvX.  ^NeT>j  \ax5^^\cv^\^ 
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portion  to  the  field  current)  is  drawn  from  the  armature 
and  causes  a  C  R  loss. 

A  lower  voltage  is  thus  impressed  on  the  external  cir- 
cuit and  to  make  matters  worse,  also  on  the  field.  Hence 
the  field  weakens  and  the  added  results  of  C  R  loss  and 
weaker  field  is  a  considerable  drop  in  voltage  for  each 
increase  in  load. 

Resistance  must  be  cut  out  of  field  as  load  increases. 

When  in  the  series  generator  the  load  increases  a 
shunt  should  be  placed  around  the  field  to  weaken  it,  if 
a  constant  potential  is  desired. 

Position  of  the  Brushes.  In  order  that  one  set  of 
brushes  may  take  away  from  and  the  other  set  deliver 
current  to  the  generator  in  a  bipolar  machine  these  sets 
are  on  opposite  sides  of  the  commutator. 

In  some  dynamos  when  the  inductors  come  out  of  the 
slots,  one  goes  straight  on  to  a  commutator  bar  and  the 
other  is  bent  over  to  its  proper  bar.  This  puts  the 
brushes  in  line  with  part  of  the  coil  and  they  will  be 
found  half  way  between  the  pole  tips. 

It  is  usual  to  bend  both  inductors  as  they  leave  the 
slots  and  connect  to  bars  half  way  between  the  slots. 
Then  the  brushes  will  be  found  opposite  the  middle  of 
the  pole  piece. 

In  dynamos  and  non-reversing  motors  the  brushes  are 
a  little  distance  away  from  the  points  mentioned,  but  in 
reversing  motors  are  exactly  at  these  points. 

If  you  will  consider  that  a  multipolar  dynamo  or 
motor  is  merely  a  lot  of  bipolar  fields  which  for  economy 
of  material  are  working  on  one  large  armature,  the 
placing  of  the  brushes  on  such  machines  will  be  cWa^t  \5^ 
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The  alternate  brushes  are  of  the  same  polarity  and 
there  is  usually  a  set  of  brushes  for  each  field  magnet 

The  placing  of  the  brushes  on  the  commutator  with  a 
certain  relation  to  the  winding  is  necessary  as  a  refer- 
ence to  Fig.  193  or  to  the  diagram  of  any  winding  wiB 
show  you  that  the  bnish  while  collecting  current  is  at 
the  same  time  short  circuiting  one  of  the  coils. 


Pig.   193.      Showing  the   Number 

and  Position   ot  BruEbea 

on  Dlfferant 

Armat 

re   Windings. 

The  black  brushes  are  the  on 

es  actually  used,  the  dott 

d  ones  belni 

aUpensed  with    oh    accouQt  of   t 

e   particular   winding. 

In  order  that  an  excessive  current  may  not  be  gene- 
rated in  this  short  circuited  coil  it  must  be  out  in  the  in- 
terpolar  space  at  the  time  the  brush  touches  the  two 
bars  belonging  to  it. 
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Sparking.  When  a  current  is  broken  there  is  always 
a  spark,  which  is  greater  the  more  turns  in  the  wire  and 
the  more  iron  within  these  turns.  That  is,  the  more 
inductive  the  current  the  worse  the  spark. 

The  conditions  are  right  for  excessive  sparking  tn  a 
machine,  for  the  circuit  is  inductive  and  althoi^h  the 
circuit  is  not  actually  broken,  the  current  being  merely 
shifted,  yet  the  result  is  equivalent  to  it. 


Showlnc    PoBiUon    of    Bru^ 


Looking  at  Fig.  194  and  considering  the  Une  N  N  to 
be  about  midway  between  the  pole  pieces.  The  coil  E  is 
short  circuited  but  has  no  current  in  it  because 

ist.     The  field  is  very  weak  and  the  coil  is  moving 
parallel  to  it,  so  no  E.M.F.  is  generated  in  the  coil. 
.    2d.     The  currents  from  the  N  and  S-side  of  winding 
enter  the  brush  without  going  through  the  901!  B. 

Coil  B  has  therefore  no  current  in  it,  but  beirtr  «J:>^- 
nected  to  A  and  C  whose  potential  is  hig\\  "B  \s  cVvaraei 
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with  electricity,  and  it  is  full  of  coulombs*  which  arc 
at  rest. 

When  the  armature  revolves  as  shown  and  the  toe  of 
a  copper  brush  leaves  bar  3  the  current  from  C  must 
instantly  change  over  going  through  B  to  reach  the 
brush.  The  coulombs  in  B  which  are  at  rest  should  in- 
stantly move  at  full  speed  becoming  a  part  of  the  arma- 
ture current. 

It  being  impossible  to  set  the  coulombs  in  B  into  mo- 
tion instantaneously  it  is  evident  that  the  current  from 
C  encounters  more  than  the  ohmic  resistance  of  the  coil 
B.    This  extra  opposition  being  called  reactance. 

The  path  through  B  being  momentarily  practically 
nonconducting  the  circuit  is  broken  by  the  brush  moving 
away  from  the  bar,  and  a  spark  or  arc  formed. 

The  circuit  being  inductive  (having  turns  containing 
iron)  the  spark  is  persistent  and  holds  until  the  react- 
ance of  coil  B  decreasing,  it  begins  to  conduct  and  di- 
verts enough  current  into  the  proper  path  and  the  arc 
goes  out  for  lack  of  current  to  maintain  it. 

This  sparking  is  avoided  in  the  following  way : 

1st  Carbon  brushes  of  high  resistance  are  used  which, 
as  the  part  of  the  brush  touching  a  bar  gets  narrower, 
due  to  the  high  resistance,  throttles  the  current,  gradu- 
ally forcing  it  over  to  the  coil  B.  Hence  B  does  not 
have  to  instantly  carry  all  the  current. 

2d.  Move  the  brushes  of  a  dynamo  in  direction  of 
rotation  until  they  are  nearer  the  pole  shoe,  exactly  as 
is  shown  in  Fig.  194. 


*A    couhwib  is   a   certain   quantity  of   electricity.     When  a 
coulomb  passes  a  given  point  ev^tv  ^tcotid  a  current  of  one 
ampere  is  said  to  flow. 


THE  DYNAMO  405 

The  short  circuited  coil  B  is  now  under  the  fringe 
from  the  pole  piece ;  and  is  moving  obliquely  through  a 
stronger  field.    A  small  E.M.F.  is  generated  in  it. 

From  the  illustration  it  will  be  seen  that  a  current  in 
the  same,  as  in  C  (for  B  and  C  are  under  influence  of 
same  pole  piece)  flows  around  through  B,  the  bars  2  and 
3  and  the  brush. 

By  shifting  the  brushes  a  little  to  and  fro  the  correct 
strength  of  field  can  be  selected  and  the  obliquity  at 
which  it  is  cut  adjusted,  so  that  a  current  will  be  made 
to  flow  in  B  not  onlv  of  the  same  direction  as  that  in  C 
but  also  of  exactly  the  same  value. 

Hence  when  the  toe  of  the  brush  slips  from  bar  3  the 
current  in  C  instead  of  running  against  the  impedance 
(the  sum  of  the  resistance  and  reactance)  of  coil  B,  finds 
itself  merely  falling  in  behind  the  flow  already  estab- 
lished, and  there  is  no  tendency  to  spark. 

In  a  motor  the  brushes  are  shifted  in  opposite  direc- 
tion to  the  rotation  to  get  to  the  no  sparking  position. 
Hence  the  positions  for  sparkless  forward  or  backward 
running  are  some  distance  apart. 

It  is  a  mere  matter  of  first  cost  to  produce  a  machine 
with  absolutely  sparkless  commutation  under  any  condi- 
tions. It  is  the  skill  of  the  designers  which  has  (with- 
out prohibitive  cost)  so  reduced  the  distance  between 
these  two  points  that  it  may  be  spanned  by  a  thick  car- 
bon brush. 

The  railroad  motor  of  to-day  operates  in  either  direc- 
tion, without  shift  of  brushes,  under  all  loads,  and  some 
overloads,  without  serious  sparking.  What  little  occurs 
IS  of  such  small  volume  and  such  low  temperatM^^  \!wA 
no  great  harm  is  done. 
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Classes  of  Dynamos, 

Dynamos  are  divided  into  classes  with  reference  to  the 
manner  in  which  their  fields  and  armature  are  mtcr-con- 
nected. 

The  series  dynamo.  Fig.  195.  The  same  current 
traverses  the  field,  armature  and  main  or  external  cir- 
cuits. The  conductors  in  these  circuits  are  about  the 
same  size.    The  circuits  are  all  in  series. 


MAIN    CIRCUIT 


Pig.  195.     Circuits  in  a  Series  Dynamo  or  Motor. 


This  dynamo  is  used  for  arc  lighting  and  as  boosters 
for  increasing  the  pressure  on  a  feeder  carrying  current 
furnished  by  some  other  generator. 

The  characteristic  of  this  type  is  to  furnish  power  at 
an  increased  voltage  as  the  load  increases.  If  sufficient 
current  is  drawn  to  overload  the  machine  the  voltage 
will  fall. 

T/ie  shunt  dynamo.  Fig.  196.  Here  the  field  circuit 
Js  arranged  as  a  shunt  circml.    TW  ^rccvaJow^  ^wd  ex- 
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ternal  circuits  are  in  series.  The  armature  current  is 
the  sum  of  the  external  and  field  currents.  The  con- 
ductors on  the  field  are  very  much  smaller  than  those  on 
armature,  as  they  only  carry  2  to  5  per  cent  as  much  cur- 
rent. 

Used  for  incandescent  lamp  lighting,  mill  and  factory 
power. 


Resistance  Bo» 


Ammeter 


Voitmete 


rsffl 


Fig.    196.     Circuits    of    a    Shunt    Dynamo     with     Instruments     and    a 

Load  of  Lamps. 


The  characteristic  of  the  shunt  generator  is  to  allow 
the  voltage  to  fall  as  the  load  is  increased. 

It  is  evident  that  only  by  a  combination  of  these  two 
into  a  compound  dynamo,  Fig.  197,  can  a  generator  be 
produced  which  will  deliver  any  power  within  its  rated 
capacity  and  yet  hold  a  steady  voltage. 

The  armature  is  the  same  as  a  shunt  dynamo,  but 
the  fields  have  two  distinct  windings,  one  shunt  and  tl\^ 
other  series. 


a  constant  w/iww.. 


The  compound  generator  will  ot  its 
out  any  regulator,  furnish  at  its  termii 
tant  point  on  the  line  steady  power,  at 
stant  voltage. 


Fig.   197.     Circuits  in   a  Compou 


In   railway  service  where  the  ai 
quired  fluctuates  violently,  the  volt 
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Motors. 

It  might  be  said  that  another  class  of  dynamos  is 
motors. 

Any  of  the  D.  C.  dynamos  and  many  of  the  A.  C. 
machines  in  power  houses  would  revolve  and  produce 
mechanical  power  if  they  were  supplied  with  the  proper 
kind  of  current  at  proper  voltage.  In  fact,  one  of  the 
troubles  that  may  occur  in  a  power  house  is  to  have  one 
out  of  a  set  of  generators  start  to  act  as  a  motor,  thus 
placing  heavier  load  on  all  the  other  machines. 

The  same  electrical  machines  can  be  used  as  a  dynamo 
or  a  motor ;  but  as  most  dynamos  are  compound  or  shunt 
and  built  for  power  houses,  where  there  is  sufficient,  if 
not  plenty  of  room,  and  as  all  railroad  motors  are 
series  wound  and  placed  where  there  is  very  little  room, 
it  IS  natural  that  the  dynamos  and  motors  a  railroad  man 
sees  should  not  look  alike. 

The  similarity  of  their  electrical  action  must  be  re- 
membered so  that  one  may  understand  that  the  parts  of 
a  dynamo  and  motor,  though  a  little  different  in  shape, 
act  alike  electrically  and  have  the  same  names. 

Comparison  between  Dynamo  and  Motor,     Since  it 
takes   power  to  force   a  dynamo   armature  to  revolve 
while  generating  current,  and  none  when  tvol  ^'^w'^x-^Nlvw^ 
(iieJd  and  armature  circuits  open)  we  corvOivsi^^  "OcvaX'^X  v 
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the  action  between  field  and  armature  magnetisms  which 
causes  the  dynamo  to  resist  rotation. 

To  test  truth  of  this  remove  the  armature  from  the 
fields  and  pass  current  through  its  conductors  in  same 
direction  as  the  flow  was  before.  You  will  find  that  the 
armature  is  a  large,  strong  electro-magnet. 

Testing  the  polarity  of  the  field  magnets  and  of  the 
armature  poles  you  will  find  that  ^  where  using  as  a 
dynamo,  we  are  forcing  a  N-armature  pole  towards  a 
N-field  pole.  These  poles  repel  each  other  and  power  is 
absorbed  by  the  rotation  of  the  dynamo. 

The  repulsion  of  these  poles  would  make  the  armature 
rotate  if  current  were  supplied  to  it  and  the  fields,  and 
the  steam  engine  removed. 

The  difference  between  ordinary  and  railway  motors 
is  the  extreme  simplicity  of  the  latter. 

Many  of  the  refinements  of  design  and  construction 
which  theoretically  are  necessary,  are  in  railway  motors 
omitted.  It  being  found  that  for  successful  operation 
they  are  not  necessary,  and  by  their  omission  much  is 
gained,  i.  e.,  saving  in  .weight,  cost,  number  of  parts, 
absence  of  complication  and  ease  of  repair. 

It  is  not  needful  to  say  that  parts  of  a  railway  motor 
are  put  together  so  as  to  '*stay  put." 

That  motor  is  best,  which  with  the  fewest  pounds  of 
material,  will  with  reliability  and  low  cost  of  repairs 
piopel  the  greatest  number  of  tons  of  pay  load. 

The  main  differences  between  all  motors  and  d3mamos 
are  the  method  of  starting  and  the  effect  of  the  E.M.F. 
produced. 
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Starting  Motors, 

We  can  not  turn  on  steam  to  an  engine  instantan- 
eously, for  it  takes  time  to  open  the  throttle.  We  do, 
however,  turn  it  on  more  slowly  tlian  the  opening  of  the 
throttle  compels  us,  for  we  wish  to  give  the  engine  and 
its  dynamo  time  to  ret  up  to  speed. 

In  the  same  way  we  must  give  current  to  a  motor 
easily,  in  order  to  start  it.  On  the  closing  of  a  switch 
the  current  jumps  up  to  full  value  so  quickly  that  the 
motor  armature  would  be  brought  up  to  such  a  tempera- 
ture as  would  char  the  cotton  insulation  on  the  winding. 

In  starting  a  motor  an  extra  resistance  is  used,  and 
it  is  placed  either  in  the  main  or  armature  circuit.  It  is 
only  in  use  for  a  few  seconds  at  a  time  and  if  well  ven- 
tilated can  be  made  very  small  and  light  in  proportion 
to  the  current  passing. 

When  applied  to  small  motors  where  the  starting  is 
at  infrequent  intervals  this  starting  rheostat  and  its  oper- 
ating drum  and  handle  is  combined  with  two  automatic 
protective  devices  and  contained  partly  in  a  latticed  iron 
box  and  partly  on  its  cover.    It  is  called  a  starting  box. 

For  larger  motors  doinj  similar  work  and  for  traction 
or  railway  work,  each  of  the  parts  becomes  so  large  that 
the  four  pieces  are  mounted  separately.  The  operating 
drum,  the  resistances,  the  overload  release  and  the  no 
voltage  release. 

The  operating  drum  is  familiar  to  us  all  as  the  con- 
troller of  the  street  cars. 

The  resistance  in  the  form  of  cast  iron  girds  held  in 
skeleton  frames  are  fastened  under  the  sills  oi  \.\\^  ^•^\"^. 

The  overload  release  or  circuit  breaker  2AX\o\xva\\<ra^s 
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opens  the  circuit  when  a  current  large  enough  to  dam- 
age the  motors  is  accidentally  drawn.  In  street  cars 
this  device  is  usually  fastened  under  the  hood  over  the 
motorman's  head. 

No  voltage  release,  a  magnetically  operated  switch  or 
series  of  switches  kept  closed  by  the  magnet,  thus  giv- 
ing the  current  access  to  the  motors  circuits  or  the  cir- 
cuits controlling  them. 


tor  Sbunt  Motor. 


If  the  power  is  cut  off  the  line  the  device  operates, 
opening  all  the  circuits  leading  to  the  motors,  thus  pro- 
tecting the  motors  from  the  damage  done  by  applying 
fii/!  voltag-e  suddenly  to  a  motor  while  standing  still. 
^ig:  ig8  shows  a  starting  box  w'^ftv  "Cne.  ^to^r  connec- 
'ons  ready  to  start  a  shunt  motor.    t^Oft  ■^^\'i\'3R^ 
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As  soon  as  the  switch  is  closed  there  is  full  voltage 
on  the  field,  but  no  voltage  on  the  armature,  as  the  cir- 
cuit is  open  at  each  end  of  the  starting  arm. 

As  the  arm  is  swung  clockwise,  current  flows  to  arma- 
ture through  a  resistance  which  gradually  grows  less, 
until  when  at  right  angles  to  its  original  position  the 
full  voltage  is  on  the  armature  and  the  motor  operating 
at  full  speed. 

The  hook  on  the  left  end  of  the  arm  catches  on  the 
knuckle  at  the  lower  left  side  of  the  release  magnet  and 
holds  the  arm  in  spite  of  the  effort  of  a  coiled  spring 
(not  shown)  to  return  arm  to  off  position. 

Tracing  the  circuits  will  show  that  the  release  magnet 
is  always  energized  if  the  supply  circuit  is  alive  and 
switch  closed.  Should  the  supply  be  interrupted  the  re-^ 
lease  magnet  becomes  demagnetized  and  the  upper  end 
of  the  knuckle  is  no  longer  held.  The  knuckle  turns  on 
the  pin  (with  screw  head)  releasing  the  hook,  and  the 
spring  retains  the  arm  to  the  off  position. 

The  motor  would  have  stopped  itself,  but  now  it  can 
only  be  restarted  in  the  proper  way. 

Consider  the  arm  in  the  "running  position,"  the  over- 
load circuit  breaker  magnet  in  energized,  but  the  arma- 
ture* beinr^  a  considerable  distance  away  the  magnet  is 
too  weak  to  draw  it  up. 

Should  the  motor  be  overloaded  and  too  much  current 
pass  the  strength  of  this  magnet  is  increased  so  that  the 
armature  swings  up  and  jams  the  jumper  in  between 
the  two  studs  shown  on  the  right  of  the  magnet.  This 
completes  a  shunt  or  by-pass  circuit  around  the  release 
magnet,  diverting  enough  current  from  it  that  it  weak- 
ens and  releases  the  knuckle.    The  arm  theiv  ^\^^  X^^^O*. 

♦Armati/re  or  keeper  of  a  magnet;  not  oi  a  dynaxtvo. 
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to  the  off  position  and  the  circuit  to  the  armature  fs 
opened. 

The  motor  is  stopped,  which  may  be  inconvenient,  but 
it  is  to  be  preferred  to  a  burnt  out  armature. 

In  a  railway  motor  this  heavy  current  would  also  pass 
tlirough  the  fields,  but  they  are  better  adapted  to  stand 
heat  and  the  armature  usually  suffers  first. 

To  start  a  motor  with  this  box^  close  the  switch  and 
swing  the  starting  arm  from  off  \o  running  position  and 
let  go.  The  overload  circuit  breaker  may  have  danced 
up  and  down  while  this  is  being  done.  If  so,  next  time 
swing  arm  more  slowly. 

To  stop  the  motor  open  the  switch.  The  motor  will 
slow  down  and  stop.  Just  before  stopping,  the  release 
magnet  will  allow  the  starting  arm  to  return  to  the  off 
position. 

The  cutout  shown  consists  of  a  fuse  enclosed  in  a 
cardboard  tube  and  designed  to  melt  or  blow  at  a  cur- 
rent a  little  higher  than  that  for  which  the  circuit  breaker 
is  adjusted. 

COUNTER  E.  M.  F. 

Counter  E.  M.  F.  When  the  motor  is  operating  all 
the  parts  and  conditions  of  a  dynamo  are  present,  hence 
there  is  a  dynamo  action  which  produces  an  E.  M.  F.  in 
opposite  direction  to  the  impressed  E.  M.  F.  supplied  by 
the  line.* 

This  is  a  most  important  and  useful  action. 

♦This  I  know  by  using  the  rule:     Place  the  thumb,  first  and 
second  fingers  of  the  right  hand  all  at  right  angles  to  each  other. 
Jst  Thumb  in  direction  of  the  motion. 
^d  First  linger  pointing  from  a  "N-po\e  \o  2l  ^-^c\t. 
3d  Second  finger  shows  direction  oi  mdMCt^.'^.'^.'^v 
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You  will  see  that  when  we  are  starting  a  motor  that 
the  faster  it  moves  the  more  C.  E.  M.  F.  it  generates. 
This  is  why  we  can  not  throw  full  voltage  on  a  motor 
until  it  is  nearly  up  to  its  full  speed. 

The  actual  voltage  sending  current  through  a  motor 
is  the  difference  between  the  impressed  and  counter 
E.  M.  F.^s. 

The  working  of  this  in  actual  practice  is  best  shown 
as  follows: 

Suppose  a  set  of  four  motors  are  on  a  6oo-volt  line 
making  460  revolutions  per  minute  with  44-inch  wheels. 
The  locomotive  they  are  a  part  of  weighs  100  tons  and 
pulls  350  tons  behind  it  at  60  miles  per  hour. 

It  is  on  a  level  track  and  must  exert  a  pull  of  17% 
pounds  for  each  ton  pulled  or  6,125  pounds  in  all. 

It  must  exert  through  its  drivers  at  the  rail  head  6,125 
pounds  for  the  train  behind  and  1,750  pounds  for  its 
own  weight.  The  total  tractive  effort  is  therefore  7,900 
pounds  (7,875  to  be  exact).* 

At  60  miles  per  hour  a  train  moves  5,280  feet  per  min- 
ute ;  so  the  motors  move  7,900  pounds  5,280  feet  a  min- 
ute which  is  41,700,000  foot  pounds  per  minute.  Since 
33,000  foot  pounds  per  minute  is  a  Horse  Pozver,  we 
get  the  H.  P.  of  the  motors  as  1,264. 

The  efficiency  of  the  locomotive  is  80%,  i,  e.,  the 
n.otors  waste  20%  of  the  intake.  Hence  1,580  H.  P. 
is  taken  from  the  line. 

This  is  expressed  in  Kilo  Watts  by  multiplying  by  746 
and  dividing  by  1,000  giving  us  1,185  K.  W.f 

♦With    certain    problems    a    foolish    amount    of   accuracy    in 
figuring  is  a  waste  of  time.    Since  the  condition  of  the  rails  is  a 
variable  quality  in  traction  work,  figuring  on  the  safe  side  \^  ^^ 
only  sensible  way  to  work. 

tThere  are  746  watts  in  1  H.  P.,  and  1000  Yia\.^s  \tv  ^  ^-  ^ 
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This  being  supplied  at  6cx>  volts  needs  2,000  amperes' 

(i>975). 

An  ammeter  placed  in  the  main  conductor  of  one  of  the 
New  York  Central  locomotives  will  read  about  2,000 
amperes  when  pulling  train  No.  51  or  No.  41  along  the 
Hudson  River  towards  Croton,  N.  Y. 

What  is  it  that  limits  the  current  in  this  case  to  2,000 
amperes,  i.  c,  to  500  amperes  per  motor  ?  Certainly  not 
the  ohmic  resistance  of  them.J 

The  resistance  of  each  motor  is  only  o.i  ohm  or  all 
four  in  parallel  or  multiple  is  0.025.  The  current  is 
limited  by  the  dynamo  action  of  the  motors,  t.  e.,  by  the 
counter  E.  M.  F. 

Each  of  the  motors  generates  about  1.2  volts  per 
revolution  per  minute,  hence  at  460  revolutions  per  min- 
ute the  C.E.M.F.  of  each  motor  is  550  volts.  This 
neutralizes  all  but  50  of  the  600  volts  on  the  line,  and 
leaves  that  50  to  send  current  through  the  resistance  of 
the  motor.  Fifty  volts  on  o.i  ohm  giyes  500  amperes  or 
2,000  amperes  for  all  four  motors. 

Now  let  the  train  strike  a  grade.  It  will  slow  down 
in  speed  and  drawing  more  current  develop  in  its  .motors 
the  H.  P.  required  to  pull  the  train. 

How  can  motors  whose  resistance  is  fixed  draw  more 
current  when  the  line  voltage  is  constant?  By  means  of 
the  CE.M.F. 


tBy  ohmic  resistance  I  mean  the  actual  resistance  of  the  ma- 
terial the  conductors  are  made  of.  There  is  another  resistance 
which  depends  on  the  rate  at  which  a  current  changes,  and  has 
nothing  to  do  with  the  material.  Counter  E.  M.  F.  acts  like  re- 
sistance, as  it  opposes  the  flow  of  current.  The  apparent  resist' 
ance  oi  a  locomotive  drawing  2000  amperes  is  0.3  ohm  for  60(H- 
0.3=2000.     The  actual  ohmic  resislatvct  \%  <i.025  ohms. 
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If  the  speed  drops  to  55  M.P.H.  then  the  R.P.M.  of 
the  drivers  (and  armature)  change  to  422,  and  the 
C.E.M.F.  to  510  volts.  Hence  90  volts  acting  on  each 
0.1  dhm  motor  passes  900  amperes,  or  3,600  for  the 
whole  locomotive. 


LESSON  26. 
Parts  of  Dynamos  and  Motors. 

The  following  is  a  short  description  of  the  various 
parts  of  a  dynamo  or  motor  and  an  explanation  of  the 
terms  used  in  talking  about  them. 

Base,  Made  of  cast  iron  and  supports  the  magnet 
yoke  and  bearings.  It  is  made  hollow  to  save  unneces- 
sary weight,  and  is  braced  internally  with  ribs  to  give 
strength.     It  is  bolted  to  a  masonry  foundation. 

Railway  motors  have  no  base;  the  yoke  being  bolted 
to  the  transoms  of  the  truck,  either  directly  or  through 
a  spring  supported  lug. 

Yoke,  The  ring  or  shell  steel  casting  to  which  the 
magnet  cores  are  bolted.  Sometimes  the  cores  are  placed 
in  the  mold  and  the  yoke  cast  around  them. 

In  raikvay  motors  the  cores  are  so  short  that  they 
are  frequently  cast  solid  with  the  shell. 

Pole  pieces  or  faces.  Generally  of  cast  iron  bolted  or 
keyed  to  the  magnet  cores.  Being  greater  in  area  than 
cores  they  serve  to  hold  the  field  coils  in  place. 

In  locomotives  thev  are  sometimes  made  of  sheet  iron. 

Magnet  cores.  Ytry  seldom  made  of  sheet  iron,  some- 
times of  wrought  iron  forgings,  but  generally  are  steel 
castings. 

Fig.  199  shows  a  field  coil  and  a  magnet  core  of  an 
alternator.     The  winding  of  copper  ribbon  wound  edge- 
^j'se.     The  pole  pieqe  is  almost  s^me  ?ax^  ;i.^  ^o^, 
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Fig.  200  shows  a  shunt  and  series  coil  (large  one  is 
shunt  coil)  wound  and  taped  ready  to  be  shipped  on  the 
magnet  core. 


This  core  has  the  pole  piece  cast  with  a  hole,  which 
s  bored  to  a  driving  fit  on  the  core. 

tei. 

Fig,  200.      Sbunt  and  Series  Colis   ready  to  put  on   Core. 


Fig.  201  shows  a  ring  yoke  with  the  field  coils  in 
ilace.  Fig.  202  shows  one  of  these  fields  readv  1q  Vk. 
jolted  in  place. 


420 
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Bearings.  Should  be  large ;  four  to  six  times  as  long 
as  the  diameter  of  the  shaft  they  contain ;  on  account 
of  the  high  speed.  They  are  usually  of  the  self-cnling 
type. 

If  there  are  collars  on  the  shaft  they  should  be  ar- 
ranged to  allow  the  shaft  to  float,  i.  e.,  to  move  to  and 
fro  about  1-16  to  1-8  of  an  inch  so  as  to  distribute  the 


pig.  201.      Ring  Yoke  with  Field  Colla  In  pl&c*. 

oil  in  the  bearinjjs  and  !o  wear  the  commutator  evenly. 
If  there  were  no  float,  the  brushes  always  touching  00 
the  same  line  around  the  commutator  would  weM 
grooves  in  the  bars. 
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Rotary  converters  will  not  float  of  their  own  accord, 
»  a  magnetic  or  mechanical  device  is  installed  at  one 
:nd  of  the  shaft  to  compel  a  regular  and  even  float. 

At  other  end  of  shaft  is  often  installed  an  "over 
speed"  device  to  shut  down  power  in  case  rotary  "races." 

Shafts  are  made  thicker  under  the  armature  core  than 
n  the  bearings;  for  the  stress  is  greater  out  between 
;he  bearings,  since  the  load  acts  with  a  lever  arm. 


PIr  ZOZ.     Field  Coll   of  Fig.   £01   ready  to  be  bolted   Into  place. 


They  are  made  larger  than  in  ordinary  machinery  be- 
cause there  is  frequently  a  magnetic  side  pull  due  to 
inequa!  strength  of  the  field  magnets  or  the  polar  bore 
leing  eccentric  with  the  shaft. 

It  is  almost  impossible  to  pull  an  armature  out  of  the 
ields  while  current  is  passing  through  the  field  coils. 

Core.  The  sheet  iron  body  upon  which  the  arma.\.\«%. 
vinding  is  placed. 
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Figf.  203  shows  a  toothed  core  into  whose  slots  the 
armature  winding:  is  laid.  The  core  is  held  firmly  be- 
tween two  end  plates,  b}'  bolts  passing  through  tubes  of 
insulation  (nsnal'.y  fibre). 

Generally  the  armature  core  is  held  by  a  spider,  whose 
hub  is  turned  and  keywayed  to  receive  the  commutator 
hub.     The  spider  hub  is  also  bored,   reamed  and  key- 


wayed so  as  to  form  a  stcc-t'i'  ar  quill,  which  is  slipped 
on  the  main  shaft.  In  tlii.'*  case  the  complete  armature 
may  be  removed  for  repairs  without  disturbing  the  com- 
mutator leads  or  getting  core  and  commutator  out  of 
aVignmEnt. 
Fig.  20J  shows  this  con=.tTuc\.\o't\. 
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Hysteresis,  When  the  iron  core  revolves  it  passes  in 
succession  under  N  and  S  poles  and  so  the  magnetism 
of  the  core  is  reversed. 

All  iron,  no  matter  how  soft,  holds  some  residual 
magnetism.  This  '^hanging  on"  of  the  magnetism  is 
called  hysteresis. 


Fig.  204.     Effect    of    Solid    and    Sheet    Iron    Construction    on    Eddy 

Currents. 


Before  the  magnetism  in  the  core  can  be  reversed  the 
residual  magnetism  must  be  wiped  out.  It  takes  about 
iy2  per  cent,  of  the  total  power  of  a  generator  to  do 
this  work.  This  inevitable  loss  is  made  as  low  as  pos- 
sible by  the  use  of  a  small  quantity  of  the  soft^^l  vco^^ 
worked  at  a  low  magnetic  density.    Increasm^  \\\^  o^' 
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lit}-  of  magnetism  jwr  square  inch,  the  speed  of  the 
machine  or  the  pounds  of  iron  in  the  core  all  increase 
the  loss  (hie  to  hysteresis. 

Eddy  curreiils,  sometimes  called  Foucault  currents. 
There  must  be  E  M  F  induced  in  the  iron  of  the  core, 
just  the  same  as  in  the  copper  on  the  core.  Were  it 
not  that  tlie  core  is  in  sheets  placed  parallel  to  the  flux, 
there  would  be  a  great  waste  of  power  sending  current 


F[g.  205.      Ring    WlDdlng. 

through  a  short  thick  body  of  iron.  (Hence  of  low  re- 
sistance.) The  insulation  of  rust,  etc.,  between  the 
sheets  forms  a  ,'ieries  of  short,  very  thin  conductors  which 
are  of  high  resistance,  and  hence  the  eddy  currents  are 
small.  An  increase  of  speed  makes  a  great  increase  in 
the  eddy  currents.  The  usual  loss  due  to  them  is  about 
lyi  per  cent,  of  the  total  power  generated. 

Fig,  204  shows  how  the  paths  for  eddy  currents  are 
~iade  Jong  and  narrow  by  using  sheet  iron. 


Armature  Windings, 

ng.  These  windings  are  very  simple  to  calculate 
lard  to  place  on  the  core.  The  method  of  winding 
lown  in  Fig.  205. 


rum.  The  double  cotton  covered  wires  are  bent  into 
e,  insulated  with  linen  tape,  baked  and  shellac  var- 
ed.  A  number  of  these  formed  coils  (Fig.  206)  are 
ed  in  the  slots  (Fig,  203)  on  the  outer  surface  of 
:ore  (Fig,  207,  also  Fig.  208)  and  their  ends  soldered 
le  commutator  bar  lugs  (Fig.  209). 
ach  slot  contains  two  inductors.  One  side  of  a  coil 
1  the  bottom  of  a  slot  under  a  N-pole,  and  the  other 
in  the  top  of  a  slot  under  a  S-pole,  This  .same  slot 
in  its  bottom  a  second  coil,  the  outer  sWe  "^^  ■NVi\'iN 
1  the  top  of  a  slot  under  a  N-pole.    TVe  ^■c?.'^.  •me.'^- 
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tioned  coil  has  its  two  ends  connected  to  any  two  adja- 
cent commutator  bars,  and  the  second  coil  is  connected 
in  the  same  manner  to  two  bars  on  opposite  siJe  of  com- 
mutator. 


Commutators.     The  peculiar  shape  of  the  bar  (Fig. 
210)    makes  it  possible  by  the  corresponding  ^.K'i^^,  cV  . 
the  hub  and  washer  to  draw  bar  and  \ns.u\^t\Q"n.  '<KC\ti> 
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together  tightly,  both  side,  endwise  and  downwards, 
locking  iheni  absolutely  in  place  by  a  nut  bearing  against 
the  washer. 

The  hub  is  sometimes  keyed  to  the  shaft.  This  gives 
a  chance  to  remove  tlie  commutator  for  repairs  by  un- 
soldering the  leads  from  armature  winding. 


acted  to  Cammutator. 


A  complete  armature,  i.  e.,  wound  core  and  commu- 
tator, is  shown  in  Fig.  211  on  a  quill  ready  to  be  put 
on  axle  or  shaft. 

The  golden  copper  color  of  a  new  commutator  soon 
changes  to  a  uniformly  rich  dark  mahogany  brown,  and 
its  surface  acquires  a  polish.  The  degree  of  the  polish 
and  uniformity  of  the  color  are  indications  of  the  suc- 
cess of  operation.  Any  blackening  of  the  bars  or  rough- 
ness  of  surface  shows  defects  in  machine  or  manner  of 
operating. 
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Waukcr . 

TA^sm  JBAMD  ^it^f—         / 
Bue£y£  ron  9HCLL    ^S 


G  C.  SOO 

TAnCmSAMDf^lM9     MAnno¥^ 

TA^Xm  WA/tJO  K/>v»        t^Ut£ 


IVr  S  TiNQ  House 

TA^K.m  MAMO  ntHti 


Fig.  210.     Construction  of  Commutators  Showing  H\i\>,  HLV^o^  ^xA  "^^^^ 
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Bnislus  of  copper  or  brass  in  the  form  of  sheets  (^ 
folded  g^auzc  were  formerly  much  used.  In  the  modem 
machines  with  the  losses  reduced  by  clever  designing, 
more  current  is  drawn,  a  higher  voltage  generated  and 
larger  pole  pieces  nscd  on  tlie  same  sized  armature. 

The  tendency  of  the  bruslies  to  spark  is  thereby  in- 
creased anil  to  offset  tliis  high  resistance  brushes  must 
be  used.  Hence  the  use  of  carbon  brushes  is  universal 
Where  tlie  tendency  to  spark  is  not  so  great  graphite 
brushes  are  used. 


For  mechanical  reasons  copper  rubbing  on  copper 
wears  worse  than  carbon  on  copper.  The  abrasion  be- 
tween two  surfaces  of  same  material  is  generally  worse 
than  two  different  ones. 

Dynamo  brushes  sometimes  set  at  a  slight  angle  front 
being  perpendicular  to  the  commutator  as  they  always 
revolve  in  same  direction. 

For  a  motor  the  brushes  are  set  radially  against  the 

nmatator,  for  otherwise  \l  covAd  i\ot  be  reversed  with* 
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out  dang'er  of  breaking  the  brushes.  They  aie  pressed 
against  the  bars  at  about  iJ4  lb.  per  square  inch. 

Sufficient  area  of  carbon  must  be  actually  touching  the 
commutator  to  collect  the  current  at  a  density  of  30  to 
40  amperes  per  square  inch. 

This  total  area  is  divided  up  into  small  blocks  about 
Ij^x2  or  3  inches,  and  each  has  its  own  spring.  This 
insures  that  at  all  times  all  of  the  brush  surface  is  in 
contact  with  the  commutator. 


Brush  holders.  The  holders  must  clamp  the  brushes 
securely  and  press  them  straight  against  the  commuta- 
tor, as  in  Fig.  212,  There  must  be  sufficient  area  of  con- 
tact between  holder  and  brush,  with  good  pressure  so  that 
ihe  current  may  pass  from  brush  to  holder  without  pro- 
ducing a  great  C  R  loss. 

The  springs  maintaining  the  pressure  of  the  brush 
against  the  bars  should  not  carry  current,  as  they  might 
heat  and  have  their  elasticity  destroyed. 

The  current  carrying  capacity  of  the  bTU=.V\  'cvcVia^'i  \^ 
often  supplemented  by  stranded  or  braided  coTiiMsSs: 
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of  copper,  running  from  the  brushes  back  to  the  brush 
holder  cables.     These  are  called  "pigtails," 

A  set  of  brush  holders  is  mounted  on  a  brush  holJer 
arm  or  stud. 


Brush    RLggiiiE 


D.   C.    Oeaeratar. 


The  brush  holders  on  opposite  sides  of  the  commuta- 
tor are  not  in  the  same  plane,  but  by  having  one  stod 
a  little  shorter  than  the  other  the  brushes  are  staggered. 
There  is  then  no  part  of  the  commutator  not  worn 
by  the  brushes,  and  this  together  with  the  float  of  .the 
shaft,  keeps  the  commutatoY  a  ^eii^ecA-j  'iTOocSh.  cYlinder 
of  slowly  decreasing  diameWi  a%  \t  vfleas^. 


An  oval,  barrel  or  spool-shaped  commutator  due  to 
improper  wear  must  be  swung  in  a  lathe  and  light  cuts 
taken  until  it  is  again  of  the  correct  shape.  This  is 
called  turning  dozvii. 

The  brush  holder  studs  project  from  a  ring  which 
slides  in  grooved  arms  supported  b)-  the  bearing  pedestal 
or  by  the  field  frame.  They  can  thus  be  moved  simul- 
taneously and  set  into  the  position  of  no  or  minimum 
sparking  for  full  load,  then  locked  in  place.  See  Fig. 
213- 


Fig.   214.     Brusb   Holder  on   R.    R.   Uoti 


On  rait'cL-ay  motors  each  holder  stud  is  often  clamped 
temporarily  to  the  field  frame  or  transoms  of  truck  until 
the  correct  position  is  obtained,  when  they  are  bolted 
permanentlv  directly  against  frame  or  transom. 

The  ability  to  change  their  position  simultaneously  is 
thus  lost,  but  simplicity  and  reduction  of  number  o£  ^M\a 
and  weight  is  obtaineii. 
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Figs.   214   and  215    show  bnish   licJders   of   railway 

motors. 


Bru.<h  Ilnlder 


Ftg.  2\e.     Set   o(   Dni°b    Holclen    ani^    CollectLns    Cables. 


In  Fig.  216  is  shown  an  arrangement  similar  to  F^. 
213.  It  is  for  a  smaller  dynamo  and  has  no  hand  whed 
>  set  brashes,  but  merely  a  set  screw  clarap  shown  on 

side. 
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Field  coUs.  The  spools  in  which  these  coils  are 
wound  are  made  of  brass  or  bronze,  which  being  non- 
magnetic does  not  cause  any  leakage  through  its  flanges. 

Copper  strip  or  ribbon  is  used  on  railway  motors  and 
fuller  board  or  card  board  insulation  between  turns.  Fig. 

To  prevent  injury  to  the  windings  they  are  usually 
wound  with  a  layer  of  cord  or  tape.    Fig.  317. 


FlK.  117.     lield  CollE  t&p«d  readr  to  place  on   MaEnet  Coraa. 

Fig.  218  is  a  railway  motor  field  coil  wound  of  strip 
copper  and  protected  by  a  layer  of  cord.  In  motors 
where  the  field  frame  is  not  a  shell  completely  enclosing 
the  fields  and  armature  protection  is  furnished  to  the 
coils  by  brass  shells.  These  are  riveted  to  the  flanges  of 
the  field  spool. 

In  the  New  York  Central  locomotive  two  hand  holes 
are  left,  one  containing  the  two  terminals  of  the  coil. 
Into  these  holes  are  poured  a  hot  bltummoMs  \w&\!\a.'C\'a.% 
compound,  and  when  cool  the  covers  ate  sctfwti  otv. 
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rig.  218.     Field  Coll  Wound  wLtli  Strip  Copper  Insulated  witb  Ai 


Fte.  210.      Field  RheOBUt  tor  B,aU«a:j  OetieT' 
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From  transom  to  transom  under  the  armature  is  hung 
a  curved  piece  of  brass  to  protect  it  from  flying  stones 
and  pieces  of  iron.  Being  perforated  with  5-16  holes  it 
does  not  interfere  with  the  passage  of  air  to  cool  the 
armature. 


Fis.  220.     Diagram  of  Field  Rheostat 


Rheostat  In  a  dynamo  an  extra  resistance,  the  vahie 
of  which  is  about  25  per  cent,  of  that  of  the  fields,  is 
placed  in  series  with  them,  and  by  cutting  more  or  less 
of  this  field  rheostat  in  or  out  of  the  circuit,  the  field 
current  is  strengthened  and  weakened  and  the  voltage  of 
the  generator  increased  or  diminished. 

At  least  part  of  this  resistance  is  always  in  circuit  and 
it  is  so  designed  as  to  size  of  wire  and  ventilation  as  to 
do  this  and  not  overheat. 
«-       F^  ai9  s^ws  a  rheostat  for  a  raiW2Ly   ^eTv^x?L\.o\ 


r 
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The  handle  projects  through  the  switchboard,  while  the 
resistances  made  of  cast  iron  are  behind  the  panel.  In 
Fig.  220  is  shown  the  operation  of  such  a  rheostat.  The 
current  enters  at  I  and  goes  through  half  of  the  resist- 
ance and  out  at  2.  The  amount  of  resistance  in  circuit 
being  thus  regulated  by  position  of  handle. 


LESSON  27. 
Railway  Motors. 

The  main  difference  between  ordinary  and  railway 
motors  is  compactness  and  inclosure. 

Tlie  space  that  can  be  given  to  a  motor  on  a  truck  is 
limited  by  the  gauge  of  the  rails  and  the  size  of  the 
wheels.  The  gauge  being  fixed  mal<es  this  dimension  of 
llie  motor  absohitely  fixed;  so  that  more  room  can  only 


I  Motor,   40  H.   P. 


be  obtained  by  using  larger  wheels,  h  36  inch  wheel 
gives  none  too  much  room  to  instal  motors  which  are  to 
be  called  on  at  times  to  give  200  H.  P.  The  usual  car 
wheel  is  33  inches  in  diameter. 

A  railway  motor  must  be  completely  inclosed  to  pro- 
tect it  from  dust  and  flying  stones. 
439 
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l"if;s.  221  ami  222  siiow  inclosure  of  the  motor  and 
ilii;  j;eiir  case.  'Ilu-  cast  steel  box  which  protects  the 
motor  also  serves  as  the  field  yoke. 

This  motor  has  an  annaturc  14  inches  in  diameter, 
llie  conimutator  is  lo'/i  inches  in  diameter  and  is  com- 
posed of  III  bars.  Motor  with  gears  and  gear  case 
weighs  2730  pounds. 


The  motor  in  Fi^s.  223  and  224  is  a  60  H.  P.  motor 
built  for  A.  C,  work.  The  armature  is  16  inches  in  di- 
ameter and  commntator  12  incbes  in  diameter,  having 
117  bars. 

As  shown  it  weighs  4000  lbs.  and  the  gears  and  gear 
case  weigh  500  lbs.  more. 

When  mounted  on  33  inch  wheels  there  is  4^  inches 
cl''arance  between  bottom  of  motor  and  top  of  rail. 

On  account  of  the  almost  complete  inclosure  the  arma- 
tiire  must  be  designed  to  ventilate  itself  as  much  as  is** 
;»ossib]e. 
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Fig,  223.     Comi 


A  ^jjM-v 


Fig.  224.     Pinion    end    ot    'Fis. 
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The  air  is  usually  drawn  in  at  the  rear  end  (Fig. 
225 )  and  forced  through  windings  and  core  by  the  shape 
of  the  spider,  being  discharged  between  commutator 
leads  and  against  the  pole  pieces. 

The  case  of  a  railway  motor  is  usually  split  so  that 
the  lower  half  swings  down  or  in  a  few  instances  the 
upper  part  of  case  can  be  swung  up. 


Fig.  225.     Method    of    Ventilating   Armature. 


Fig.  226  shows  the  40  H.  P.  motor  of  Fig.  221  with 
lower  part  of  case  down.  By  loosening  the  bearing 
bolts  the  armature  can  now  be  lowered  into  the  pit  ami 
removed. 

The  pole  piece  and  its  field  coil  surrounding  it  are 
shown  in  the  upper  half  of  case. 

The  60  H.  P.  motor  of  Fig.  223  is  shown  with  upper 
part  of  case  removed  in  Fig.  227.  This  is  a  four  pole 
motor,  two  of  them  showing  in  the  part  removed.  The 
brush  holders  also  show  in  top  part  of  upper  case. 
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The  four  pole  pieces  are  built  up  of  soft  steel  punch- 
ings,  riveted  together  between  end  plates  of  wrought 
iron  and  are  held  to  the  motor  frame  by  bolts.  The 
poles  project  radially  inward  at  angles  of  45°  with  the 


horizontal.  Two  bolts,  secured  by  lock  washers,  hold 
each  pole  piece  in  place.  They  do  not  penetrate  the  pole 
face  but  tenninate  in  heSvy  rivets  inside  the  pole  made 
for  this  purpose.  A  smooth  and  unbroken  pole  face  U 
thus  presented  to  the  armature. 
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The  poles  are  made  with  projecting  tips,  which  prop- 
«rly  distribute  the  magnetic  field,  and  also  serve  to  retain 
the  field  coils,  which  are  held  firmly  in  place  by  spring 
washers.  The  coils  are  wound  with  asbestos-covered 
wire.  They  are  heavily  taped  and  are  treated  with 
specially- pre  pa  red  insulating  compounds  which  render 
them  practically  moisture  proof; 


Fig.  227.     Upper  pan  ot  Case  an  Motor  shown  in  Fis.  223  taken  art. 


Fig,  228  shows  a  50  H.  P.  motor  for  A.  C.  with  upper 
part  of  case  raised. 

There  is  in  railway  use  to-day  in  this  country  practi- 
cally only  one  motor,  the  series  motor.  This  is  used  or 
D,  C.  or  A.  C  with  very  little  difference  in  construction. 

The  armature  winding;  for  A.  C.  use  being  slightly 
different,  for  a  separate  winding  is  connected  to  the 
commutator  bars  called  a  preventive  winding  which  prs- 
vents  sparking. 


:a!1,\vay  motors 
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In  Europe  the  induction  motor  supplied  with  poly- 
phase current  is  used  considerably.  The  necessity  for 
two  or  three  line  wires  and  double  or  triple  trolleys, 
while  not  so  very  objectionable,  has  prevented  its  use  in 
this  country. 


Fig.  228.     Upper  pi 


Box  Frame  Type  of  Motor.  The  rapid  development 
of  inter-urban  railways;  created  a  demand  for  a  motor  of 
large  capacity,  which  could  be  mounted  under  a.  c'a.t  v^ 
a  limited  space.     To  meet  this  contmgencv   w^*  ^t'^ 
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oped  the  box  frame  type  of  railway  motor.  This  t_\pe 
of  motor  differs  from  the  ordinary  split  frame  motor,  in  , 
that  the  magnet  frame  consists  of  a  one-piece  liollow 
casting,  open  at  both  ends.  The  armature  is  inserted  in 
jKJsition  from  the  side,  being  retained  in  place  by  end 
plates,  which  fasten  to  the  fiekl  frame.  One  of  the  ad- 
vantages of  the  box  frame  motor  is  the  continuous  mag- 


Flg.  230.     12S   H. 


netic  circuit  which  exists  throughout  the  frame.  Addi- 
tional advantages  consist  of  a  long  comnmtator,  ample 
room  for  ventilation,  and  absence  of  leakage  of  oil  and 
water  into  the  motor  body.  The  armature  may  be  re- 
moved from  the  motor  frame  at  one  side,  obviating  the 
necessity  of  employing  a  pit.  Fig.  229  illustrates  the 
various  parts  of  the  box  frame  type  of  motor  ready  for 
assembling.  Fig.  230  shows  a  125  H.  P.  motor  of  the 
box  type. 
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The  Series  Motor, 

The  series  motor  is  a  motor  in  which  the  same  current 
goes  through  field  and  armature.  It  is  usually  a  four  pole 
motor  only  two  of  which  have  field  coils,  the  other  two 
being  magnets  because  they  are  a  part  of  the  magnetic 
circuit.  The  poles  are  short  and  the  coils  broad  and  flat. 
The  armatures  are  drum  wound.  When  used  on  D.  C. 
the  magnet  cores  may  be  solid  metal,  but  for  A.  C.  they 
must  be  of  sheet  iron,  as  is  also  the  yoke. 

The  only  difficulty  in  operating  such  a  series  motor  on 
A.  C.  circuits  is  the  sparking.  This  is  prevented  by  a 
resistance  placed  between  each  commutator  bar  and  the 
one  next  to  it,  and  lowering  the  voltage  applied. 

These  resistances  are  wound  in  the  armature  slots  and 
are  called  the  preventive  winding. 

However,  to  make  the  motor  operate  with  good  ef- 
ficiency on  A.  C.  the  field  coils  are  actually  imbedded  in 
the  iron  of  the  magnet  core,  and  the  armature  is  madt 
about  io%  greater  in  diameter,  revolving  also  at  a  greater 
number  of  revolutions  per  minute. 

Such  a  motor  takes  only  250  volts  A.  C.  against  500 
volts  D.  C.  It  is  larger  and  heavier  than  its  mate  de- 
signed to  run  on  D.  C. 

If  you  will  notice  the  air  gap  between  pole  pieces  and 
armature  it  is  less  on  the  A.  C.  motor. 

The  D.  C.  series  motor  can  exert  a  greater  H.  P.  to 
start  a  train  than  the  A.  C.  series  motor;  and  the  D.  C. 
motor  will  get  the  train  up  to  full  speed  quicker  than  the 
A.  C. 

It  is  a  peculiar  thing  that  all  additions  to  the  D.  C. 
series  motor  in  order  to  make  it  equally  good  as  an  A.  C 
otor  also  make  it  a  better  D.  C.  motor. 
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If  a  200  H.  p.  motor  giving  80%  efficiency  at  500  volts 
increased  in  size  and  weight  by  the  additions  and  then 
run  on  300  volts  A.  C.  it  will  develop  nearly  200  H.  P., 
but  if  put  back  on  D.  C.  again  it  will  develop  275  H.  P. 

The  fact  is  that  a  cheap,  light  D.  C.  series  motor  devel- 
ops the  same  horse  power  as  a  more  expensive  heavier 
A.  C.  series  motor. 

Further  an  A.  C.  and  D.  C.  motor  of  the  same  size  and 
weight  operate  respectively  on  225  and  550  volts  and  give 
125  and  240  horse  power. 

The  Induction  Motor. 

It  has  been  known  for  a  long  time  that  there  was  a 
strong  repulsion  between  the  coils  of  a  transformer,  so 
that  it  was  hardly  a  novelty  when  a  transformer  was  made 
with  the  secondary  built  on  the  inside  of  a  ring  yoke  and 
the  primary  on  the  outside  of  an  armature  core. 

This  transformer  acted  like  a  motor — in  fact  it  was  a 
motor.  In  order  to  give  the  motor  good  starting  power 
it  was  wound  for  and  served  with  three  phase  currents, 
and  a  resistance  wound  in  with  the  primary  so  arranged 
as  to  be  cut  out  after  machine  was  up  to  speed. 

The  names  armature  and  field  will  hardly  apply  to  such 
a  motor,  so  that  the  names  Stator  and  Rotor  have  been 
adopted. 

The  Stator  is  the  stationary  winding  whether  connected 
to  outside  power  or  not. 

The  Rotor  is  the  rotating  part. 

As  usually  built  the  stator  consists  of  a  winding  pro- 
ducing a  large  number  of  poles,  six  and  upwards,  fot  iVvo. 
more  poles  the  slower  the  rate  of  speed.  T\\^  vcv^uOC\o^ 
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motor  having  an  inherent  tendency  to  revolve  at  tremen- 
dous speeds  according  to  formula, 

Velocity  in  rev.  per  min.=6oXfreqtiency-f-number  of 
pairs  of  poles, 

it  will  be  seen  that  many  poles  and  low  frequency  arc 
necessities. 

The  stator  being  served  with  two  or  three  phase  cur- 
rents each  pole  is  caused  by  the  action  of  two  or  three 
coils.  As  the  current  rises  and  falls  in  these  coils  the 
magnetism  grows  and  fades  away.  Hence  the  point  of 
the  stator  where  magnetism  is  greatest  is  continually 
moving  around  the  stator. 

Hence  we  say  that  it  is  a  revolving  field. 

The  stator  winding  is  continuous  and  has  no  connec- 
tion with  rotor  or  outside  power.  The  current  in  it  is 
induced  by  the  transformer  actions  of  the  rotor. 

The  rotor  is  usually  a  slotted  core  of  sheet  iron  in 
each  of  which  is  part  of  a  single  conductor  coil.  These 
coils  are  all  connected  together  at  one  end  and  in  groups 
of  two  or  three ;  are  connected  to  slip  rings  through  which 
current  is  carried  to  the  rotor  windings. 

Sometimes  the  ends  of  the  windings  project  out  of  the 
slots  and  have  German  silver  pieces  attached  to  them,  a 
ring  being  arranged  to  slide  along  the  German  silver 
pieces.  To  start  motor  the  ring  is  slid  out  so  that  the 
winding  has  a  high  resistance.  When  up  to  speed  the 
ring  is  slid  in  and  cuts  out  the  resistance,  leaving  only 
the  regular  winding  in  circuit. 

For  railway  work  the  coils  are  usually  connected  di- 

rectly  to  the  slip  rings  and  the  resistances  inserted  in  the 

lead  going  to  the  brush.    Caxe  mw^V  \i^  \.^^  \a  \jcas^ 
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these  resistances  exactly  equal  and  to  have  them  reduced 
simultaneously  until  cut  out  altogether. 

These  motors  are  doing  excellent  work  in  Europe,  but 
to  an  American  the  induction  motor  equipped  locomotive 
or  car  seems  a  huge  joke. 

In  the  first  place  an  induction  motor  runs  at  one  speed 
and  only  one  speed.  After  train  is  started  it  runs  at  20, 
30  or  40  miles  per  hour  as  steady  as  a  clock,  up  hills, 
down  hills. 

In  order  to  get  different  speeds  four  motors  are  often 
used,  all  being  used  at  low  speeds  and  only  two  of  them 
for  high  speeds.  This  is  so  because  if  the  current  from 
one  stator  is  fed  into  next  rotor,  the  result  is  the  same 
as  if  one  motor  of  many  poles  was  being  used  and  the 
speed  is  slow,  when  each  motor  is  being  worked  inde- 
pendently the  result  is  same  as  one  motor  of  few  poles 
and  the  speed  is  high. 

In  certain  cases  two  motors  having  a  different  number 
of  poles  are  used.  For  slow  speed,  the  rotor  of  one  feeds 
stator  of  second.  For  next  highest  speed  the  motor  with 
larger  number  of  poles  is  used  alone;  and  for  highest 
speed  the  motor  with  fewest  poles  is  used  alone. 

Induction  motors  have  the  peculiar  property  on  down 
grades  of  feeding  power  back  into  the  trolley  and  thus 
assisting  the  power  house  to  run  other  trains  up  the  hills. 

• 

Relation  of  Flux  in  Armature  and  Field  of  Motor. 

It  has  caused  much  surprise  to  the  unthinking  that  a 
series  motor  should  continue  to  revolve  when  switched 
from  D.  C.  to  A.  C. 

Consider  the  diagram  in  Fig.  231.    Suppose  \\ve  cxvc\ew^ 
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to  flow  SO  that  the  field  polarities  are  as  marked.  The 
armature  polarities  will  be  such  that  near  the  upper  brush 
is  a  N-pole  and  near  the  under  brush  a  S-pole,  these  poles 
being  directly  opposite  each  other.  The  top  pole  of  arma- 
ture being  N,  the  N-field  magnet  will  push  and  the  S-field 
magnet  pull,  so  that  armature  will  begin  to  rotate  in 
clock- wise  direction. 


Pig.  231.     Diagram    of    Circuits    in    Series    Motor. 


Suddenly  reverse  the  current.  All  the  polarities  will 
change,  but  motor  will  continue  to  revolve  in  same  direc- 
tion. 

The  left  magnet  is  now  S,  the  top  of  armature  S,  and 
the  right  field  magnet  is  N ;  hence  the  push  and  pull  of 
fields  on  armature  is  same  as  before.  Hence  a  series 
motor  will  run  on  A.  C.  circuits,  for  while  the  polarities 
keep  changing  the  turning  effort  or  torque  is  always  ex- 
erted in  some  direction. 

Reversing  a  Motor.     To  reverse  the  direction  of  a 

motor,  you  must  change  the   direction   of  the   current 

through   the   fields   or   through   the   armature,   but  not 

through  both.     Interchanging  the  tw^o  main  leads  to  a 

motor  will  not  aflPect  its  direction  of  rotation.    Remember 

that  reversing  the  current  reverses  tVv^  poV^arvN.-^. 
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Direction  of  Rotation  of  a  Motor.  In  Figs,  232,  233 
and  234,  A  represents  the  armature  core  and  S.  N,  the  pole 
faces.  The  windings  of  armature  and  fields  are  indicated 
by  circles,  being  marked  +  when  current  flows  toward 
observer,  and  —  when  it  flows  away  from  him.  The 
blank  circles  carry  no  current. 

In  Fig.  232  the  flux  is  due  to  the  field  coils  alone  and 
the  polarity  is  indicated  by  the  letters  S.  and  N. 


Fie.  232. 


In  Fig.  233  we  have  the  flux  due  to  the  armature  cur- 
rent alone,  when  the  machine  is  driven  as  a  generator  in 
direction  as  shown  by  arrow,  producing  poles  at  N'  and 
S'. 

Instead  of  letting  the  machine  supply  electricity,  fur- 
nish current  to  it ;  flowing  through  armature  and  fields  at 
the  same  time  and  in  the  same  direction  as  before.  The 
polarities  will  remain  unchanged  and  the  armature  will 
begin  to  revolve  as  a  series  motor,  in  the  opposite  direc- 
tion to  that  in  which  it  was  driven  as  a  series  dynamo. 

A  shunt  motor  will  rotate  in  same  direction  as  a  motor 
or  as  a  generator  because  when  current  is  supplied  ^.^ 
terminals  of  machine  it  runs  through  &e\d  m  =,wcve  Sw 
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tion  as  before,  but  through  armature  in  opposite  direc- 
tion.   Refer  to  Fig.  196. 

Sparkless  Reversing.  The  conditions  when  current 
flows  through  an  ordinary  series  motor  ready  to  operate 
in  a  direction  opposite  to  the  indication  of  the  arrow  arc 
shown  in  Fig.  234. 

The  brushes  are,  of  course,  at  N'  and  S'  but  since  thqr 
should  be  in  a  line  at  a  right  angle  to  the  general  diiw- 
tion  of  the  flux,  it  is  evident  that  they  are  not  at  the  place 
for  sparkless  operation. 


eeeeeo     n'     r< 


Fig.  234.     Combined    Field    and    Armature    Fluxes. 


The  magnetic  flux  takes  the  peculiar  direction  shown  in 
Fig.  234  due  to  the  interaction  of  the  field  and  armature 
fluxes. 

Looking  back  at  Figs.  134  and  135  you  will  see  that  it 
is  natural  that  when  these  fluxes  occur  at  the  same  time, 
the  N'  would  attract  the  S  flux,  and  the  S'  pull  the  N 
flux  so  that  the  resultant  or  machine  flux  would  be  as  in 
Fig.  234. 
The  stronger  the  armature  flux  and  the  weaker  the 
ife/c/  Hux  the  more  the  machine  ^v\y.  \^  \.V\%\fc^, 
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It  the  armature  is  weak  and  the  field  very  strong  the 
effect  of  the  armature  will  be  very  slight,  or  as  we  say 
''the  armature  reaction  is  small,"  and  the  machine  flux 
will  look  like  Fig.  232. 

In  this  case  the  brushes  at  N'  and  S'  are  in  the  proper 
place  for  sparkless  operation. 

If  the  flux  were  like  Fig.  234  upon  reversal  of  the 
armature  current  the  flux  would  twist  in  the  other  direc- 
tion, but  if  the  flux  were  like  Fig.  232  the  reversal  has  no 
effect. 

The  machine  flux  of  all  railroad  motors  is  like  Fig.  232, 
so  that  they  may  be  reversed  without  any  change  of 
brushes. 


LESSON  28. 
Alternators. 

The  main  difference  alreadv  noticed  between  the  D.  C 
generator  and  the  A.  C.  generator,  called  for  shortness' 
>ake  an  alternator,  is  that  one  has  a  commutator  and  the 

other  a  collector. 

There  are,  however,  differences  in  construction  which 
must  be  noticed. 

The  highest  voltage  for  which  D.  C.  generators  are 
wound  is  1200,  this  being  the  lowest  voltage  for  which 
alternators  are  wound,  while  for  railroad  work  iiooo  is 
the  usual  and  22000  not  uncommon. 

This  makes  the  problem  of  proper  insulation  for  A.  C. 
armatures  more  difficult.  To  make  the  work  easier,  in- 
stead of  having  the  field  stationary  and  armature  revolve 
as  in  most  D.  C.  generators,  in  alternators  the  field  re- 
volves and  the  armature  is  stationary. 

The  field  is  fed  with  D.  C.  at  250  volts  pressure  and  is 
easy  to  insulate  even  though  subjected  to  the  mechanical 
strains  of  rapid  motion  and  the  lack  of  plenty  of  space. 

The  armature  being  stationary  there  are  no  mechanical 
strains,  also  weight  being  no  objection  plenty  of  space 
can  be  given  to  insulation. 

This  type  of  construction  is  shown  in  Fig.  235  and  236. 
Fi§^'  235  shows  a  revolving  field  of  18  pairs  of  poles  or 
36  poles.  Current  is  led  in  through  a  collector.  This 
field  revolves  inside  of  the  stationary  armature  (Fig.  236) 
windings  are  fully  exposed  to  the  cooling  effect  of 
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air.    This  armature  needs  no  collector,  for  the  termi- 
.  of  the  winding  are  attached  to  leads  which  come  out 
h6  base  at  one  side,     (In  the  Fig.  at  right  side.) 
Ventilation  of  the  iield  and  armature  is  accomplished 
means  of  air  ducts  as  is  well  shown  in  Fig.  237, 


Hie  magnetism  in  all  armatures  fluctuates  and  reverses 
polarity  as  it  passes  or  is  passed  by  the  poles ;  but  in 
:mators  these  reversals  of  magnetic  polarity  ate,  "kws?v 
re  rapid  than  in  D.  C.  machines. 
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Fig.  237.      Method   of  Ventilating   Mtefna^Qi  -"Xfti  ■ftmiA-tVait  W^W  ■ 
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To  prevent  the  waste  of  power  necessary  to  magnetize 
and  demagnetize  solid  iron  at  such  a  rapid  rate,  not  only 
is  the  armature  iron  laminated  but  the  magnet  cores  also. 

Fig.  238  shows  such  a  magnet  core  and  Fig,  239  shows 
the  way  these  cores  are  attached  to  the  magnet  frame  or 
yoke. 


The  Exciter. 

To  furnish  the  field  current  for  all  the  alternators  of  a 
station  two  small  D.  C.  generators  are  used,  one  being 
run  while  the  other  is  being  cleaned  or  held  in  reserve. 

When  storage  batteries  are  in  station  it  is  often  the 
custom  to  make  each  exciter  of  such  a  size  as  to  carry 
continuously  three-quarters  of  the  field  load. 

When  station  is  fully  loaded,  i.  c.  all  alternators  run- 
ning, both  exciters  are  run,  and  when  load  on  station  is 
light  one  exciter  is  shut  down.  In  cases  of  exciter  trou- 
ble the  storage  battery  furnishes  the  fie\d  cMttt^^V, 
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Fig.  2ns.     AUaching 


Single  Phase. 

The  field  coils  occupy  about  50%  of  the  surface  of  I 
field  bore,  because  when  their  inner  edges  are  tight 
gether  their  outer  edges  are  apart  due  to  the  larger  c 
"Ti/erence  at  the  pole  p'\eces,  and  because  some  int 
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polar  space  must  be  left  to  prevent  excessive  leakage  from 
pole  to  pole. 

Only  50%  of  the  armature  bore  is  wound,  for  other- 
wise the  coils  would  be  so  wide  that  they  would  extend 
over  into  the  field  of  a  wrong  pole  piece.  If  one  side  of 
a  coil  is  under  a  N-pole  the  other  side  should  be  under  a 
S-pole.  Then  the  two  E.  M.  F.'s  induced  add  together. 
Should  the  coil  be  so  wide  as  to  extend  over  to  the  next 
N-pole  any  E.  M.  F.  induced  by  that  pole  would  be  sub- 
tracted. 

There  is  then  on  the  ordinary  alternator  half  of  the 
armature  empty.  Such  a  machine  is  called  a  Single 
Phase  Alternator. 

It  occurred  to  some  inventor  that  an  entirely  separate 
winding  could  be  put  on  between  the  coils  of  the  original 
winding  and  be  connected  to  its  own  collector.  The  cur- 
rent was  to  be  led  to  a  diflferent  circuit,  but  it  soon  be- 
came evident  that  it  was  better  to  make  of  the  four  wires 
from  the  alternator  a  three- wire  circuit  by  joining  two 
of  them  inside  the  armature  and  leading  out  three  wires 
to  the  switch  board.  Such  an  alternator  is  a  Two  Phase 
Alternator. 

Of  course  the  capacity  of  the  machine  is  not  doubled, 
because  from  a  single  phase  alternator  is  drawn  enough 
current  to  heat  it  to  the  safe  limit.  From  a  two  phase 
alternator  we  do  the  same  thing.  The  reason  we  gain  in 
capacity  is  because  in  a  single  phase  machine  the  heating 
is  concentrated,  while  in  the  two  phase  machine  it  is 
evenly  distributed  all  over  the  armature. 

Even  in  a  two  phase  alternator  there  is  a  portion  of 
the  armature  not  used  for  winding  and  there  was  still  a 
desire  to  reduce  the  number  of  line  wires.    T\v\^  \^^  \.^ 
the  Three  Phase  Alternator. 
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Tlic  three  armature  winding^'-  of  the  alternator  are  con-. 
ncclcd  to.i^ctlicr  at  one  point  :ind  thS  other  ends  to  the 
lliree  collector  rin^s  or  the  three  windings  are  connected 
in  series  and  the  three  points  where  they  are  joined  are 
connected  to  the  three  collector  rings. 


Fig.  239a.     3  Phase  Y  Connection, 


The  former  winding  is  called  a  Y  winding  and  is  shown 
in  Fig.  239a.  The  latter  is  a  A  (Delta)  winding  ami 
is  shown  in  Fig.  239b.  The  European  names  are  re- 
spectively Star  and  Mesh  windings. 


Fig.  239  b.     3  Phase  Delta  Connection. 


The  three  wires  of  a  three  phase  system  each  act  as  a 
main  wire  and  a  return  wire  for  one  of  the  others  at  the 
same  time.  The  actual  current  in  the  wire  is  the  differ- 
ence  of  the  two  currents :  in  and  outgoing. 
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If  the  same  three  phase  armature  is  connected  first  as 

Y  and  then  as  a     A    winding  these  differences  will  be 

>ticed. 

The  Y  armature  will  give  the  higher  voltage  and  have 

5s  current  capacity.    The    A   will  give  a  lower  voltage 

id  have  greater  current  capacity.     Power  that  can  be 

awn  from  each  is  the  same. 

Transformers  and  other  apparatus  are  wound  two  and 

ree  phase,  and  also  Y  and    A    for  use  with  the  cor- 

spondingly  wound  alternator. 

By  a  peculiar  connection  of  coils  rotary  converters  are 

Dund  for  six  phase  currents :  it  having  been  discovered 

at  it  is  possible  to  do  so  with  the  result  of  increased 

tput  for  a  given  sized  machine. 

Two,  three  and  six  phase  machinery  is  often  grouped 

der  name  of  polyphase. 


LESSON  29. 
Catechism  on  Dynamos,*  MoTORS.t 

The  very  brief  answers  given  here  may  be  added  to  by 
reference  to  the  Lessons  just  studied. 

Question  i.     How  is  output  of  dynamo  stated? 

Answer,     In  Kilowatts  equal  to  loooXvoltsXamperes. 

Question  2.     How  is  output  of  motor  stated? 

Answer.     In  horse  power,  equal  to  Watts  intake-^-746, 
X efficiency  expressed  decimally.    (Not  as  a  percentage.) 

Question  3.    What  is  voltage  of  a  dynamo?    of  motor? 

Answer,  It  is  the  pressure  the  generator  or  alternator 
delivers  at  its  own  terminals.  The  voltage  of  motor  is 
the  voltage  which  should  be  applied  to  its  terminals  in 
order  to  develop  full  horse  power. 

Question  4.  What  is  full  load  current  of  dynamo? 
of  motor? 

Answer,  Full  load  current  of  a  dynamo  is  that  cur- 
rent which  may  be  drawn  steady  for  24  hours  without 
causing  any  part  of  machine  to  exceed  a  safe  temperature, 
i,  e,  150°  Fah.    This  applies  to  factory  motors. 

Of  a  railway  motor  it  is  the  current  which  passing 
through  motor  for  one  hour  as  it  runs  on  the  blocks  in 
testing  room,  will  cause  it  to  rise  to  a  temperature  of  212° 
Fah.  We  mean,  of  course,  that  the  hottest  part  shall  be 
no  hotter  than  212®  Fah. 


*Includesall  machines  generating  electricity,  B.C.  or  A.C 
flnclndea  all  machines  utilizing  e\ectt\e\\.7,'D.C.  ox  A..C1 
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Question  5.  What  is  meant  by  the  rating  of  a  dyna- 
mo?   Of  a  motor  ? 

Answer,  The  product  of  full  load  current  multiplied 
by  the  voltage  expressed  in  Kilowatts  is  rating  of  a  dyna- 
mo. The  actual  mechanical  horse  power  developed  at 
the  pinion  of  the  motor  as  tested  in  shop.  The  gearing 
increases  the  power  applied  to  and  reduces  the  speed 
of  the  car  wheels. 

Question  6.     What  is  armature  core? 

Answer,  The  sheet  iron  body  which  carries  the  arma- 
ture winding  and  conducts  the  flux  from  pole  piece  to 
pole  piece. 

Question  7.     What  is  armature  spider? 
Answer,    The   casting   consisting   of   hub  and  arms 
which  supports  armature  core. 

Question  8.     What  are  binding  wires? 

Answer,  They  are  narrow  bands  of  phosphor  bronze 
wire  placed  around  armature  every  three  or  four  inches 
to  help  bind  winding  to  core.  They  rest  on  strips  of  mica 
and  are  sweated  with  solder  all  around. 

Question  9.     What  are  commutator  segments? 
Answer,    The  commutator  segments  or  bars  are  the 
copper  pieces  of  which  the  commutator  is  built. 

Question  10.     What  are  commutator  leads  ? 
Answer,     They  are  the  ends  of  the  armature  winding 
extending  from  core  to  the  lug  of  the  commutator  bar. 

Question  11.    What  are  pole  pieces? 
Answer.    The  end  of  magnet  core  nearest  the  arma- 
ture.   Usually  larger  than  core. 

Question  12.     What  are  magnet  cores'? 
Answer.     The  iron  inside  the  field  co\\. 
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Question  13.     What  is  the  yoke? 
Ans^i'cr.    The  part  of  magnetic  circuit  connecting  the 
magnet  cores. 

Question  14.  What  is  the  pitch  of  an  armature  wind- 
ing? 

Ans7i'er,  It  is  the  number  of  teeth  between  the  two 
sides  of  a  formed  coil  plus  one  tooth. 

Example :  The  two  sides  of  a  coil  are  in  slots  num- 
ber 3  and  17,  then  pitch  is  14. 

Question  15.  Is  there  insulation  between  winding 
and  core? 

Anszi'er,  Yes.  Mica  or  fuller  board;  there  is  also  the 
tape  on  coil. 

Question  16.  "W^hat  insulation  is  there  between  con- 
ductors of  winding? 

Anszver,  The  double  cotton  covering  of  each  wire 
makes  four  thicknesses  between  conductors. 

Question  17.     What  is  the  air  gap? 

Anszi'er.  It  is  the  air  space  between  armature  and  pde 
pieces.  In  dynamos  it  is  made  as  small  as  possible  for 
efficiency. 

In  motors  it  is  not  made  too  small  because  this  tends 
to  make  machine  spark  due  to  the  weak  field.  In  D.  C. 
series  motors  it  is  from  y%  to  J4  of  ^^  inch,  in  A.  C. 
series  motor  it  is  smaller,  say  i/io  to  J^  inch. 

The  larger  the  air  gap  of  a  motor  the  more  the  bear- 
ings may  wear  before  there  is  danger  of  armature  rub- 
bing against  lowxr  pole  pieces. 

Question  18.     What  are  field  spools  ? 
Answer.     The  brass  shells  on  vj\v\q!cv  >3cv^  fi^Vd  coils  arc 
yound. 
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Question  19.     What  is  the  commutator? 

Ansiver.  It  is  a  series  of  copper  bars  placed  parallel 
to  shaft,  insulated  from  each  other  and  from  the  frame 
of  machine.  Each  is  connected  to  the  windino^  and  cur- 
rent flows  from  winding  through  them  to  brushes.  It  at 
the  same  time  reverses  the  connections  between  the 
brushes  and  winding  at  the  proper  times  so  that  the  brush 
always  collects  current. 

Question  20.     What  is  a  collector  or  slip  rings? 

Anszver,  A  collector  consists  of  two  or  more  rings  of 
copper  placed  around  the  shaft  and  insulated  from  it  and 
each  other.  Each  is  connected  to  a  part  of  the  winding. 
The  brushes  rest  on  the  rings. 

They  are  used  to  collect  current  from  a  revolving 
armature  style  of  alternator,  to  feed  current  into  arma- 
tures of  rotary  converters  or  the  revolving  fields  of  alter- 
nators. 

The  collector  has  no  corrective  influence  and  passes  on 
the  A.  C.  or  D.  C.  current  exactly  as  it  receives  it. 

Single  phase  machines  have  two  rings ;  two,  three  and 
six  phase  machines  have  three  rings. 

Question  21.  Is  there  a  diflFerence  betw^een  no  load 
and  full  load  voltage  of  dynamos? 

Anszver,  Yes.  A  shunt  dynamo  gives  highest  volt- 
age at  no  load  and  lowest  at  overloads ;  the  series  dynamo 
gives  lowest  at  no  load  and  highest  at  full  load.  The 
compound  dynamo  is  a  combination  of  series  and  shunt 
and  gives  some  voltage  at  all  loads.  Fig.  240  will  make 
this  clear. 

An  alternator  acts  like  a  shunt  dynamo. 

Question  22.     Wftat  \s  a  field  rheost^l"? 
^fiswer.     It  is  a  resistance  in  the  fve\d  c\xcvxvV  >n\^^^ 
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can  be  varied  to  change  the  current,  and  hence  the  field 
strength.    This  alters  the  voltage  of  dynamo. 

Question  23.    What  are  commutated  fields? 

Answer.  In  some  motors  the  field  coils  are  arranged 
in  sections  so  that  they  may  be  arranged  in  parallel  or 
series,  or  in  combinations. 

All  coils  in  parallel  give  the  greatest  current  and  hence 
slowest  speed  of  motor ;  all  coils  in  series  give  the  weak- 
est field  and  the  fastest  speed. 


Cambithtd 
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Fig.  240.     Voltage    Curves   of   Series,    Shunt   and   Compound   Dynamos. 


Question  24.  What  relation  has  field  strength  to  speed 
of  motor? 

Answer,  The  weaker  the  field  the  faster  the  speed, 
for  the  motor  must  revolve  fast  to  generate  its  proper 
counter  E.  M.  F. 

Question  25.     What  relation  has  armature  strength  to 
speed  of  motor  ? 
^ns7ver.     The  greater  the  aTOv^X-WT^  ^>\tt«A.  ihe  ^;reater 

Ae  speed. 
\ 
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Question  26.  What  effect  on  the  power  of  motor  does 
field  and  armature  strength  have? 

Anszver.  The  greater  the  field  and  armature  current 
the  greater  the  power. 

Question  2y,     What  is  a  ring  winding? 

Anszver,  One  whioh  passes  over  and  under  around  the 
core,  a  space  being  left  between  shaft  and  core  to  accom- 
modate winding. 

Question  28.     What  is  a  drum  winding? 

Anszver.  One  where  all  winding  is  on  the  outer  sur- 
face of  core. 

Question  29.  Upon  what  does  sparkless  commutation 
of  current  depend? 

^Inszcer.  (i)  The  more  commutator  bars  the  better, 
there  being  less  voltage  and  therefore  tendency  to  spark 
between  bars.  The  average  railway  motor  has  from  100 
to  125  bars  on  commutator. 

(2)  The  fewer  the  ampere  turns  on  the  armature  in 
comparison  to  the  ampere  turns  on  the  field  the  less 
sparking. 

(3)  The  more  turns  short  circuited  by  the  brush  when 
touching  two  or  more  bars  at  once  the  greater  the  ten- 
dency to  spark. 

Question  30.     What  is  a  shunt  field? 

Anszver,  One  whose  coils  are  placed  as  a  shunt 
across  the  brushes.    It  carries  a  small  current. 

Question  31.     What  is  a  series  field? 

Anszver.  One  which  carries  the  main  or  nearly  all  the 
main  current  and  is  placed  in  series  with  the  armature.  A 
small  strip  of  resistance  metal  is  used  sometimes  to  divert 
a  portion  of  the  main  current  from  the  seT\^s  ?v^\<\. 


LESSON  30. 

POWER  HOUSES — SUB-STATIONS. 

Pozvcr  Houses. 

t 

The  power  houses  or  generating  stations  of  oui 
trie  traction  systems  are  nearly  all  A.  C.  install; 
This  is  because  the  transmission  to  the  trains  is  dc 
all  alternating^  or  partly  alternating  and  partly  direc 
rent.  Thus  it  happens  that  though  trains  may  be 
ated  A.  C,  D.  C,  or  both,  the  power  house  is  ger 
an  A.  C.  plant. 

Perhaps  the  greatest  difference  between  the 
serving  the  electric  divisions  of  our  steam  roadj 
those  of  the  large  city  systems  is  size.  The  city  s 
plant  is  apt  to  be  the  larger.  This  occurs  becaus« 
roads  prefer  to  have  several  plants  strung  along  tl* 
so  that  no  point  of  line  shall  be  too  far  from  a  s1 
The  city  systems  operating  a  network  of  tracks  all 
near  the  station,  usually  rely  on  one  or  two  big  pla 

Another  reason  is  that  steam  roads  coming  intc 
trical  operation  at  recent  dates  have  taken  advantc 
the  steam  turbine^,  which  will  make  a  smaller  plai 
same  capacity. 

Figure  241  shows  the  comparatize  size  of  the 
K.  W.   engine-alternator   and   5000-K.  W.   turbine- 
natOTy  both  of  which  are  installed  in  the  Intcrbo 

Railroad  plant  in  New  York. 

A.7C^ 
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The  large  marine  engine  type,  using  the  revolving  ele- 
ment of  the  dynamo  as  part  or  all  of  its  flywheel,  seems 
the  favorite  engine  unit. 


Figure  242  shows  a  2500-K.  \V.,  600-volt  D.  C.  gen- 
erator in  the  plant  of  the  Providence,  R.  I,,  tx^.-^'  ^.■^■iX.CKv, 
Its  actfiaJ  size  can  be  judged  by  heigta  ol  \\\e  VM\i.  ■!■?& 
ing-  around  the  pit. 
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The  Iiiterboroiijili  plants  in  New  York  are  botfi  targe. 
Fig.  24,-1  shows  the  sot  of  5000  K.  W.,  ii/XK>  volts,  ^3 
ampere.  25  cycle,  3  phase  alternators  run  by  7500  H.  P. 
marine  type  engines  at  75  revolutions  per  minute.  These 


e  Generator  ol  2 


are  in  the  59th  Street  plant.     The  same  type  of  gener- 
ator is  installed  in  the  74th  Street  plant.    A  view  in  the 
latter  plant  (Fig.  244)  shows  tV\e  teai  ot  the  same  kind 
of  machine  as  shown  in  Fig.  245- 
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"he  typical  turbine-generator  plant  is  shown  in  Fig. 
.  While  machines  of  this  illustration  are  small  ca- 
ity   (400  K.  W.)   tJie  lowness  of  the  ceiling  is  well 


iDterbarough  Plant, 


"igure  246  shows  a  turbine  unit  of  larger  size. 
'igure  247  shows  another  tiirbit\e  p\arv\.  aui  "^\^-  is?" 
,  vieH'  o/a  turbine  unit  installed  aVotvg  avAs  o^  ^''^  *^"^ 
anit. 
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Turbine  Generators. 

A  1500  K.  \V.  turbine  unit  is  shown  in  Fig,  249,  and 

ine  with  a  7500  II.  1'.  turbine  and  5000  K.  W.  alternator 

i  shown  in  Fig.  p.yj. 


The   stationary  armatures   of  such   units  are   similar 

to  the  engine  type,  but  are  small  in  diameter  and  longer. 

P/ff.  351  shoH-s  armature  oi  a  looo  'K.  "^  .,  lipo  volt,  2 

phase  unit.  whWc  Fiji.  252  shove?,  an  ^tmi^we:  cV^vssr 


POWER   HOUSES — SCC-STATlOXb  475 

ilar  machine  wound  for  5000  volts.  \'iewed  from  the 
interior  the  armature  cores  of  Fig.  351  look  like  Fig,  253. 
Owing  to  the  high  rate  of  speed  at  which  a  turbine 
revolves  the  revolving  field  is  made  bi-polar.  The  one 
in  Fig.  254  has  the  lower  coils  in  place,  but  the  upper 


half  is  not  yet  wound.  These  two  coils  make  the  field 
core  a  large  magnet  with  opposite  polarities  at  top  and 
bottom. 

The  core  of  a  6000  K.  AV.  revolving  field  is  shown  in 
Fig.  255  to  give  an  idea  of  its  size. 

Beside  the  large  units  just  described  t\\e  sma.\\  Vi\V« 
generators  are  very  mnch  nsed. 
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The  little  15  K.  W.  units  of  Vig.  2-fi  are  installed  in 
baggage  cars  for  train  lighting,  and  when  protcctcl  hy 
a  weather  proof  casin:^.  as  in  I'ig.  257,  are  installed  on 
locomotives  as  shown  in  Mg.  258. 


The  motion  of  a 
by  jets  (if  steam  1>!( 


tm-hiiie  is  given  ii>  tlio  rotating  parts 


vvav  as  a  i 
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Their  value  lies  in  the  high  rate  of  speed,  no  recipro- 
catitiR  parts,  ability  to  work  with  as  high  a  vacuum  as 
the  condenser  pumps  can  furnish,  and  the  small  space 
occupied  in  comparison  with  engine  units. 


SUIi -STATIONS. 

The  sub-station,  the  link  between  the  transmissioti  line 
and  the  trolley  wire  or  third  rail,  is  a  thinji  we  would 
like  to  eliminate. 

It  is  an  extra  building  with  costly  apparatus,  needing 
iki'lled  attendance. 
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Fit.  252.     atatli 


Kig.  :1S3.      Intprit 


4b2  electric  railroading 

With  A.  C.  generation  and  D.  C.  utilization  of  power 
the  sub-station  with  its  rotary  converters  is  a  necessity. 
Where  A.  C  is  used  straight  through  the  sub-station  may 
be  omitted,  by  havinp  each  station  fed  directly,  with  a 
very  high  tension  trolley  wire," 


W.   Turbine-Gen 


Usually  there  will  be  sub-stations  containing  only 
transformers.  The  22,000  vo\t  \mes  m\\.  Itei  'fessa  trans- 
formers and   thev    will   SeeA  One  \me  •wv'Otv  ?iaw«i  Vs««s. 
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voltage.  The  scheme  of  placing  costly  gnerators  di- 
rectly on  hne,  running  the  danger  of  static  and  lightning 
dischai^es,  seems  rather  rash. 


When  transformers  and  sub-stations  arc  used  the  gen- 
erators may  deliver  a  much  higlier  voltage,  iot  iVt  W^t^?.- 
formers  step  it  down  later,  and  the  absence  ol  arw  «?!«;<:.- 
tr/ca/  connection   between   primary   and   s,econAav^    ^'^ 
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tects  the  jjeneralor  by  aIi,-.olutcly  sqjaratiiig  it  an4  tlie 
trollev  wire. 


One  must  remember  that  in  A.  C.  work  each  car  or 
locomotive  carries  a  small  sub-station,  i.  c.  a  transformer 
to  lower  the  line  voltage  to  a  pressure  suitab'.e  iot  ^J^^i  I 
motors. 
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The  A.  C  Sub-Station. 

One  of  the  great  advantages  of  A.  C.  traction  is  the 
simplicity  of  its  sub-stations.  They  are  small  brick 
buildings  containing  the  transformers  for  lowering  volt- 
age, a  simple  in-coming  and  out-going  Switchboard. 

The  Lest  frequency  for  motors  is  a  low  one,  25  being 
now  standard.  It  has  been  recently  proposed  to  design 
systems   at   a    frequency   of    15. 


Fig.  260.     Floor  plan  of  a  Typical   Sub-Station. 


Both  of  these  frequencies  are  rather  low  for  lighting 
and  transformers  are  cheaper  to  build  and  operate  as 
the  frequency  increases. 

Railroads   by   purchase   often    acquire   electric    roads 

which  as  a  side  issue  furnish  light  to  some  municipality. 

They  may  continue  to  do  this  at  the  desired  frequency 

from    their  Jow    frequency    plant   by    installing   a   fre- 

quency  charger,  Fig.  259. 
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This  consists  of  two  similar  machines,  one  a  simple 
A.  C.  motor  (called  a  synchronous  motor)  and  the  other 
an  A.  C.  generator  built  much  like  an  induction  motor. 
It  takes  in  current  of  one  frequency  and  delivers  cur- 
rent at  another  frequency,  higher  or  lower  as  desired. 

The  amount  the  frequency  is  changed  is  determined 
by  the  design  of  the  machine  and  is  fixed  once  for  all. 
There  can  be  no  regulation  of  the  frequency,  nor  in 
fact  is  that  desired ;  all  that  is  needed  is  a  change  from 
25  to  say  133  and  have  it  keep  at  133, 


The  A.  C  to  D.C  Sub-Slation. 


When  D.  C.  third  rail  or  trolley  is  used  the  sub-sta- 
tion contains  the  step-ckiwn  transformers  which  feed  the 
rotary  converters,  the  converters  themselves,  and  the  in- 
coming A,  C,  and  out-going  D.  C.  switchboards. 

The  layout  of  a  typical  sub-station  is  shown  in  Figs. 
260,  261  and  262.  The  first  gives  a  plan  of  the  station 
showing  position  of  each  piece  of  apparatus  on  the 
floor.  The  second  gives  view  of  the  transformers  with . 
an  A.  C.  panel  for  each  rotary  along  side  oi  \.'tB.u'?.^CrTW«x 
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on  right.  On  left  of  middle  transformer  is  the  pnul 
for  outgoing  A.  C,  which  goes  to  next  sub-statioa.  ■'   ■  . 

The  starting  resistances  and  switch  for  the  rotaries 
are  between  the  transformers  and  between  the  last  traiu- 
farmer  and  blower  panels. 

High  up  on  the  wall  are  the  two  lightning  arresten 
and  fuses  for  the  incoming  and  outgoing  A.  C,  lines. 

Figure  262  shows  an  endwise  view  of  the  statim 
which  explains  itself. 


Pig.  2C2.     End  1, 


The  sub-station  sliown  in  Fig.  263  has  one  complete 
unit  in  full  view.  It  con.sisL;  of  a  1000  K.  W.,  6  phaaie 
rotary  fed  by  a  set  of  3  single  phase  transformers  COB? 
nected  so  as  to  make  one  3  phase  transformer.-  Thew 
are  air  blast  tvpe,  '.'^ 

At  the  extreme  left  is  an  induction  regulator  operat^ 
by  a  small  motor  on  its  top.  This  motor  is  controlled 
from  the  switchboard.  The  rotaries  in  this  station  ut 
started  from  the  D.  C.  side,  for  at  least  one  rotary  it 
vays  running. 
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Pig.  26S.      Sub-Slatlon.   UUca,  N.  T.     Street  R.   B.  Syndicate. 


W*-.    2ee.      7r(erborou«ll  Sub-Station  No.  a.    YoiT  \J>Wn£..  •«  .-SuAa-rti^ 
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The  station  of  Fig.  264  is  a  smaller  installation  of  two 
300  K.  W.,  3  phase  rotaries.  These  arc  started  by  auxil- 
iary motors,  for  the  plant  is  shut  down  from  2  a.  m.  to 
4  a.  m.  daily. 

Figure  265  shows  two  300  K.  W.  rotaries  with  a  re- 
serve space  for  another  unit.  These  rotaries  have  start- 
ing motors.  The  switchboard  runs  down  center  of  room 
and  behind  it  are  the  transformers. 

Figure  266  shows  four  1500  K.  W.  rotaries  in  Sub- 
station No.  8  of  the  Interborough  Railroad. 

Figure  267  shows  a  rotary  converter  with  switchboard. 
At  extreme  rear  are  the  transformers. 


Synchronous  Motor, 

If  two  similar  single  phase  machines  are  connected  to 
a  line  the  one  may  be  driven  as  a  generator  and  the  other 
considered  as  a  motor.  This  motor  will  not  start  when 
its  switches  are  closed,  because  the  rapid  changes  of  the 
armature  polarity  give  impulses  to  move  first  in  one 
direction  and  then  in  another ;  with  the  result  that  motor 
stands  still. 

If  the  motor  machine  should  be  revolved  by  a  smaller 
motor  till  it  is  moving  at  the  same  speed  as  generator. 
or  slightly  faster,  when  the  switches  of  the  motor  are 
thrown  the  motor  will  continue  to  revolve  at  generator 
speed. 

Such  a  motor  will  carry  any  load  up  to  50%  overload 
without  the  slightest  change  in  speed  until  suddenly  it 
stops.  To  get  it  started  again  the  load  must  be  thrown 
off  and  the  motor  brought  up  to  its  proper  speed  by 
the  Buxilmry  motor. 
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The  D,  C.  for  the  motor  field  is  supplied  to  the  motor 
from  external  source.  The  strength  of  the  field  has  no 
influence  on  the  speed  of  motor. 

The  speed  is  governed  by  the  frequency  of  generator. 
If  the  generator  passes  25  pairs  of  poles  a  second  then 
the  motor  will-  also  do  so.  If  the  generator  and  motor 
have  the  same  number  of  poles  then  they  revolve  the 
same  number  of  revolutions  per  minute.  A  32  pole  gen- 
erator driving  a  16  pole  motor  goes  only  half  as  fast  as 
the  motor,  for  if  frequency  of  generator  is  25  the  motor 
must  go  twice  as  fast  so  as  to  pass  the  same  number  of 
pairs  of  poles  a  second. 


Fig.  268.     Induction    Regulator. 


Induction  Rcf^^iilation. 

If  the  current  goin^  to  a  rotary  passed  through  an 
auto  transformer  where  part  of  the  coil  could  be  placed 
in  opposition  to  the  rest  of  it,  then  we  would  have  an  ar- 
rangement capable  of  slightly  lowering  or  raising  the 
voltage  applied  to  rotary,  according  as  the  part  of  covV 
was  in  series  or  in  opposition  to  the  res*^.  oi  >l\v^  coA. 

The  induction  regulator  produces  the  same  e^ecN.  \\^ 
little  different  way.    It  is  as  shown  in  ¥\^.  2^.    "^"^  ^' 
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sists  of  a  primary  P.  Q.  of  a  transformer  across  the  line 
as  a  shunt  and  a  secondary  S.  T.  in  series  with  one  of 
the  mains. 

An  iron  core  E.  F.  when  in  this  position  causes  the 
flux  to  pass  through  secondary  and  induce  an  E.  M.  F., 
which  is  added  to  the  line,  while  if  turned  by  the  handle 
or  by  motor  into  position  H.  G.  the  flux  through  S.  T.  is 
reversed  and  the  E.  M.  F.  induced  is  subtracted  from  the 
line.  This  transformer  carries  full  current,  but  induces 
so  few  volts  that  the  power  is  small.  When  only  3  or 
4%  of  its  own  power  is  lost,  it  is  a  very  small  fraction 
of  total  power  delivered  to  rotaries. 
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Fig.  269.     Starting  3   Phase  Rotary  with   Compensator. 


Starting  Rotary  Converters, 


To  start  from  the  A.  C.  mains  as  a  polyphase  motor 
the  connections  shown  in  Fig.  269  are  used. 

The  line  in  this  case  has  a  compensator  attached  and 
as  shown  in  Fig.  269  the  rotary  will  now  receive  only  a 
fraction  of  the  litie  vo\ta?^e,  axvd  sV-axt^  at  slow  speed. 
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As  the  taps  to  rotary  are  moved  up  the  coils  the  volt- 
age is  higher  until  finally  the  coils  of  compensator  are 
cut  out  entirely  and  rotary  is  revolving  at  full  speed, 
taking  full  line  voltage. 

When  transformers  are  between  line  and  rotary  the 
same  scheme  is  applied  to  the  secondaries  of  the  trans- 
former. 

To  start  from  D.  C.  mains  a  regular  starting  set  is 
used  and  operation  is  like  any  shunt  motor. 


Synchronising, 

When  a  rotary  is  up  to  speed  and  ready  to  be  con- 
nected to  the  A.  C.  line,  it  must  be  connected  at  just  the 
right  instant. 

This  time  can  be  determined  by  bridging  across  the 
connecting  switch  some  lamps  in  series. 

Both  the  rotary  and  the  incoming  line  will  be  operat- 
ing these  lamps.  As  a  result  they  will  flicker.  As  the 
right  instant  is  approached  the  lamps  blink  slowly  until 
the  change  from  darkness  to  light  takes  one  or  two  sec- 
onds ;  then  at  the  time  of  maximum  brightness  or  dark- 
ness close  the  connecting  switch.  The  lamps  may  then 
be  disconnected. 

Two  voltmeters  can  be  combined  in  one  case  and 
made  to  indicate  through  a  single  pointer.  When  the 
line  and  rotary  agree  the  pointer  stands  in  center  of  dial. 
These  are  called  synchronism  indications  or  svnchron- 
izers. 

By  synchronism  for  two  alternators  we  mean  that  the 
maximum  value  of  the  E.  M.  F.  in  each  machine  occurs 
at  exactly  the  same  instant.    They  are  then  m  \i\v"a.%^,  ^'cA 
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in  Step  and  in  synchronism.    In  this  condition  they  run 
as  generators  in  parallel. 

If  they  get  out  of  phase  sufficiently  they  will  keep  in 
step  and  in  synchronism  but  will  be  in  opposition  and  one 
will  continue  to  generate  while  the  other  will  begin  to 
absorb  power  and  act  as  a  motor.  This  ia  what  is  meant 
by  synchronism  for  an  alternator  and  a  rotary  converter 


LESSON  31. 

SWITCHBOARDS. 

A  knowledge  of  switchboards  and  their  wiring  is  of 
great  value  to  a  power  house  attendant  and  of  great  in- 
terest to  all  the  men  in  operating  department. 

Switchboards  are  made  up  of  panels  of  slate  on  a 
frame  of  angle  iron.  Each  panel  is  designed  for  certain 
work  so  that  a  description  of  the  different  kinds  of  pan- 
els is  sufficient. 

The  first  board  to  consider  is  the  D.  C.  outgoing  line 
board,  served  from  D.  C.  generators. 

D,  C,  Generator  Panels. 

Fig.  270  shows  three  generator  panels  each  of  which 
is  regularly  equipped  from  a  capacity  of  250  to  6500 
amperes  with 

I  Carbon  break  or  magnetic  blow-out  circuit  breaker, 
with  telltale. 

I  Illuminated  dial  ammeter  with  shunt. 

I  Hand  wheel  and  chain  for  operating  rheostat. 

I  Receptacle  for  voltmeter  plug. 

I  S.  P.-S.  T.  field  switch.* 

I  S.  P.-S.  T.  main  switch. 

I  Recording  Watt-hour  meter. 

*S.  T.  means  single  throw. 

D.  T.  means  double  throw,  i.  e.  the  switch  has  two  sets  of 
clips  and  can  be  thrown  into  either  of  them. 

S.  P.  means  single  pole. 

D.  P.  means  double  pole,  i.  c.  opens  both  sides  of  circuit. 

T.  P.  means  triple  pole,  i.  e.  opens  every  conductor  oi  ^  *^ 
phase  system. 

497 


ELECTRIC    RAILROADING 


I.     D.   C.  GBU«a<-ot  ■?»-Q«'W- 


SWITCHBOARDS 


500 


ELECTRIC  RAILBOADING 


A  rear  view  of  these  panels  is  shown  in  Fig.  271. 

The  best  practice  puts  a  main  switch  at  the  machine 
so  that  the  cahles  from  machines  to  board  may  be  cut 
off  from  generator.  It  is  also  good  practice  to  run  Uk 
equalizer  cable  along  in  ducts  from  madiine.  to  machine 
without  carrying  it  to  the  board. 

This  equalizer  connects  the  junctions,  of  series  field 
and  brush  on  all  machines  as  shown  in  Fig.  373;  Ae 
shunt  coils  being  omitted  to  simplify  diagram. 


Fig.    272.      BqualUer. 


It  is  best  to  place  the  main  switch  and  equalizer  switcb 

on  a  pedestal  panel  as  shown  in  Fig.  273  for  moderate 

capacity  and  in  Fig.  274  for  4000  ampere   (and  larger) 

machines.     The   upper   switch  bein/j   the   main   switch. 

The  rear  view  of  these  large  capacity  pedestals  is  shown 

in  Fig.  275. 

A  better  view  of  the  4000  ampere  toggle  operated  main 

switch  is  given  in  Fig.  276.    TS\e,  C|Vtt>is.-\itt.'jSi.'=..p,-S.  T. 

switch  is  illustrated  in  Fig.  277' 


SWITCH  UOAECDS  .'iOI 

The  field  switch,  Fig.  278,  has  a  carbon  break.  Just 
fort  -he  switch  opens  it  makes  contact  with  an  extra 
ip  which  puts  a  resistance  on  as  a  shunt  around  the 
;ld  coils. 


!.  273.     Pedestal    Panel    lor 
ilD  and  Equalfior  Switches.  Switches    tor  Large   Capaoitj'. 

Small   Capacity. 

If  this  were  not  done  the  fieldi  \vov\\A  ai\.  \\Ve^  ■i  V\0*.- 
f  or  spark  coil  and  their  insulation  be  >iavt\a.^^&.. 
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In  Fig.  279  is  seen  the  diagram  of  the  panel  shown  in 
Figs.  270  and  271  when  capacity  is  800  K.  \V.  or  undeF. 

Fig.  280  sliows  the  same  panel  when  capacity  h  larger. 
The  panel  at  left  is  for  looo  and  1200  K.  \\'.,  the  nosl 


for  1500  K.  W.  and  over.    The  cuts  on  right  side  show 
the  back  and  side  view  of  the  1500  K.  W.  panel. 

The  scheme  of  electrical  connections  for  panel  oi  ^\^- 
270  is  shown  in  Fig.  281. 
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D.  C.  Feeder  Panels. 


A  set  of  feeder  panels  for  one  feeder  each  is  shown  in 
Figs.  282  and  283,  a  panel  for  two  feeders  with  sepa- 
rate switches  and  one  ammeter  reading  sum  of  both 
currents  is  shown  in  Fig.  284,  while  Fig.  285  has  an 
instrument  and  switch  for  each  circuit. 


Kicld  Di^cbi 


Fig.  286  gives  the  diagram  of  these  feeder  panels  and 
,  Fig.  2S7  gives  the  electrical  connections. 

With  panels  as  described  the  way  to  throw  3  gener- 
ator in  parallel  with  other  geneiatCT^  i^t^ai-i  TOimii^, 
'  ^  following  procedure  sliou\d\ie  io\\cr««&.-. 
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First — Close  main  and  equalizer  switches  {on  pedestal 
or  panel  near  machine). 

Second — Close  field  switch  (on  panel). 
Third — Close  circuit  breaker. 


TID  /^/T>/r>eter 
fbee^tHj/SuilUre  Stppart  -| 

Frela-S-vittJi  fan. 
Gcnsrator  Panel  on/^J 
-  f^cntta/Recf^i.acfe 

.    _      ffheojtat  Chain  '\_i 

I    1      QperatinpMixflarriMTi} 
I  T-  -l/^t/nS-SrvitcA 

'TypeOSPrrmAS^'tiJi 


I    m^tOneter/fpi- stance 


Fig.  2T8.     CoDStructlon   or  Fig.   2T0    tor   Smalt    CHpacitr. 


Fourth — Insert  potential  plug  in  receptacle  and  regu- 
late voltage. 

Fifth — When  the  proper  voltage  Vs  obtamei,  c\ciw.to.« 
other  main  switch   (on  panel). 
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All  the  above  applies  to  the  distributing  of  the  out-put 
)f  rotary  converters,  but  as  they  have  some  peculiarities 
hey  will  be  considered  later. 


Fig.  281.      D.   C.   Genei 


Nearly  all  railroads  are  operated  by  a  3  phase  station 
ilthough  the  trains  are  run  by  single  phase  A.  C.  or  by 
:onverted  power  as  D.  C. 

The  consideration  of  3  phase  A.  C.  swritchboards  will 
fflver  all  the  A.  C.  power  houses. 
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Flf.  88!.     D.  C.  Railway  Pecder  P«n«ls. 


SmTCHBOAMK 
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Pig,  284.     Two  Kcflfr  D,  C.  Panel. 
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A,  C.  Generator  Panel, 
The  panel  in  Fig.  288  contains : 

I  Horizontal  edgewise  balanced  three-phase  indicat- 
ing wattmeter,  arranged  for  reading  both  the  kilowatts 
output  and  the  wattless  component. 

I  Horizontal  edgewise  ammeter. 

I  Horizontal  edgewise  voltmeter. 

I  Balanced  three-phase  induction  recording  wattmeter. 

I  D.  P.  D.  T.  ix)tential  reversing  switch  for  the  indi- 
cating wattmeter. 

I  Four-point  receptacle  for  synchronizing  connections. 

I  Hand-wheel  and  chain  operating  mechanism  for 
field  rheostat. 

I  S.  P.  S.  T.  carbon  break  field  switch  with  discharge 
clips. 

I  D.  P.  D.  T.  engine  governor  control  switch. 

1  T.  P.  S.  T.  oil  switch. 

1  Current  transformer  for  instruments. 

2  Potential  transformers  for  instruments. 

The  functions  of  the  instruments  are  to  indicate  the 
current,  volta^^e  and  kilowatts  output  of  the  generator, 
and  the  wattless  component  of  the  output.  For  indicat- 
ing the  wattless  component  and  potential  coil  of  the  in- 
dicating wattmeter  is  wired  to  the  potential  reversing 
switch,  which  is  normally  held  by  a  spring  so  as  to  con- 
nect the  instrument  up  as  a  wattmeter.  By  throwing 
the  switch  against  the  spring  into  the  other  position  the 
potential  coil  is  reversed  and  the  insttutn^TvV  x^-Sl^'^  *Cs\r. 
wattless  component,  giving  a  ready  means  oi  ^^l^OCvw^ 
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any  currents  flowing  between  the  alter- 
nators which  arc   operating  in  parallel. 

The  engine  governor  switch  is  to  op- 
erate the  motor  which  temporarily  con- 
trols the  governor  on  engine  or  tur- 
bine when  their  speeds  are  being  altered 
to  bring  two  alternators  into  synchro- 
nism or  adjusting  the  division  of  load 
when  operating  in  parallel. 

The  generator  oil  switch  has  no  auto- 
matic overload  release,  as  it  is  important 
to  keep  the  generator  in  service  during 
heavy  short  circuits  caused  by  trouble 
on  the  transmission  lines.  When  such 
short  circuits  occur,  the  generators  are 
immediately  relieved  by  the  opening  of 
the  automatic  line  switches.  , 

The  diagrams  for  connecting  up  gen- 
erator panels  according  as  transformers 
are  or  are  not  used  will  be  found  in 
Figs.  289  and  290. 


A.  C.  Outgoing  Panel, 

The  panel  on  left  of  Fig.  291  contains: 

3  Horizontal  edgewise  ammeters. 

I  T.  P.  S.  T.  oil  switch,  with  overload 

A.   C,  Generator  release. 

Pane].  ^  Current  transformers. 

Three  ammeters — one  for  each  phase — are  furnished 
for  each  line,  to  facilitate  the  detection  of  unbalancing 
dire  to  open  circuits  or  Icakase.    \\'\tV  \)a\3.-cvce.i  Vads, 


jS/eernaC-ng 


Fig.  2SB.     A.    C. 
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Fig.  291.     A.  C.  Outgoing  LIde  Panels. 

■,  ammeter  poimers  should  show  equal  deflections 
der  normal  conditions.  As  the  ammeters  are  ar- 
iged  in  a  perpendicular  row  any  variatvon  va.  lt«. 
Sections  of  the  pointers  is  readily  detected. 
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The  current  transformers  serve  to  operate  the  am- 
meters and  the  automatic  release  on  oil  switches. 

The  panel  on  right  of  Fig.  291  has  but  one  ammeter 
and  merely  has  the  handle  for  operating  the  oil  swit<:h. 
The  actual  switch  being  in  a  brick  compartment  at  rear 
of  panel.  The  overload  relay  (3  pole)  which  tripes  the 
oil  switch  is  at  base  of  panel. 

Fig.  2Q2  gives  the  electrical  connections  of  panels  in 
Rg.  291. 


Pig.   2B3.      Sjncironism   Indicator  and   Exciter    Vu! 


The  swinging  bracket  of  Fig.  293  contains  a  syn- 
chronism indicator,  two  lamps  for  synchronizing  (prac- 
tically a  duplicate  set  of  synchronizers)  and  a  voltmeter 
for  the  station  exciter  *generator. 

To  use  the  synchronism  indicator  put  one  plug  in  on 
panel  of  a  generator  which  is  running  and  the  other 
plug  in  the  panel  of  the  generator  which  is  starting. 

•D.  C.  Generator /tirnishing  current  for  fields  ol  aXte^'aaX.ot*- 
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Oqp  Outgoing  Line. 

Fig.  294  shows  a  complete  switch  board  of  one  f 
crator  panel  in  center,  a  panel  for  one  outgoing  line 
the  right,  an  excited  panel  on  left,  witli  the  swin] 
bracket  on  extreme  kit. 
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a  switch-board  would  be  extend- 
/ards  the  right  indefinitely,  as 
nes  were  put  on  the  station,  by 
dition    of    more    outgoing    line 

Exciter  Panel 


exciter  pane!  is  equipped  with: 
omson  feeder  type  ammeter, 
jid-wheel  for  operating  rheostat, 
ro-iwint  potential  receptacle  con- 
to  voltmeter. 

P.   S,  T.   positive   lever  switch, 
se  mounted  back  of  panel. 
Exciter   Panel   in    every    switch 
s  furnished  with    the    following 
lal  switches:  (as  in  Fig.  295.) 
P.    S.   T,   lever    switches,    with 
ack  of  panel,  for  tlie  control  of 
lighting  and  auxiliary  circuits, 
he  frame   of   each  exciter  there 
quired     the    following    switches, 
d  on  a  common  slate  base: 
P.  S.  T.  negative  lever  switch, 
P.  S.  T.  lever  switch  for  equaliz- 

:xciter  panels  are  designed  single      ^"p-  ^m.  Eiteiter 
e.,  only  the  positive  leads  of  the     LfKhiIn*'s"'it'"o8 

ors  are  connected  to  the  switch-        oDSubuase. 
panels     and     only     tlie     positive     bus-bar     is 

d  back   of   them.     The   negative   and    ct\uaUi« 

re  connected  through  their  switches  to  iW  "(xe^^^- 
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live  and  equalizer  bus-bar,  which  are  placed  under  the 
floor  near  the  exciters.  With  the  bus-bars  of  opposite 
polarity  so  widely  separated  there  is  practically  no 
chance  of  short  circuit  of  the  exciter  connections.  The 
positive  field  leads  of  the  alternators  are  carried  to  the 
panels,  while  the  negative  field  leads  are  permanently 
connected  to  the  negative  exciter  bus-bar. 

Fig.  296  will  give  the  electrical  connections  of  an  ex- 
citer panel. 


The  blower  motors  running  the  blowers  which  cool 
transformers  are  of  the  3  phase  induction  type  or  D.  C. 
shunt  motors. 

The  D,  C.  motors  are  =farted  by  t\K  vc^uXat  ^\a.T<vt\'?, 
box,  Fig-.  297. 
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The  current  to  an  induction  motor  is  controlled  by  a 
switch  like  Fig.  298,  if  from  auxiliary  low  voltage  buses 
or  from  an  oil  switch  on  a  panel  like  Fig.  299,  if  full 
station  voltage  is  used. 

The  actual  starting  is  done  by  a  switch  as  in  Fig.  300, 
which  is  between  secondaries  of  transformers  or  react- 
ance coils  and  the  induction  motor. 

Fig.  301  shows  connections  of  an  induction  motor 
to  main  buses,  using  an  oil  switch  and  a  starting  switch. 

The  operation  of  several  sub-Stations  on  a  single  line 
is  generally  recognized  as  good  practice,  especially  for 
interurban  systems  on  which  the  traffic  is  not  very 
dense. 

To  insure  continuity  of  service  in  the  event  of  line 
trouble,  it  is  expedient  to  sectionalize  the  line  at  every 
sub-station  that  is  located  at  an  intermediate  point  of 
the  line.  This  sectionalizing  is  accomplished  at  each 
intermediate  station  by  carrying  the  incoming  line  to 
the  bus-bars  through  the  air  break  disconnecting 
switches  which  are  installed  in  connection  with  the  ar- 
resters, and  by  carrying  the  outgoing  line  through  an 
oil  switch.  In  case  of  line  trouble,  this  arrangement 
allows  all  sections  of  the  line  between  the  generating 
station  and  any  section  on  which  the  trouble  occurs  to 
be  operated  continuously.  The  power  is  automatically 
cut  off  from  the  section  in  trouble  by  an  oil  switch  in 
the  outgoing  line  panel  equipment  of  the  sub-station  at 
the  generating  station  end  of  the  section,  so  that  the  air 
break  disconnecting  switches  in  the  sub-station  at  the 
other  end  of  the  section  need  never  be  opened  under 
load. 

When  duplicate  transmission  lines  are  used,  two  in- 
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coming  line  panels  and  two  outgoing  line  panels  are 
recommended  for  each  intermediate  sub-station.  The 
installation  of  these  individual  panels  facilitates  the  dis- 
connection of  either  line  of  any  section  and  the  continu- 
ance of  the  service  over  the  other  line  of  the  section 
without  any  interruption. 

The  arrangement  of  switchboard  panels  in  sub-sta- 
tions differs  from  the  generating  station  arrangement, 
in  that  the  alternating  current  panels  are,  preferably, 
installed  individually  near  their  several  line  or  trans- 
former oil  switches,  thus  greatly  simplifying  the  high 
tension  wiring  and  the  oil  switch  operating  mechanisms ; 
while  the  continuous  current  panels  are  grouped  into 
a  single  switchboard  conveniently  located.  The  loca- 
tion of  the  alternating  current  panels,  transformers,  oil 
switch  cells,  continuous  current  switchboard,  and  ma- 
chines, as  shown  in  Figs.  260,  261  and  262,  is  suitable 
for  a  13,200  volt  3  phase  sub-station. 

Standard  sub-station  line  panels  are  equipped  as 
follows : 

A.  C,  Incoming  Line  Panel. 

These  are  only  used  when  lines  are  in  duplicate,  and 
are  shown  in  Fig.  299. 

A,  C.  Outgoing  Line  Panel, 

These  are  necessary  in  every  •  sub-station  except  the 
terminal  one.    This  panel  is  shown  on  left  of  Fig.  291. 

The  ammeter  on  incoming  panel  must  be  able  to  show 
all  the  current  ever  drawn  by  its  own  sub-station  and 
those  beyond.  The  capacity  of  the  three  ammeters  on 
any  outgoing  line  panel,  however,  need  ow\\  W  \7^x^^ 
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enough  to  read  the  maximum  load  on  the  line  beyond 
the  sub-station  in  which  the  panel  is  installed.  As  al- 
ready stated  for  the  outgoing  panels  of  the  generating 
station,  three  ammeters  are  furnished  in  order  to  indi- 
cate, by  their  unbalanced  readings,  any  open  circuit 
leakage  on  the  outgoing  line. 

A.  C,  Rotary  Converter  Panel, 

The  panel  controlling  the  intake  of  the  rotary  is  shown 
in  Fig.  291  (on  right).    It  contains: 

I  horizontal  edgewise  ammeter. 

I  T.  P.  S.  T.  overload  relay  for  oil  switch. 

I  current  transformer. 

Three-Phase  Rotary  Starting  Panels, 

In  Fig.  300  is  shown  this  panel.  The  switch  is  used 
for  starting  the  converter  by  connecting  two  of  the  three 
converter  leads,  first  to  half-voltage  taps  and  then  to  the 
full  voltage  terminals  of  the  transformer.  The  third  con- 
verter lead  is  permanently  connected  to  the  third  termi- 
nal of  the  transformer. 

Six-Phase  Rotary  Starting  Panels, 

As  shown  in  Fig.  302  contains  2  T.  P.  D.  T.  lever 
switches. 

These  switches  are  used  for  starting  the  converter  by 

connecting  three  of  the  six  converter  leads,  first  to  one- 

th/rd  voltage  taps,  next  to  two-l\v\T^^  noW.^"^^  X.-as^^,  -^aad 
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finally  to  the  full  voltage  terminals  of  the  transformer. 
The  other  three  converter  leads  are  permanently  con- 
nected to  the  remaining  three  transformer  terminals. 


Position  of  Panels. 

The.A.  C.  incoming  line  panels  are  connected  between 
the  high  tension  bus-bars  and  the  three-phase  primaries 
of  the  step-down  transformers,  and  are,  therefore,  suit- 
able either  for  three  or  six-phase  converters.     Convert- 


'  A  '  -^ 

1  811'^ 

Fig.  302.     SU-Pbase  Rotary  Starting  Panel. 


ers  of  capacities  up  to  400  kilowatts  are  usually  three- 
phase,  and  above  that  capacity,  six-phase.  The  sec- 
ondaries of  the  transformers  are  not  carried  to  the  main 
switchboard  but  are  connected  through  separately  mount- 
ed starting  panels  to  the  converters.  The,  dVTOWvvvo^-s  oS. 
rotary  converter  starting  panels  vary  -wit^v  \Vc  'i-iV'^OA.-^ 


M/1 


'.   Feeder  Paaels. 
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of  the  converters,  but  they  are  of  suitable  size  for  mount- 
ing near  the  latter.  In  most  "ases  where  compound 
wound  converters  with  reactive  coils  are  used,  the  coils 
are  connected  between  the  transformer  secondaries  and 
the  converters,  and  the  starting  panels  are  mounted  on 
top  of  the  reactive  coil  casings. 


Rotary  Output  Panels, 

These  panels  are  the  same  as  D.  C.  generator  output 
panels  and  are  shown  in  Fig.  303. 

The  circuit  breaker  is  furnished  with  a  low  voltage 
release  coil,  which  trips  when  the  voltage  drops  to  ap- 
proximately half  of  its  normal  value,  and  with  a  tell- 
tale switch,  for  connection  to  an  alarm  bell  which  will 
ring  when  the  breaker  opens  automatically.  To  prevent 
racing  of  the  converter  caused  by  accidental  disconnec- 
tion on  the  alternating  current  side,  an  adjustable  speed 
limiting  switch  is  mounted  on  the  converter  shaft.  This 
speed  limiting  switch  operates  to  short  circuit  the  low 
voltage  release  coil  when  the  speed  of  the  converter  in- 
creases a  certain  degree  above  normal,  thereby  tripping 
the  breaker  and  disconnecting  the  converter  from  the 
continuous  current  bus. 

The  continuous  current  rotary  converter  panel  is  con- 
nected in  the  positive  side  of  the  circuit,  and  the  nega- 
tive side  is  permanently  connected  to  the  grounded  nega- 
tive bus,  which  is  run  along  below  the  machine.  The 
equalizing  switch,  and  the  switch  for  opening  the  shunt 
to  the  series  field,  required  for  a  compound  wound  ro- 
tarv  converter,  are  mounted  directly  on  fratr^'^  ^\ 
machine. 
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The  advantages  of  equalizing  on  negative  side  and  of 
using  single  pole  switches  has  been  discussed  under  gen- 
erators. 

D.  C.  Outgoing  Line  Panels. 

The  panels  for  one  and  two  circuits  are  shown  in 
Fig.  304- 


Placing  Rotaries  in  Serzicc. 

After  a  rotary  converter  has  been  started  from  the 
alternating  current  ends  and  builds  up  with  the  proper 
polarity,  the  following  procedure  should  be  followed  to 
throw  the  direct  current  end  in  parallel  with  other  ma- 
chines running: 

First — Close  equalizer  switch   (on  machine). 

Second — Qose  circuit  breaker  {on  panel). 

Third — Insert  potential  plug  in  receptacle  and  regulate 
voltage. 

Fourth — When  the  proper  voltage  is  obtained  dose 
positive  switch  (on  pand). 
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Swinging  Bracket  for  VoUmeter, 

^5  shown  in  Fig.  205  a  swinging  bracket  is  provided 
tw  mounted  at  end  of  board,  carrying: 
Thomson  illuminated   dial  station   type  D.  C.  volt- 


storage  Battel?  Panel. 


plug  for  insertion  in  receptacles  on  the  rotary  out- 
panels,  thus  connecting  the  voltmeter  to  the  partvci.- 
machine. 
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If  the  rotary  when  started  from  the  A.  C.  side  comes 
up  with  polarity  reversed,  the  voltmeter  will  swing  back 
of  zero. 

The  polarity  of  the  converter  can  be  corrected  by  oper- 
ating the  four  pole  double  throw  field  break-up  revers- 
ing switch,  which  is  mounted  on  the  frame  of  the  con- 
verter and  included  in  its  equipment.  This  field  revers- 
ing switch  stands  normally  in  its  "up"  position,  and  the 
operation  of  throwing  it  into  the  "down"  position  re- 
verses the  field  magnetization.  When  the  voltmeter 
needle  indicates  that  the  throwing  of  the  switch  into  the 
"down"  position  has  established  correct  polarity,  the 
switch  should  immediately  be  thrown  back  into  the  "up" 
position,  thereby  connecting  the  field  correctly  for 
service. 

The  operation  just  described  should  be  performed 
while  the  alternating  current  side  of  the  converter  is 
connected  to  the  low  voltage  taps  of  the  transformer. 
When  the  voltmeter  indicates  the  correct  polarity,  the 
converter  may  be  connected  to  the  full  voltage  terminals 
of  the  transformer.  The  continuous  current  voltage  may 
then  be  adjusted  by  means  of  the  field  rheostat,  and  the 
machine  thrown  on  the  continuous  current  bus. 

When  motor  operated  oil  switches  are  installed  in  the 
sub-station,  a  storage  battery  is  used  as  a  source  of 
power  for  the  small  i  lo  volt  series  motors  which  operate 
the  switches. 

The  storage  battery  consists  of: 

55  cells,  giving  no  volts,  the  type  and  capacity  of  the 
cells  depending  upon  the  number  of  switches  to  be  op- 
'ersited. 
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Fig.    307,      Oatsolaft  i 
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Fig.  308.     A.  C.  Eu4  ot  Thrao-Pli 
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Storage  Battery  Panel, 

As  shown  in  Fig.  306  contains : 

I  Thomson  feeder  type  ammeter,  with  zero  at  center 
of  scale. 

1  Rheostat. 

2  S.  P.  S.  T.  quick-break  switches. 

2  enclosed  fuses. 

The  battery  is  charged  by  connecting  it  in  series  with 
the  rheostat  across  the  600  volt  bus-bars.  The  rheostat 
is  provided  with  a  dial  switch  for  regulating  the  charg- 
ing current. 

Blower  Motor  Panels 

Are  required  for  controlling  the  induction  motor 
blower  sets,  which  are  used  with  air  blast  transformers. 
Each  panel,  as  shown  in  Fig.  298,  contains : 

I  T.  P.  D.  T.  lever  switch. 

3  enclosed  fuses. 

The  motors  are  usually  wound  for  350  volts,  and  are 
operated  from  the  secondary  side  of  the  power  trans- 
formers. The  panels  are  located  near  the  blowers. 

As  the  transformers  are  not  connected  in  parallel  on 
the  low  tension  side,  the  double-throw  switch  is  fur- 
nished for  connecting  either  of  the  duplicate  blower 
inotors,  which  are  usually  furnished,  to  whichever  bank 
of  transformers  happens  to  be  in  use,  as  already  de.- 
scribed  for  the  generating  station. 
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Fig.  310.     Holsry  Output  Punel. 
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Electrical  Connections  of  Panels. 

A.  C.  incoming  lines  are  shown  in  Fig.  307. 

Connections  for  a  three-phase  rotary  high  voltage 
panel,  low  voltage  starting  panel  and  blower  motor  panel 
are  shown  in  Fig.  308,  while  similar  panels  for  six-phase 
rotaries  are  shown  in  Fig.  309. 
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Fig.  312.     D.  C.  Feeders. 


The  connections  of  a  rotary  panel  are  given  in  Fig. 


310. 


The  storage  battery  panel  is  shown  u\  ¥\^.  'j^w. 

D.  C,  feeder  panels  are  connec^-^.d  as  showtv  mV\^.  '^^'2- 
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Details  of   Switchboard  Equipment  and   Station 

Accessories. 

Lever  Switches  of  type  shown  in  Fig.  313,  are  used 
only  to  close  circuits.  When  used  to  open  circuits  the 
Quick  Break  type  is  used,  shown  in  Fig.  2yy.      Half 


Fig.   313.      Knife-blade  Lever  Switch. 


the  blade  comes  out  of  the  clips  when  the  handle  is  drawn 

back.     This  sti  etches  the  spring  and  the  tension  finally 

pulls  the  other  half  of  blade  out  of  clips  at  great  speed, 

thus  preventing  much  arc. 

542» 
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Field  Discharge  Switches,  Fig.  278,  are  furnished  only 
on  the  alternating  current  generator  panels,  and  as 'they 
must  be  relied  upon  to  shut  down  the  generators  under 
emergency  conditions  they  embody  several  features  of 
importance.  As  stated  in  the  description  of  the  generator 
panel  equipment,  the  field  switches  are  single  pole  and 
are  furnished  with  clips  for  connecting  a  discharge  re- 
sistance across  the  field  when  the  latter  is  disconnected 
from  its  source  of  excitation,  thereby  preventing  the 
generation  of  an  excessively  high  potential,  which  might 
puncture  the  field  insulation,  when  the  field  circuit  is 
opened.  The  construction  is  such  that  in  opening  the 
switch  the  resistance  circuit  is  closed  before  the  field  is 
disconnected  from  the  exciter,  while  in  closing  the  switch 
the  resistance  circuit  is  opened  before  the  field  is  con- 
nected to  the  exciter.  By  this  means  all  destructive 
arcing  is  avoided,  for  the  field  can  never  be  broken  with- 
out shunting  it  through  the  discharge  resistance,  yet  the 
latter  is  not  even  momentarily  connected  across  the  ex- 
citer bus-bars  while  the  switch  is  being  closed. 

Oil  Szcitches,  The  severe  conditions  which  must  be 
anticipated  on  railway  systems  demand  the  use  of 
switching  apparatus  which  will  protect  the  machines  and 
lines  from  excessive  overloads  and  short  circuits  with- 
out injury  to  the  switches,  as  the  latter  must  be  in  con- 
dition to  put  the  machines  back  into  service  as  soon  as 
any  temporary  trouble  has  been  remedied.  These  re- 
quirements are  best  met  by  reliable  oil  switches,  properly 
installed  in  brick  cells  situated  apart  from  the  switch- 
board to  prevent  any  local  trouble  from  spreading. 

In  case  of  a  dead  short  circuit  on  a  feeder  near  the 
generating  station,  the  current  in  the  eitemt  wVvvO^v  vcs.w%\. 
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be  Djicned  reaches  a  maximum  the  value  of  which  may  be 
many  times  the  normal  capacity  of  the  generators.  The 
automatic  feeder  switches  must  be  capable  of  breaking 
this  maximum  current  instantaneously.  The  non-auto- 
matic switches,  on  the  other  hand,  are  not  required  to 


open  the  maximum  current,  but  must  be  capable  of  open" 
ing  the  load  after  the  current  has  dropped  to  a  value 
which  the  generator  will  maintain  on  short  circuit. 

Figs,  314  and  315  show  the  operating  handle  and  the 
switch  mechanism  of  a  three  pole  01!  switch. 
A  triple  pole  double  \.Vitow  o\\  Wvwii  ^.qt  vm*l  "**  ** 
shown  in  Fig.  316.  ^ 
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It  is  often  desired  to  have  the  switch  at  some  distance 
vDm  the  panel  on  which  it  is  controlled. 


I  Fig.  317  is  shown  a  triple  pole  smg\e  X^to-w  '^V**** 
300  ampere  oil  switch.    It  would  \>e  vwy  m.u^^'^^-  '^ 

this  on  the  switchboard. 
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It  is  built  into  a  three  compartment  brick  cell  at 
some  distance  behind  board  and  controlled  by  a  long  tod 
running  from  lever  on  panel.  This  switch  is  of  the 
non-automatic  type,  being  used  for  a  main  generator 
switch. 


Such  switches,  when  used  on  transformers,  are  so  fw 
from  the  pane!  that  some  arrangement  as  in  Fig.  318 
is  used. 
Switches  at  a  distance  Itom  ftve  '\nat4.  loa.^  V  con-     I 
trolled  electrically  if  fiUed  VaV  a  \.'twi,vva^  toasewi.  mi. 
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fied  by  sending  an  attendant  to  the  switch.  This  is 
ry  bad  practice,  as  the  time  wasted  and  even  possi- 
ity  of  closing  wrong  switch  must  be  considered.  The 
itch  in  Fig.  319  is  operated  by  two  magnets,  the  left 
id  one  (not  clearly  shown)  opening,  the  right  hand 
;  closing,  switch.    A  small  S.  P.  D.  T.  switch  on  panel 


itrols  the  two  magnets.  Large  switches,  as  Fig.  320, 
;  opened  and  closed  by  motors.  For  such  a  motor 
itch  there  will  be  on  the  panel : 

I  S  P.  D.  T,  operating  switch  for  the  ccm.«oV  (A  SJw. 
switch  motor. 
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Fig.   378.      ArrsngemeDt  ol  'Remote  Control  Lever  C 
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2  miniature  lamps,  one  with  red  and  other  with 
green  bull's  eye. 

If  the  switches  must  open  automatically  there  is  pro- 
vided in  addition  to  the  above : 

I  overload  relaj-. 


The  lamps  with  bull's  eyes  are  controlled  by  an  auxil- 
iary switch  attached  to  the  operating  mechanism  ot  tK^ 
oil    switch.     The   opening  of  the  o\\  &"«\x.Ocv  Xv^^s.  vs:* 
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Fig.    320.      HoWr    Dri 
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the  green  bull's  eye,  and  its  closing  lights  up  the  red 
bull's  eye,  assuring  the  attendant  that  the  throwing  of 
the  controlling  switch  has  been  followed  by  the  proper 
operation  of  the  oil  switch. 


When  the  current  in  the  main  circuit  exceeds  a  pre- 
.  determined  value  the  overload  relay  closes  a  continuous 
current  circuit,  thereby  tripping  the  oil  switch. 

Under  some  conditions,  however,  it  is  desirable  to  de- 
lay,  tor  a  certain  length  of  time,  the  opening  of  the 
switch   under  its  predetermined  o^'«,i:\oa.i.    t-a  ^acian\- 
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pHsh  this  result  the  overload  relay  is  equipped  with  a 
lime  limit  device. 

As  already  stated,  all  high  tension  oil  switches  should 
be  mounted  in  brick  cells  situated  apart  from  the 
panels. 


Fig.  3ZS.     ArraDgement 


The  bus-bars,  disconnecting  switches  and  oil  switches, 
need  not  only  good  insulation  but  separation.  Fig.  321 
shows  one  way  of  handling  a  13,000  volt  set.  Fig.  322 
shows  side  and  rear  view  of  another  scheme  and  Fig.  323 
still  another  way  of  placing  them. 

Field  Rheostats  being  of  such  large  size  the  arrange- 
ments shown  in  Fig.  324  are  often  necessary.  In  F\^, 
318  the  rheostat  is  on  floor  below. 
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Cable  Connections.  In  order  to  connect  large  cables 
to  the  bus-bars,  instrument,  and  machine  terminals,  the 
cables  are  sj^lit  and  the  parts  soldered  into  lugs.    Fig. 


Shte 


Sn9C93  so  MeoC9ctas 
'to  sujopore  t/r€  Mfte  SibOs 


Pig.  324.     Mounting  and  Control  of  Field  Rheostat. 


325  shows  how  fire  of  these  lugs  can  be  placed  on  a  stud 
so  as  to  occupy  as  little  end  room  as  possible. 

The  Voltage  Detector,  Fig.  326,  is  a  static  device  hav- 
j'ng  a  n?ovable  element  wVvkVv  \s  set  in  rotation  when  it  is 
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subjected  to  the  line  potential.  A  detector  is  attached  to 
each  conductor  of  every  line,  on  the  line  side  of  the  dis- 
connecting switch.  -A.  complete  set.  therefore,  consists 
of  three  detectors  for  each  line.  This  device  also  serves 
as  a  ground  detector,  as  its  moving  element  will  come  to 
rest  when  a  ground  occurs  on  the  conductor  to  which  it 
is  connected. 


Three  Single-Pole  Double-Blade  Discojinccling 
S^cilclies  (Fig.  327)  are  placed  in  each  incoming  and 
outgoing  line,  one  switch  in  each  conductor.  One  blade 
is  used  for  disconnecting  the  lightning  arrester  from 
the  line,  while  the  other  blade  is  used  for  disconnecting; 
the  station  from  the  line.     Choke  caUs  a\so  a,Te.  \e.i:.oi'(t\.- 
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mended  for  connection  in  series  with  the  line  between 
the  arrester  ta;)s  and  the  switchboard  in  order  to  protect 
tile  station  apparatus.  The  arresters,  switches  and  choke 
coils  are  designed  for  mounting  on  the  wall  at  the  point 


where  the  lines  enter  the  station.     The  switches  may  be 
furnished  either  front  or  back  connected,  and  are  mount- 
ed on  slate  bases  and  provided  with  heavy  corrugated 
gJass  insulators  for  the  switch  stais.   "Wve-'yaAai  we  not 
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provided  with  handles,  but  have  holes  in  the  ends  to  en- 
able them  to  be  operated  by  a  hook  mounted  on  a  long 
wooden  handle. 


Fig.  328.     Diagram  of  Multigap  Graded  Shunt  Reslstan(s?«   ^'hree-Phase 

33,000  Volt  Arrester. 


Arresters,     In  Fig.  327  is  shown  a  1  j,ocxi  xoW.  v"^^^^^*^^ 
arrester  with  disconnecting  switches.     T\us  \s  N\\^  ^^^' 
tjrpe,  but  IS  the  kind  in  most  stations. 
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In  Figs.  328  and  329  are  given  diagrams  of  the  con- 
nections of  the  newer  graded  shunt  resistance  type  of 
arrester. 


Spor^ 


Pig.    329.     Arrester   Similar    to   Fig.    328   Arranged   for  Y    System  with 

Grounded   Neutral. 


In  all   these  note  the  connections  between   line  and 
line,  besides  the  line  and  ground  connections. 
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Transmission  Lines,  Feeders,  Trolley  and  Third 

Rail. 

The  transmission  line  from  power  house  to  sub-station 
or  point  of  feeding  into  trolley  or  third  rail  is  usually  a 
pole  line. 

With  high  voltages  the  use  of  iron  poles  along  the 
right  of  way  is  becoming  standard  practice.  Such  a  pole 
is  shown  in  Fig.  330. 

From  the  thickly  settled  parts  of  cities  and  at  terminal 
stations  the  transmission  line  should  be  excluded :  but 
the  feeders  must  be  carried  underground. 

This  is  done  by  running  insulated  cables  in  ducts.  Fig. 
331  shows  cables  supported  on  side  wall  of  tunnel;  Fig. 
3;^2  shows  ducts  for  cables  in  side  wall  of  tunnel  or  a 
station;  Fig.  333  showing  these  same  ducts  arranged 
under  platform  of  station. 

The  pole  line  is  of  bare  wire,  copper  or  aluminum, 
supported  on  porcelain  or  earthen  ware  insulators. 

Fig.  334  shows  a  50,000  volt  insulator  of  three  separate 
pieces  of  porcelain  cemented  together.  It  is  11  inches 
high  and  weighs  27  pounds.  The  distance  the  voltage 
would  have  to  jump  to  get  to  pin  or  cross  arm  is  8j^ 
inches. 

A   60,000  volt   porcelain   insulator  of   four  pieces   is 
shown  in  Fig.  335,  while  Fig.  336  shows  a  TS-pQ"^  ^'^^^ 
three  piece  porcelain  insulator,   15  me\\^s  ^vv^^-,  nn^\^ 
40  pounds,  with  a  sparking  distance  oi  11  vacVv^^- 
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When  cables  are  used  the  voltage  is  usually  lower  and 
glass  may  be  used.  Fig.  337  is  a  glass  insulator  for 
cables  carrying  a  pressure  of  not  over  10,000  volts. 

Iron  pins  are  used  now,  as  shown  in  Fig.  338,  because 
the  distance  the  arc  must  jump  is  increased  by  use  of 
a  porcelain  covered  iron  pin.  Fig.  339  shows  the  spark- 
ing distance  with  wood  pin,  and  Fig.  340  the  increase 
with  porcelain  covered  iron  pin. 


Section  of 
Cable  Supports  Shield 


SHt9d  to  flange 
liimniSegmMt 


ield* 


T*lg.  831.     Cables  Supported  on  Side  of  Tunnel. 


Fig.  341  shows  a  pin  ready  to  be  put  straddle  of  a 
pole  top  and  Fig.  342  shows  an  iron  pin  adapted  to  bolt 
on  the  side  of  the  pole.  The  porcelain  cover  has  not  yet 
been  attached  to  this  pin. 

The  sparking  or  arcing  distance  on  an  insulator  is 
estimated  by  imagining  a  rain  storm  coming  at  an  angle 
of  45°  and  thus  conducting  the  electricity  {to\>LV  1q>^  >\^^- 
brella  or  petticoat  to  the  pin  sleeve  as  m  K,  ^\^.  '^\1>« 
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Fig.  334.      SO.OOO  Volt  iDSulklOT. 
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This  distance  plus  the  distance  B  across  whidi  the  sparic 
would  have  to  jump  gives  total  sparking  distance. 

When  the  high  tension  wires  enter  a  sub-station  the 
arrangement  of  Fig.  344  is  a  good  one,  A  large  square 
of  slate  holds  a  tube  of  porcelain,  while  title  shed  Inqtt 


pig.  335.     00,000  Volt  Insnlator. 

whole  dry.     A  sectional  view  of  the  porcelain  tube  is 
given  in  Fig.  345. 

When  the  line  drops  from  pole  to  sub-station  a  set  of 
strain  insulators  must  be  put  in  to  hold  the  end  of  line 
taut.    Fig.  ,346  shows  a  com^Xc^t  wift  Iot  <[!aoderate  pitt- 
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sures  and  one  end  of  a  triple  one  when  the  line  is  very 
heavy. 

The  testing  of  insulators  is  shown  in  Fig.  347,  but  in 
addition  to  this  insulators  are  also  tested  when  complete 
in  their  natural  position,  with  regular  voltage,  while  a 
stream  of  water,  at  a  downward  angle  of  45*^,  is  being 
played  on  them  from  a  hose. 


Fig.   338.     Iron   Pin 
for    Cross  Arm. 


Fig.  339.     Arcing  When 
Wood  Pin  is  Used. 


Fig.  340.     Sparking  Distance 
When  Porcelain  Covered  Iron 
Pin  is  Used. 


Overhead  Trolley  Line. 


The  old-fashioned  single  trolley  wire  with  trolley  wheel 
collecting  current    is    unsuitable   for   high    speeds.     Its 
place  is  taken  by  the  catenary  \mt  ^xv^\io^  \xci\V:^. 
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Figs  348  and  349  will  best  explain  the  catenary  troD 
Two  steel  cables  are  slung  between  the  cross  bridges  \ 
hang  in  a  natural  curve.    They  are  six  feet  apart  at 


Pig.  314.     Uringiiig  In   cr  Taking  Out  High  Tension  L*ine. 
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Pig.  345.     Sleeve  of  Fig.  344,  also  used  for  Transformer  Leadf 

ends  of  the  span  and  six  feet  lower  in  center  than  at  e 
A  number  of  triangles  oi  Ug;ht  rods  are  made  up  of 
{event  sizes.     The  \arg;es\.  Wm^  ^  l^^\.  ow.  ^•a.c.Vi  side 
smallest  i  foot  on  eac\\  sVde. 
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'  These  triangles  are  fastened  to  the  two  steel  cables 
at  their  corners.  This  brings  the  cables  in  near  each 
}ther  at  centers  of  spans.  They  therefore,  starting  from 
he  cross  bridges  or  gantries  curve  in  and  down. 


® 


ZZIS 


@ 


^zs 


Tig.   346.     Single   Pin   Strain   Insulator  and   one   end  of   a  Triple  Pin 

Strain  Insulator. 


The  Other  corners  of  the  triangles  all  fall  in  a  straight 
line  22  feet  above  the  level  of  track.  The  copi>er  trolley 
wire  is  soldered  into  the  ears  which  the  lower  corners  of 
triangles  carry. 

Fig.  349  shows  the  curve  of  the  supporting  catenary 
construction  and  the  straight  line  of  the  trolley  wire. 

Fig.  350  shows  a  gantry  with  section  switches  and 
transformers  for  operating  switches  and  lights.  These 
gantries  occur  every  two  miles.  Fig.  351  gives  a  diagram 
of  such  a  gantry,  also  carrying  signals.  Fv^.  'i^^i  '^^'^ 
a  diagram,  of  a  whole  span  showing  cutnytv^  oi  ^?)X^^'5>. 
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Third  Rail. 


The  third  rail  is  usually  a  70  pound  ordinary  steel  rail, 
but  lately  rails  with  a  certain  percentage  of  copper  in 
them  are  being  used.  The  rail  of  the  New  York  Central 
is  copper  alloyed. 


Some  of  the  methods  of  installing  the  third  rail  are 

.shown  in  Fig.  353,  while  Fig.  354  shows  the  New  York 

Central  under  contact  type.    Heavy  snow  and  sleet  storms 

/isve  slionn   the  under  contact  to  be  the  most  reliable 

under  such  conditions. 
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Fig.  3S4.      New  York  Central  Third  Rail   CoostructloD. 


Fft.SSS.    Tblrd  Rail  iDsulatoia 
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isulators  for  third  rail  are  made  of  earthen  ware  and 
es  such  as  soap  stone.  Figs.  355  and  356  show  such 
lators. 


he  resistance  of  the  joints  in  the  third  rail  or  track 
i  (which  return  current  to  power  lionse^  v^  %o  ^\f*S. 
.  they  are  slitinfed  by  copper  conductors  caW^A  Vic>v«*-'?' 


1  Protscteci  by  FIsh-P 


^^9^ 


kr_t^ 
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Fig.  357  shows  a  bond  whose  conductivity  is  as  good 
as  that  of  the  rail  itself. 

To  prevent  theft  of  bonds,  for  the  value  of  the  copper, 
they  are  generally  installed  under  the  fish  plates  as  in 
F'g-  358-  They  may  be  soldered  on  rail  as  in  this  case 
or  may  be  inserted  in  drilled  holes  and  riveted  in  by 
screw  press.  Fig.  359  shows  the  riveted  end  and  the 
screw  press. 


u 


Insulated  Joints. 

If  for  signalling  reasons  it  is  desired  to  cut  the  track 
rails  into  sections,  raw  hide  is  placed  between  ends  of 
rails  and  wood  insulators  under  fish  plates.    See  Fig.  360. 


STEAM  OR  ELECTRIC  TRACTION. 

No  one  disputes  the  ability  of  our  manufacturers  to 
build  electric  locomotives  light  enough  to  operate  upon 
the  present  roadbed  and  bridges  and  yet  possess  twenty- 
five  per  cent  more  horse-power  than  its  steam-powered 
rival. 

It  is  admitted  that  these  electric  locomotives  will  haul 
heavier  trains  faster  and  more  economically. 

Owing  to  the  huge  sums  of  money  necessary  to  elec- 
trify a  division  it  is  a  question  whether  there  will  be 
sufficient  saving  to  pay  interest  on  and  retire  the  debt 
incurred  by  the  electrification. 

As  far  as  passenger  business  is  concerned,  probably 
the  income  from  its  new  business  (which  invariably  fol- 
lows electrification)  will  be  the  factor,  inducing  com- 
panies to  change  over  to  electricity. 

The  more  frequent  service  at  higher  schedule  speed 
has  always  built  up  the  country  feeding  the  line  and  in- 
duced more  traffic. 

The  number  of  people  who  must  travel  is  increased 
by  the  higher  speed  (less  time  spent  on  road)  ;  the 
number  who  zcant  to  travel  and  dont  will  be  reduced. 
This  is  because  those  sections  whose  distance  in  time 
was  too  great  will  become  populated  by  city  workers, 
and  the  number  of  pleasure  travelers  is  increased  as  soon 
as  the  expression,  "You  can  catch  a  train  at  any  time/* 
becomes  prevalent  and  trut\\iv\\. 
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At  the  present  time  the  obvious  solution  of  the  question 
to  equip  those  portions  of  divisions  where  the  local 
affic  is  heavy  with  third  rail  and  run  shorter  trains  (not 
>s  than  three  cars)  with  motor  trucks,  at  more  frequent 
tervals.  The  through  service  will  be  carried  over  the 
me  rails  by  steam. 

At  large  terminal  stations  the  through  trains  should  be 
.uled  to  the  end  of  the  electric  division  by  the  electric 
zomotives  and  then  forwarded  by  steam. 
It  will  be  the  freight  business,  the  expense  of  which 
>es  by  the  train  mile  and  its  income  by  the  ton  mile, 
lich  will  force  trunk  lines  to  electrify  whole  divisions. 

As  a  consequence  of  this  they  will  be  able  to  furnish 
high  speed  passenger  service  at  less  cost  per  car-mile 
an  at  present.  The  income  being  regulated  by  the 
.ssenger-mile,  increased  earnings  will  result. 

There  are  two  ways  of  moving  a  load  by  electricity,  the 
r  motor  and  the  locomotive  system. 
For  all  traffic  whose  origin  and  destination  is  within 
e  limits  of  the  Electrical  Division  of  a  railroad,  the  car 
otor  plan  is  the  cheapest:  and  the  saving  in  money  in- 
cases with  the  frequency  of  the  car's  mo\'ement. 

You  pay  interest  on  the  cost  of  a  coach,  and  it  brings 
no  revenue,  every  moment  it  stands  idle  at  a  terminal, 
>  that  when  you  are  paying  interest  on  a  motor  equip- 
ent  at  the  same  time  it  becomes  a  matter  of  vital  im- 
)rtance  that  these  cars  be  kept  moving. 

When  the  electrical  division  exchanges  through  traffic 
ith  a  steam  division  and  the  coaches  will  be  awav  for 
ng  periods,  the  interest  charges  on  idle  motors  becomes 
)  great,  and  the  amount  of  extra  equipment,  so  that 
enty  of  motor  cars  shall  still  be  at  horvv^,  ^xonk^  ^^ 


^ne  oi  tne  economies  ot  transportation 
r  miles  per  motor  as  large  as  possible. 
For  freight,  where  traffic  is  interchanges 
ids,  motor  equipment  on  the  cars  is  out  o 
le  large  portion  of  its  life  spent  on  sidin 
lals  makes  it  very  doubtful  whether  car 
er  pay. 

For  hauling  freight  over  electric  divisior 
ire  that  steam  will  do  it  better.  I  beli 
IS  that  long  freight  trains  with  as  high 
tisistent  with  coal  economy  is  the  thing 
ith  steam  this  means  12  to  15  M.  P.  H. 
The  weight  of  the  locomotive  is  limited  t 
bridges  and  wear  and  tear  upon  the  1 
ctric  locomotive  can  be  built  weighing 
am  freight  locomotive  with  25  per  cent 
vver. 

It  seems  then  that  the  proper  way  to 
an  electric  zone  is  by  electric  locomotiv 
ted  and  less  cost  ner  ton   mile 
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1.  In  order  to  haul  a  train  a  steam  locomotive  must 
be  made  ready  at  an  expense  for  laibor  and  coal. 

The  new  locomotive  is  made  ready  by  closing  one 
switch. 

2.  Burning  coal  in  many  small  inefficient  fireboxes 
means  a  large  coal  bill  per  ton  mile  of  traffic  moved. 

Using  cheaper  coal  in  a  power-house  with  more  effi- 
cient furnaces,  a  gentler  draft  and  mechanical  stokers 
results  in  a  great  saving  in  coal  bills. 

3.  A  steam  locomotive  standing  in  a  station  or  in  the 
yard  at  a  terminal  after  a  run,  is  burning  coal  with  no 
return. 

The  instant  an  electric  locomotive  stops,  the  flow  of 
current  ceases,  and  the  moment  a  run  is  over'  the  ex- 
pense for  coal  drops  to  almost  nothing.  There  is  coal 
burning  at  the  p>ower  station,  but  this  coal  is  for  the 
average  load  and  very  little  of  it  is  chargeable  against 
an  electric  locomotive. 

4.  When  a  delayed  locomotive  attempts  to  make  up 
time,  coal  is  burned  at  a  more  rapid  rate  and  steam  is 
used  with  a  longer  cut-off ;  both  of  which  are  expensive 
operations. 

The  normal  operation  of  an  electric  locomotive  does 
not  utilize  the  full  power  of  the  motors,  and  when  behind 
schedule  the  full  power  is  used  without  any  appreciable 
change  in  the  efficiency. 

5.  The  total  expense  for  two  power  houses,  eight  sub- 
stations, thirty  locomotives  and  the  third  rail  is  greater 
than  for  thirty  steam  locomotives,  but  the  saving  in  op- 
erating expenses  and  maintenance  of  way  goes  each 
month  to  pay  the  fixed  charges  of  the  plant  and  there  is 
something  left  over  to  pay  off  the  debt  incurred  ^nVnsxn. 
mstallwg-  the  electrification. 


This   intormation   mKcii    num  a. 
lly  results  in  about  25  per  cent  of  th' 
g  installed  for  service,  with  some  extra 

For  the  same  traffic  fewer  electric  lo 
leeded. 

he  average  month  of  a  locomotive's  li 
)ulling  trains  30  per  cent  of  the  time,  1 
er  steam  waiting  for  transportation  ( 
cent,  under  care  of  motive  power  depa 
t,  and  a  little  "soldiering''  out  on  the  re 
^n  electric  locomotive  is  built  with  an  : 
ost  continuous  service.  They  will  tax 
the  transportation  department  to  find 
them  to  do. 

'.  A  moderate  percentage  of  the  expai 
steam  cannot  be  used,  for  the  connect] 
r  the  crank  pins  out.  The  exhaust  is  cl 
ic  to  avoid  this,  and  the  power  of  engin 
"v  annoying   feature  of  the   steam  loa 
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Selection  of  Equipment 

The  type  of  motors  being  fixed  upon,  the  actual  horse 
power  to  be  installed  on  locomotives  or  cars  is  deter- 
mined by  consideration  of: 

1.  Schedule  speed. 

2.  Number  of  miles  between  stops. 

3.  Rate  of  acceleration. 

4.  Maximum  speed. 

5.  Weight  of  trains. 

6.  Grades  and  curves  of  track. 

The  New  York  Central  demanded  for  its  through  traf- 
fic a  locomotive  which  must  be  capable  of  running  from 
Grand  Central  Station  to  Croton  (34)  miles  hauling  a 
total  train  weight  of  435  tons  in  44  minutes  without  a 
stop.  To  attain  on  a  tangent  track  with  this  train  a 
speed  of  not  less  than  60  M.  P.  H.  Speed  in  excess  of 
65  M.  P.  H.  under  these  conditions  not  desired. 

To  be  able  to  pull  a  train  of  875  tons,  making  same 
schedule  speed  as  is  at  present  made  with  steam  locomo- 
tives. 

Let  us  ourselves  roughly  design  a  locomotive  and  see 
how  things  turn  out. 

Required  the  weight  and  horse-power  of  an  electric 
locomotive  capable  of  hauling  itself  and  8  cars  of  65  tons 
each  up  a  Ij54%  grade  at  50  M.  P.  H.,  at  the  same  time 
rounding  a  curve  of  2  degrees ;  also  capable  of  starting 
this  train  from  a  station  on  a  tangent  and  level  track,  in 
a  less  time  than  the  present  steam  locomotives. 

To  haul  a  train  we  must  overcome  the  ixveXAOxv  vcv  \qn\t- 
nal  boxes  and  between  wheels  and  raWs;  \Vve  ivt  t^^\^'^ 
ance  and  the  side   thrust  of  curves.     VJe  Tav\sX.  ^Vi 


■nil  required  for  the  tram  ihluu.. 

;  I J  articular  speed  in  question, 
Rj  grade  needs  20  pounds  per  ton. 
urve  needs  0.7  pounds  per  ton. 
)  M.  P.  H,  needs  13  pounds  per  ton. 
Bence  for  our  conditions  we  need 

■"or  grade  1^4X20=30.0  lbs.  per  t<Mi. 
For  curve  2X0.7^  1.5  lbs,  per  ton. 
For  speed  =13     lbs.  per  ton. 

Total 44-S  lbs.  per  ton. 

i  cars  at  65  tons^520  tons, 

J  The  pull  required  at  the  draw  bar  of  I 
111]  I>e  44.5X520^24,000  lbs.  draw  bar  p 
J  Tlic  locomotive  must  brace  its  feet  (di 
ftic  road  bed  (railb),  and,  having  no  hoofs 
■velop  its  grip  by  pure  friction.  Usui 
-  .4.„i  rails  erip  with  only  '/^  the  weij 


STEAM  OR  ELECTRIC  TRACTION  589 

itself.  The  tractive  force  to  be  exerted  at  the  rail  head 
will  be  24,000+3,600  or  28,000  lbs.  in  order  to  haul  the 
total  train  weight  of  520+8o==6oo  tons.  There  will  be 
24,000  lbs.  draw  bar  pull  exerted  to  haul  the  coaches. 

The  horse  power  to  be  installed  in  this  locomotive  un- 
der the  given  conditions  will  be  the  same  as  if  it  were 
steam  driven,  f.  e.j  $  H.  P.  per  ton  of  train  or  5X600= 
3,000  H.  P. 

If  this  locomotive  can  accelerate  a  train  from  a  stop  on 
a  level,  straight  track  faster  than  a  steam  locomotive,  it 
will  be  satisfactory. 

It  takes  90  lbs.  per  ton  to  increase  speed  at  rate  of  i 
M.  P.  H.  P.  S.  on  this  kind  of  track.  The  tractive  effort 
of  the  locomotive  is  28,000  lbs.,  and  dividing  by  train 
weight  600  tons  gives  46  lbs.  per  ton  to  start  train  on 
level.  46  is  half  of  92,  so  we  can  accelerate  at  J^  M.  P. 
H.  P.  S.,  which  beats  a  steam  locomotive. 

The  35  locomotives  which  the  General  Electric  Com- 
pany, aided  by  the  American  Locomotive  Company,  built 
to  fit  these  requirements  were  found  to  weigh  100  tons 
^nd  the  power  installed  was  four  550  H.  P.  motors  or 
2,200  H.  P.  in  all.  These  motors  are  capable  of  deliver- 
ing 3,000  H.  P.  continuously  for  long  periods  of  time. 

Since  the  conditions  of  speed,  grade,  and  curve  in  this 
problem  do  not  occur  very  often  at  the  same  time,  nor 
^ven  then  for  long  periods,  this  motor  equipment  is  suf- 
ficient.  • 

A  view  of  this  locomotive  is  given  in  Fig.  361. 
The  principal  dimensions  of  the  locomotive  and  other 
^ata  regarding  it  are  given  below,  and  for  sake  of  co\?£Nr 
j>arison,  the  corresponding  dimensions  oi  ^  s\aLaA.^T^\v\^ 
^peed  steam  locomotive  of  the  Atlantic  type  ^.xe  pxvcvve^ 
jM  a  parallel  column. 
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;OMPARATIVE     DATA     OF     ELECTRIC     AND 

STEAM  LOCOMOTIVE. 

ELECTRIC. 


No.  of  driving  wheels    . 

•            • 

8 

No.  of  truck  wheels 

•            • 

4 

Weight    . 

•            • 

95  tons. 

Weight  on  drivers    . 

•            • 

68    ** 

Wheel  base,  driving 

•            • 

13  ft 

**     total     . 

•            • 

27" 

Max.  tractive  ^ower  (dra>\ 

-bar  pull)   . 

34,000  lbs. 

Tractive  power  per  ton  en 

^ine  weight 

830    " 

W^heels,  driving . 

•                         • 

44  in. 

"        engine  truck 

•                        • 

86  " 

STKAM. 


No.  of  driving  wheels 

• 

4 

No.  of  truck  and  tender  wheels. 

14 

„,  .   ,  ^  [Engine,  100  tonsl 
^^'8ht  l^ender.    61     "    ) 

. 

161  tons. 

**          on  drivers 

• 

55     ** 

W^heel  base,  driving 

• 

7  ft. 

"        **     engine 

• 

37  ft.  9  in. 

**         **      engine  and  tender 

• 

53  ft.  8  in. 

Maximum  tractive  power. 

• 

27,500  lbs. 

Tractive  power  per  ton  engine  weight 

171  lbs. 

Wheels,  driving . 

• 

79  in. 

**        engine  truck 

• 

"^^  ^^ 

*•        trailing 

• 

^Q  ^^ 

"        tender 

'Sfe  ^^ 

Normal  rated  power 
Maximum  power 
Speed  with  500-ton  train 
Voltage  of  current  supply 
Normal  full  load  current 
Maximum  full  load  current 
No.  of  motors 
Type  of  motor.    . 
Rating  of  each  motor 


a 

8 


4 


is  most  interesting  to  note  the  differer 
below : 


:h  over  all 

weight  (including 
der  for  steam  loco- 

tive 

entrated  weight  on 


Steam. 


67  f'c  7^ins. 


842,000  lbs. 


Electric. 


86  ft.  IIX  in 


200,500  Ibft. 
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I'^igT-  362  shows  the  comparative  distribution  of  weight 
for  electric  and  steam  locomotives. 

The  New  York  Central  demanded  motor  cars  which 
would  be  able  to  improve  the  general  suburban  traffic  con- 
ditions, and  practically  asked  for  the  best  equipment 
which  could  be  furnished  them. 


s 


!§g>  0(g)(TYD  ^ 


is       iS       is 
i»»       •►?       •»• 

8  |8  IS 
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141.000  Ite    — »l  ^ 

TMU  WtliiitJLmMttw  O^y.  S1S,000  Iba- 


-GiVmI  TotalXoconoUTe  Complete  9lt/)00  Iter 


^ 


DIAGRAM  OP  COMPARATIVE  WEIGHT  DISTRIBUTION 
BUECTRIC  AND  STEAM  LOCOMOTIVES 

Pig.   862. 

This  resulted  in  the  building  of  125  steel  cars  (Fig. 
363)  shown  in  end  view  by  Fig.  364,  \\\\\c:Vv  ^x^  ^nxr.^ 
with  the  Sprague-General  Electric  mu\l\p\^  wxCvc  ^n%v^^ 
0/  control,  known  also  as  Typ^  M  cotvlroV. 


c— s?i;;^is=-^" 
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inch.  There  are  five  tons  of  electrical  equipment  on  each 
car  besides  the  motors.  They  can  accelerate  at  rate  of 
1.25  miles  per  hour  per  second  and  attain  a  maximum 
speed  of  52  miles  per  hour. 

A.  C.  or  D.  C.  TRACTION. 

The  question  as  to  which  is  the  best  A.  C.  or  D.  C. 
systems  of  traction  should  not  be  one  of  heated  argument, 
as  it  often  is;  but  rather  one  of  plain  presentation  of 
facts,  and  the  drawing  of  a  logical  conclusion  from  them. 

For  some  circumstances  an  A.  C.  system  is  the  proper 
solution  of  the  problem ;  for  others  a  D.  C.  system  is  best ; 
while  in  still  other  situations  nothing  but  a  combined 
A.  C.-D.  C.  system  will  do  the  work. 

The  general  advantages  and  disadvantages  of  each  sys- 
tem will  be  g^ven  and  a  few  general  conclusions  drawn. 

A,  C,  System, 
Advantages : 

(i)  A  high  voltage  may  be  used  allowing  use  of  small 
feeders  and  trolley  wires. 

(2)  Distance  between  power  houses  may  be  great, 
hence  only  a  few  are  needed.  Several  large  power  houses 
are  cheaper  to  build  and  operate  than  a  greater  number 
of  smaller  ones. 

(3)  The  control  of  speed  of  train  is  by  ''potential  con- 
trol ;'  this  is  cheapest  method. 

Disadvantages: 

(i)  The  trolley  must  be  an  over-head  systetvv.  XVv^ 
conductivity  of  a  third  rail  for  A.  C.  \s  \o>n.  i 


V 


To  develop  same  power  on  A.  C  frc 
it  of  motor,  as  could  be  done  on  D.  C 
it  of  material,  motors  must  be  cooled 

helps  to  keep  dust  out.) 

Not  adapted  to  freight  pusher  work  i 
annot  stand  still  and  push. 

D,  C,  Systems. 

Straight  D.  C.  or  A.  C,  Transmissi 

stages :    All  D.  C.  systems : 

I  Train  gets  up  to  speed  very  rapidly. 

^vantages: 

I  Power  is  delivered  to  train  at  6oo  vol 
rolley  (if  used)  are  large. 
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A,  C.  Transmission,  D.  C,  Utilisation. 

Advantages : 

( 1 )  Transmission  by  A.  C.  high  voltage  is  cheap. 

(2)  Few  power  houses  required. 

(3)  D.  C.  motors  used  have  good  acceleration,  f.  e,, 
get  up  to  speed  quickly. 

Disadvantages : 

(i)  Rotary  converters  must  be  used. 

Conclusions. 

It  seems  from  this  summary  that  when  getting  up  to 
full  speed  quickly  is  desired,  the  D.  C.  motor  should  be 
used.  For  any  economy  A.  C  transmission  should  be 
used. 

Let  us  see  if  the  quick  "get  away"  from  stations  is  of 
much  importance  to  the  operation  of  a  railroad. 

The  technical  name  for  rate  of  speed  increase  is  accel- 
eration. By  this  I  mean  the  increase  in  speed  in  miles 
per  hour  which  occurs  every  second  from  the  start  from 
rest  until  the  train  reaches  its  maximum  speed. 

If  a  train  pulls  out  of  a  station  and  steadily  increases 
its  speed,  finding  itself  going  at  50  M.  P.  H.*  203  sec- 
onds later,  it  is  evident  that  each  second  it  went  0.246 
M.  P.  H.  faster  than  the  previous  one,  for  0.246X203=50. 

If  some  other  train  accelerates  at  the  rate  of  0.394  M. 
P.  H.  per  second,  it  will  take  127  seconds  to  attain  a 
speed  of  50  M.  P.  H. 


*M*  P.  H.«-Mile8  per  hour. 


I  great  virtue  of  an  electrically  driv< 

is  its  ability  to  accelerate  rapidly. 

r  example,  let  an  electric  train  be  capab 

at  rate  of  0.4  and  a  steam  train  at  0.21 
Suppose  both  can  run  at  a  maximum  of 

:)  higher.    They  start  together  at  a  sta 
I  next  station  three  miles  away, 
e  steam  train  takes  200  seconds  to  arriv 
id  therefore  moves  200  seconds  at  an  a 

M.  P.  H.  or  36.6  F.  P.  S.,  and  in  getting 
sses  over  200X36.6  or  7,320  feet.  Al 
ior  stopping  train,  there  arc  6,020  feet  t 
.  P.  H.  or  73.2  F.  P.  S. 

2-^6,020  gives  82  seconds. 

le  stop  will  take  67  seconds. 

Total  Time — Steam  Train. 
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Total  Time — Electric  Train, 

125  seconds  accelerating  over 4?575  ^^^t 

120  seconds  free  running  over 8,765  feet 

67  seconds  braking  over 2,500  feet 

312  seconds  15,840  feet 

5  min.  12  sees,  for  3  miles. 

The  difference  in  time  is  37  seconds  in  favor  of  the 
electric  train. 

In  a  suburban  run  of  33  miles  with  stations  every  3 
miles,  this  saving  of  time  is  repeated  11  times  and  the 
gain  in  schedule  time  for  the  run  is  6^  minutes. 

This  is  assuming  what  is  quite  true;  that  curves, 
grades,  slow  downs  for  signals,  stops  at  stations,  will 
equally  affect  each  train. 

When  the  stations  are  closer  together  the  saving  is 
even  greater.  For  a  two  mile  interval  the  log  of  runs 
works  out  as  follows : 


Total  Time — Steam  Train, 

200  seconds  accelerating  over 7,320  feet 

10  seconds  free  running  over 740  feet 

67  seconds  braking  over 2.500  feet 

277  seconds 10,560  feet 

4  min.  37  sees,  for  2  miles. 


CI^UliNao     »,.-- 


ieconds •••• 

minutes  for  2  miles. 

ain  for  electric  train,  37  seconds. 

I  a  run  of  34  miles  with  two  mile  stati 
e  would  be  a  clear  gain  of  loyi  minute 
ration. 

To  show  that  this  is  not  a  mere  paper  1 
/wing  Fig.  365.    This  run  took  place  last 
»hawk  Division  of  the  New  York  Cen 
yatts,  just  west  of  Schenectady.    The  two 
:h  of  six  cars  of  equal  weight.    The  electri 
is  No.  6000  and  the  steam  locomotive  Na  : 
e  standing  start  No.  6000  accelerated  the  r 
id  at  1,500  feet  from  the  starting  point  thl* 
as  taken.    Three  and  a  half  minutes  after 
ooo  was  2,500  feet  ahead. 

-  4.Unf  for  suburban  s< 


Acceleration  Tei 


Notice  that  the  longer  the  runs  between  stations,  the 
f  nearer  the  schedule  speed  approaches  the  maximum  speed 
I  which  is  attained  during  free  running. 

However,  the  whole  story  between  D.  C.  and  A.  C. 
I  motors  in  suburban  service  is  not  yet  to!d. 

Locomotives  making  an  acceleration  of  0.4  or  with 
.  trains  of  0.5   M.  F.  H.  P.  S.   are   worthless 


lbl« 


controlled  as  easily  as  a  single  cai. 
certain  timidity  is  felt  about  bringing 
Z,  circuit  down  through  a  car  full  of  p 
X)  volts  is  all  the  engineers  have  sere 
rage  to.    But  at  3,000  volts  the  A.  C.  s; 
its  advantages  as  regards  low  cost.    It 
.n  D.  C.     It  being  understood  that  in  A. 
its  are  reduced  in  sub-stations  to  3000  fc 
D.  C.  case  1 1000  volts  A.  C.  are  reduc< 
)ns  to  600  D.  C.  for  third  rail. 
Hence  we  must  compare  D.  C.  motor  car 
celeration  to  A.  C.  locomotive  draw^n  tra; 
-deration. 

I  think  it  will  be  seen  that  systems  using 
1  the  present  state  of  the  art  are  not  suitaJ 
<an  service  on  steam  roads. 

It  will  be  equally  obvious  that  for  expr* 
Tunk  lin^  operation,  the  simplicity  of  the 
system   with    nooo  volt  trolley  and  loco 
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heavy  enough  to  get  the  requisite  adhesion,  without 
breaking  down  all  the  bridges. 

Such  a  locomotive  would  need  200  tons  on  its  drivers. 
No  existing  bridges  could  stand  the  strain. 

But  if  we  take  a  600  ton  train  of  cars,  the  weight  being 
distributed  can  be  borne.  By  putting  the  motors  on 
trucks  at  one  end  of  each  car  we  get  half  the  weight  or 
300  tons  for  adhesion,  which  is  more  than  is  needed. 

Motor  car  trains  are  then  a  necessity  for  suburban 
trafiic. 


le  control  of  speed  of  train  is  by  mea 

r,  which  throws  grids  of  resistance  i 

•r  circuits  for  D.  C.  motors;  connects  i 

It  taps  of  the  transformer  for  A.  C.  i 

changes  the  relations  of  armature  and  fi 

.'ither  A.  C.  or  D.  C.  motors. 

control  with  resistances  alone  must  b 

e  is  but  one  motor,  as   in  some  mine 

motives.    This  is  called  rhcosiatic  contn 

^hen  there  are  two  motors  we  may  p 

?s,  giving  each  motor  250  volts,  for  hal 

I  in  parallel,  giving  each  motor  full  vol 

!d. 

-cceleration  is  controlled  by  use  of  gric 
le  of  cast  iron,  shown  in  Fig.  366.     T 
;he  circuit  at  start  by  controller  and  cu 
while  accelerating  to  full  series;  they 
)  the  circuit  with  the  two  motors  in  paral 

<        ..~4.:i  •>-,^f^^c  OT-A  in  full  n; 
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The  series-parallel  control  is  the  most  familiar  to  us, 
for  the  two  K  controllers  ^own  in  Figs.  367  and  368 
are  regular  equipment  on  many  interurban  lines. 


Fig,  366,      Cast  Iro 


The  letter  K  designates  a  controller  which  never  opens 
the  circuit  from  time  motors  are  started  til!  they  are  in 
full  parallel  or  multiple  (two  names  for  same  thins). 

For  very  heavy  equipments  the  K  co^^UoWeY  \.^>;*  '^'« 
form  of  Fi^.  369,  w/iere  the  cylinder  \s  ^eiir  (Vw^'^.- 

The  letter  L  used  in  connection  w\tV\  tomtoWc^^  t«^' 


i;li;cthic  [{.vu.RnADiNG 

nying  iiitilcirs    from    full  series  to  parallel 
'  tlic  cirniit  is  momentarily  opened.     Fig. 
1  a  controller. 

for  electrical  braking  the  letter  B  is  used 
le  type  of  controller.     See  Fig.  371. 
\vs  the  electrical  connections  made  by  a  K 

two  motors. 

of  a  controller  are  the  positions  of  handle 
g  pawl  drops  into  notches  on  a  plate  so 
iiandle  against  vibration  or  slight  pressure. 
e  named  resistance,  running  and  transition 

notch  is  one  where  some  resistance  is  in 
shonld  only  be  used  for  very  short  periods 
t  not  only  wastes  power  to  use  them,  but 

resistance  grid  red  hot  may  warp  it  or 
irt  a  fire. 

SVSTEilS  or  C0.VTBOL 


SVSTEMS  OF   CONTROL 


Fig.    371.      B  CoDtraller. 


■ 

^^^^^1 

ELECTRIC  RAILROADING 

CQNTnoiUESS 

— mn-o-Wr-o-AWv- 
-S^im-o-W/v-o-WA- 
-miho-^Mvo-WA- 
-^sii-o-WA-o-WA- 

■ 
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Fl|.  BTS.     Bchame  or  K  Control  wltb  Pour  Uoton. 
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[n  other  cases  the  controller  merely  arranges  contacts 
ich  energize  circuits  to  electro-magnetically  operated 
itches   called   contactors;   or   electfo-magnetic  valves 


ARMATURES 


DRAKE 
SiiOES 


Cn 


Hlih 


FIELDS 


RESISTANCE 


CROUNb 


CONNECTIONS  FOR  ELECTRIC  BRAKE 
B|3  AND  B.3  CONTROLLERS 


GROUNO 


ARMATURES 


BRAKES 


FIELDS 


rO^ 


cnouNQ 


CONNECTIONS  FOR  ELECTRIC  BRAKES 
B«  AND  B„X:ONTROLLERS 


GROUND 


Fig.  375.     Scheme  of  Electrical  Braking  Connections. 


e  operated  which  in  turn  operate  pneumatic  cylinders, 
le  push  rods  from  these  cylinders  open  and  elos^  \.Vsfc 
'itches.      Controllers  of  this   class   are   caX\e^  Ywaslct 
ntrollers. 


I 


iJiU  ELEtTKlC  UAILKUAUING 


(od  armature  leads  of  llie  motors  to  give  the  desired 
tircctioii  of  movcmenl  to  the  car.  Dotii  the  contactors 
md  reverser  are  operated  by  solenoids,  the  operating 
airrent  for  which  is  admitted  lo  them  by  the  master  ) 
SmtroUer. 


Elecirle  Control. 


j_Each  motor  and  trail  car  is  equipped  with  train  cable 
Kisisting  of  nine  or  ten  individually  insulated  conduc- 
p-s  connected  to  corresponding  contacts  in  coupler  sock- 
Is  located  at  each  end  of  the  car.    This  train  cable  is 


carrying  current  suppiicu  u» 
,er  controller  form  tlie  "control  circui 
irreiit  for  the  motors  form  the  "mo 


II 
nasniuch  as  the  motor  controller  oper 
■nectcd  to  this  control  train  line,  it  ' 
Ited  tliat  energizing  the  proper  wires  by 
■ster  controller  on  the  train  will  simult 
I  corresponding  contactors  on  all  the  ni 
liultaneously  establish  similar  motor  con 
t 
fd. 
latf* 


Advantages. 


I  The  Sprague-General  Electric  Type  N 

i  a  train  of  motor  cars  and  trailers  1 

single  unit  froiTi  any  master  controlle 

desired,  a  master  controller  can  be  p 

Blatform  of  trail  cars,  thereby  providing  fo 

1  from  any  platform.    With  thii 
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be  immediately  cut  off  from  the  entire  train,  thus  dimin- 
ishing the  danger  of  accident  in  case  the  motorman  should 
suddenly  become  incapacitated. 

The  system  will  operate  at  any  line  potential  between 
300  volts  and  600  volts,  and  the  action  of  all  contactors 
is  absolutely  reliable  and  instantaneous. 

On  heavy  equipments  the  effort  of  the  motorman  in 
operating  the  master  controller  is  so  much  less  than  that 
required  to  handle  a  large  cylindrical  controller  that  he 
can  give  more  attention  to  the  air  brakes  and  other  parts 
of  the  equipment,  especially  in  cases  of  emergency. 

The  approximate  total  weight  per  motor  car  of  control 
equipments,  exclusive  of  supports,  is  2.500  pounds  for 
300  H.  P.  of  motors. 

The  approximate  weight  of  the  apparatus  for  each  trail 
car,  which  comprises  train  cable,  coupler  sockets  and 
connection  boxes,  is  100  lbs. 

In  many  cases  it  will  be  found  advantageous  to  antici- 
pate the  future  growth  of  an  interurban  road  by  equip- 
ping each  motor  car  with  Type  M  Control.  In  these 
cases  it  will  be  easy  to  change  from  single  car  to  train 
service  whenever  warranted  by  traffic  conditions. 

The  position  of  the  handle  on  that  master  controller 
which  the  motorman  is  operating  always  indicates  the 
position  of  motor  control  apparatus  on  all  cars. 


Contactors. 

The  contactors  are  the  means  of  cutting  in  and  out 
the  various  resistances,  of  making  and  breaking  the 
main  circuit  between  trolley  and  motors,  and  of  change 
from  series  to  parallel  connection. 
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will  disrupt  the  motor  circuit  under  conditions  far  ex- 
ceeding normal  operation.  In  closing,  the  copper  tips 
come  together  with  a  wiping  action,  which  cleans  and 
smooths  their  surfaces. 

All  contactors  in  an  equipment  are  practically  identi- 
cal, and  the  few  parts  which  are  subject  to  burning  and 
wear  are  so  constructed  as  to  be  readily  replaceable. 

In  order  to  save  space  and  eliminate  interconnections 
as  much  as  possible,  several  contactors  are  mounted  on 
the  same  base  (Fig.  379).  The  contactors  should  prefer- 
ably be  located  under  the  car,  and  boxes  are  therefore 
supplied  which  facilitate  installation,  protect  the  con- 
tactors from  brake-shoe  dust  and  other  foreign  material, 
and  provide  the  necessary  insulation.  These  boxes  are 
built  with  perforated  openings  for  ventilation,  but  shields 
are  supplied  for  closing  these  perforations  whenever 
desirable. 

Rcverser, 

The   general   design   of   the   reverser    (Fig.    380)    is 
Somewhat  similar  to  the  ordinary  cylindrical  motor  re- 
'^ersing  switch  with  the  addition  of  electro-magnets  for 
throwing  it  to  either  forward  or  reverse  position.     In 
Sreneral  construction,  the  operating  coils  are  similar  to 
^hose  used  on  the  contactors,  but  in  order  to  secure  abso- 
*^te   reliability'  of  action  in  throwing,  the  coil  is  given 
^'^II  line  potential.     The  reverser  is  provided  with  small 
■^^gers  for  handling  control  circuit  connections,  and  when 
^^  throwsy  the  operating  coil  is  disconnected  ixovcv  ^xovvcA 
^^d  is- placed  in  series  with  a  set  of  conlacVot  co^'=>-  'Ccvsx'^ 
^^tting  the  operating  current  down  to   a    s^ile  tvvcvcvvcv^ 
^lue.     These  coils  are  protected  by  a  iuse,  nv\vvc\^  ^ 


immediately  open  the  circuit  if  the  reverser  fails  to 
throw.  If  the  position  of  the  reverser  does  not  corre- 
spond to  the  direction  of  movement  indicated  by  the 
reverse  handle  on  the  master  controller,  the  motors  on 
that  car  cannot  take  current.  Wliile  the  motors  are  tak- 
ing current  the  operating  coil  is  energized,  and  the  elec- 
trical circuits  are  interlocked  to  prevent  possibility  of 
throwing. 


The  master  controller  ( Fig.  378)  is  considerably  small- 
er than  the  ordinary  .street  car  controller,  but  is  similar  1 
in  appearance  and  method  of  operation.  Separate  power  1 
and  reverse  handles  are  provided,  as  experience  has  led  I 
to  the  adoption  of  this  arrangement  in  preference  to  pro-  J 
viding  for  the  movement  of  a  sing'le  handle  in  opposite.J 
directions. 
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An  automatic,  safety,  open-circuiting  device  is  provided 
whereby,  in  case  the  motorman  removes  his  hand  from 
the  master  controller  handle,  the  control  circuit  will  be 
automatically  opened  by  means  of  auxiliary  contacts  in 
the  controller,  which  are  operated  by  a  spring  when  thr, 
button  in  the  handle  is  released.  This  device  is  entirely 
separate  and  distinct  in  its  action  from  that  of  the  main 
cylinder.  Moving  the  reverse  handle  either  forward  or 
backward  makes  connections  for  throwing  the  reverser 
to  either  forward  or  backward  position.  The  handle 
can  be  removed  only  in  the  intermediate  or  off  position. 
As  the  power  handle  is  mechanically  locked  against  move- 
ment when  the  reverse  handle  is  removed,  it  is  necessary 
for  the  motorman  to  carry  only  this  handle  when  leaving 
the  car. 

When  the  master  controller  is  thrown  off,  both  line 
and  ground  connections  are  severed  from  the  operating 
coils  of  important  contactors,  and  none  of  the  wires  in 
the  train  cables  are  alive. 

The  current  carried  by  the  master  controller  is  about 
2.5  amperes  for  each  equipment  of  400  H.  P.  or  less. 
This  small  current  carrying  capacity  permits  a  compact 
construction,  and  the  controller  weighs  only  130  lbs. 


Master  Controller  Suntch. 

A  small  enclosed  switch  with  magnetic  blow-out  is  used 
to  cut  off  current  from  each  master  controller,  and  is 
supplied  with  a  small  cartridge  fuse  enclosed  in  the 
same  box.  When  this  switch  is  open  all  current  is  ait 
off  from  that  particular  master  controller  which  it  pro- 
tects. 
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Control  Cable. 

ible  cable,  made  up  of  differer 
.ilated  conductors,   is  used   for 
ifvc-r   possible,   to  make   connei 
js  pieces  of  control  apparatus. 

Coniifclioii  Box. 

'xes  are  provided  for  connecting 
■s  at  junction  points  without  spl 
■miiials  are  supplied  for  attachi 
viiliial  conductors. 

Control  Couplers. 

SPHAOl'E  COffTSOL 


On  each  car  several  small  enclosed  fu&es  arc  placed 
in  the  control  circuit  at  soeh  jwints  as  lo  effectively  pro- 
tect the  apparatus. 


r™'i 


Fig.  iil.     Cnual  K 


Coiitrot  Rheoflat. 

While  starting  car,  tubes  of  3  bv^  . 
are  connected  in  series  with  tV     . 
down  the  operating  cummi  a,  -. 
that  for  the  running  pOMiioas  ,  j  __ 
rheostat  is  enclosed  in  a  ^xa  rm  - 
Fiff.  .181. 
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Circuits, 

The  motor  circuit  is  local  to  each  car,  and  on  the  first 
point  the  current  on  entering  from  the  trolley  or  third 
rail  shoe  passes  through  the  following  pieces  of  appara- 
tus in  the  order  named:  main  switch  and  fuse,  con- 
tactors, resistances,  reverser,  motors ;   thence  to  ground. 

In  the  control  circuit,  the  course  of  the  current  from 
trolley  to  ground  is  through  the  master  controller  switch 
and  fuse,  the  master  controller,  connection  box,  to  the 
cut-out  switch.  From  the  cut-out  switch  the  current 
passes  through  the  control  cable  to  the  operating  coils 
of  the  reverser  and  contactors,  and  thence  through  fuses 
to  ground. 

Automatic  Features. 

The  apparatus  described  is  used  with  the  standard 
equipment  for  hand  control.  If  automatic  features  arc 
desired  they  can  be  installed.     See  Lesson  36. 

Wiring  Diagram. 

A  diagram  of  the  wiring  of  apparatus  shown  in  Fig. 
376  will  be  found  in  Fig.  382. 


1 
LESSON    36. 

■  UTOMATIC   ACCKLERATION. 

■ms  of  control  the  closing  and  opening 
1  imisiin  \vitli  tlie  movement  of  iiie  con- 
disadvantages.     In   the   first  place  the 

too  rapid  movement  of  the  handle  gives 
cnt  too  fast,  which  results  in  the.  car 
t.  causing  a  waste  of  current  and  dis- 
■.engers.     Secondly,  the  motorman   may 

■tan  train  ton  ■;lo\vly  and  thus  spoil  the 
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the  spring,  causes  it  to  turn  the  main 
peed  of  this  main  drum  is  regulated  b)' 
operated  by  the  current  passing  through 

383  is  the  button  which  must  be  held 
les  when  motors  are  receiving  power, 
owed  to  rise  it  will  allow  the  auxiliary 
make  upper  contact,  thus  cutting  power 
vhile  at  same  time  through  the  medium 

at  3  (hardly  visible  in  figure)  and  a 
4.,  giving  the  emergency  application  of 

is  at  "Off"  the  button  may  be  let  up 
J  brakes, 
-k  Central  automatic  acceleration  is  not 

AUTOMATIC   ACCKLKKATION 


(>; 


coil  M  and  carries  four  plates  A,  B,  C  and  D.  A  seri< 
of  contacts  as  shown  by  'the  little  black  circles  are  a 
ranged  as  in  the  diagram. 

The  two  control  wires  i  and  2,  are  connected  to  trc 
ley  and  energized  through  the  controller.     Wi   is  tl 
up  and  W2  is  the  hold  up  wire. 


tt4.     Diagram  of  Wiring  and  Interlocks  for  Automatic  Acceler 

tion. 


The  contactor  marked  S  is  shut  and  the  one  marke 
O  is  open. 

By  reference  to  O  you  will  understand  how  S  w* 
closed,  in  the  following  manner. 

Current  comes  through  \Vi  and  passes  through  tl 
B  contacts  down  through  the  coil  M  and  along  \V2  1 
the  next  contactor. 
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r  now  closes  and  a  reference  to  S  will 
mains  closed. 

)U£hccl  the  plates  up  and  out  of  contact 
and   into  contact  with  A  and   C.     The 
Vi    now  passes  through  the  A  contacts 
next  contactor,  where  it  "picks  it  up." 
10W  in  the  \V2  circuit  by  means  of  the 
is  "held  up," 

Wi  is  always  closed  either  through  the 
tacts  of  some  contactor.    When  passing 

contacts  of  a  shut  contactor  it  simply 
li  next.     When  passing  through  the  B 
■picking   up"   the    contactor    for    it   goes 

M  in  passing  on  to  the  next  contactor. 

VVa  is  always  closed  either  through  the 
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The  contactors  are  operated  from  a  controller  with 
four  notches  forward  and  two  backward.  There  is  no 
reverse  lever. 

The  controller  handle  will  stay  at  the  off  position, 
but  at  no  other  unless  held  there,  as  a  spring  acts  against 
the  engineer  whether  handle  is  moved  forward  or  back- 
ward. 

This  is  a  safety  device  which  cuts  off  the  power  if 
the  engineer  becomes  disabled  or  careless.  There  is  a 
button  on  the  handle  which  when  the  handle  is  in  the 
off  position  is  idle,  but  to  start  the  train  in  order  to 
ge!t  power  to  the  motors  it  must  be  pushed  down  and 
kept  down  as  the  handle  is  moved  around. 

When  the  handle  is  returned  to  the  off  position  in 
making  an  ordinary  stop  this  button  is  released  but  does 
nothing  except  cut  off  power  from  the  controller,  which 
has  already  cut  power  off  from  the  motors. 

Should  this  button  be  allowed  to  rise  when  handle  is 
in  any  on  notch  the  emergency  brake  will  be  set. 

The  notches  of  the  controller  are  named: 

FORWARD. 

1.  Switching.  3.  Lap. 

2.  Series.  4.  Parallel. 

REVERSE. 

I.  Switching.  2.  Series. 

When  the  controller  is  moved  to  N.   i   Forward  the 
reverser  is  thrown  to  the  forward  runtvltv^  ^o'saNaoyv,  -axA 
contactors  are  closed  placing  the  motois  \tv  se\:\Q.^  ^nv"^ 
7/  resistance  in. 
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slow  Speed  for  moving  about  the  yards, 
Lhe  iike.     It  is  also  your  first  speed  in 

This  speed  must  not  be  used  very  iong 
the   resistances  will  heat.     The  proper 
the  train  is  to  put  on  the  switching  speed 

or  if  that  won't  take  you  then  throw 
otch,  shut  off  and  coast, 
"ive    contactors    are    now    automatically 
:cession.  separated  by  a  sufiRcient  time  to 
lo  accelerate  at  ij4  M.  P.  H.  P.  S.    This 
tween  the  contactor  closings  is  regulated 
relay. 

■perations  arc  finished  the  motors  are  in 
:>ut  resistance, 
om  N  2  to   N  3  there  is  a  bridge  con- 

I   side   al  Usloc    La   i''ls- 
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I'or  several  years  engineers  have  been  working  on 
this  prohlcni,  and  have  developed  a  type  of  alternating 
current  equipment  suitable  for  general  traction  work. 

The  activity  displayed  in  Europe  in  adapting  the  three- 
phase  alternating  current  motor  to  the  conditkins  of 
railway  service  lias  never  been  fully  shared  by  American 
enpnecrs,  due  to  the  limitations  of  the  multiphase*  in- 
duction motor.  The  development  of  the  sit^le-phase 
compensalcd  motor  (with  a  commutator)  with  its  in- 
herent fitness  for  traction  work  has  attracted  very  wide 
attention  among  railway  interests,  and  work  of  a  prac- 
tical nature  has  been  actively  pushed  on  both  sides  of 
the  Atlantic.  Considerable  importance  is  therefore  at- 
tached to  the  operation  in  regular  service  of  single-phase 
alternating  current  motors.  Its  commercial  possibilities 
arc  largely  due  to  the  fact  that  the  motors  operate  with 
alternating  current  power  outside  the  city  limits  and 
with  direct  current  power  inside  the  city  limits. 


Alternating  Current  Motor, 

The  alternating  current  motor,  Fig.  385  and  Fig.  386, 
is  of  the  "compensated"  type,  so  named  on  account  of 
the  character  of  the  field  winding,  which  fully  neutralizes 
or  compensates  for  the  armature  reaction.  Both  the  com- 
pensated motors  and  control  are  adapted  for  operation  on 
the  2,000  volt  alternating  current  trolley  between  cities 
and  the  standard  600  volt  direct  current  trolley  in  cities. 
This  ability  of  the  compensated  motor  equipments  to  run 
over  tracks  equipped  \n\\.Vv  ^vtVv^r  alternating  current  or 


♦Another  word  for  po\ypV\^^^. 
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Fig.  3SS.     TG  II.  P,  Series  Compensated  Motor.     Pinion  End. 


,-^ 


tlm-    386.      Car   Axle    Side 


of    Motor    In    P\K- 
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direct  current  trolley  makes  their  field  of  application  very 
broad,  as  the  cars  can  secure  all  the  benefit  of  running 
over  existing  city  tracks  without  in  any  way  sacrificing 
their  running  qualities  upon  suburban  sections  equipped 
with  alternating  current  trolley. 

The  alternating  current  motor,  with  its  inherent  ad- 
vantages of  high  voltage  distribution,  is  eminently 
adapted  to  replace  the  steam  locomotive  on  either  high 
speed  passenger  or  heavy  freight  haulage  work ;  and  as 
the  compensated  type  of  motor  is  perfectly  adapted  to 
operate  on  both  alternating  current  and  direct  current 
trolley,  the  alternating  current  motors  must  be  consid- 
ered a  large  factor  in  future  suburban  railway  systems. 
The  compensated  motor  is  essentially  a  variable  speed 
motor,  differing  in  this  respect  from  the  multiphase  in- 
duction motor,  whose  constant  speed  characteristics 
proved  so  serious  a  handicap  to  its  successful  adoption 
in  railway  work.  The  characteristics  of  the  compensated 
motor  arc  vcrv  similar  to  that  of  the  direct  current  series 
motor,  while  its  commutating  qualities  and  method  of 
control  prove  equally  satisfactory. 

The   truck   with   two   75   H.  P.   motors  is   shown  in 

Fig.  387. 

The  A.  C.  compensated  motor  consists  of  an  annular 
laminated  iron  field  with  a  winding  similar  to  that  of  an 
induction  motor,  and  an  armature  provided  with  a  com- 
mutator similar  in  general  mechanical  construction  to  a 
direct  current  railway  motor  armature.  These  motors 
are  wound  for  200  volts,  are  permanently  connected  two 
in  series,  and  are  fed  from  the  400  volt  secondary  of 
an  80  k,  w.  air-blast  step-<\o\NTv  Vc^xs^A-ox^^x  carried  on 
the  car.     The  distributed  cVv^t^cM^^  ol  '^^  ^^\  >^\^^^ 
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fully  compensates  for  the  armature  reaction,  so  that 
power  factors  are  relatively  high  throughout  the  range 
of  <q>eration.    This  type  of  motor  is  so  designed  that 


at  the  free  running  speed  of  the  car,  w\\\c\\  \s  "Ocve.  tL-s^Siv- 
tion  most-  frequently  met  with   in  suburWtv  wot^,  *^^ 
power  factor  and  efficiency  are  nearly  at  tVve\T  maYivvciw 
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values.  A  high  power  factor  is  desirable,  as  it  reduces 
the  capacity  and  cost  of  the  generating  and  distributiiig 
systems,  and  more  especially  effects  a  material  improve- 
ment in  the  regulation  of  the  alternating  current  gen- 
erators. Unlike  a  direct  current  system  which  has  a 
practically  constant  potential  at  the  sub-station  bus-bars, 
irrespective  of  the  load,  the  drop  in  an  alternating  cur- 
rent railway  system  increases  with  the  load.  It  is  de- 
sirable therefore  to  maintain  as  good  a  power  factor 
as  is  consistent  with  good  motor  design,  in  order  to 
limit  the  total  drop  of  the  system  to  a  reasonable  amount 
The  characteristics  for  alternating  current  running  are 
equal  to  direct  current  running  in  meeting  the  require- 
ments of  railway  work.  Unlike  the  multi-phase  induc- 
tion motor  with  its  practically  constant  speed  character- 
istic, the  compensated  alternating  current  motor  varies 
its  speed  with  the  load,  and  is  thus  better  adapted  to 
operate  trains  over  an  irregular  profile.  The  commuta- 
tion of  the  compensated  motor  is  equally  satisfactorj' 
when  running  on  alternating  current  or  direct  current, 
and  this  good  commutation  is  secured  by  careful  elec- 
trical and  mechanical  design  without  resorting  to  high 
resistance  leads  or  other  expedients  liable  to  give  trouble 
in  case  of  sustained  heavy  overloads. 


Alternating  Current  Equipment  Adapted  for  Direct 

Current. 

Our  city  railway  systems  have  so  expanded  and  cover 

such  a  large  territory  as  to  make  it  very  objectionable, 

both  on  the  score  of  first  cost  and  complication,  to  in- 

stall  a  separate  alternating  cutt^tvV  vtoX^^^j  ?.\.  x^^xsK^d  tjo- 
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tential  in  order  that  cars  equipped  with  alternating  cur- 
rent motors  may  benefit  from  runninp^  over  city  streets 
at  terminals  and  en  route.  There  is  a  comparatively 
small  additional  expense  required  to  adapt  allcniating 
current  equipments  to  run  on  either  alternating;  current 


or  direct  current.  This  is  accomplished  with  the  use  of 
a  standard  K  direct  current  series  parallel  controller 
used  in  connection  with  a  commutating  switch,  Fif^.  388, 
to  change  field  connections,  cut  out  step-down  trans- 
former, change  line  fuses,  etc.  The  time  required  to 
operate  the  commutating  switch  is  but  a  few  seconds. 
The  scheme  of  connections  for  the  complete  car  wiring 
is  shown  in  Fig,  jSp, 
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The  commutating  switch  is  interlocked  with  two  main 
oil  switches,  Fig.  390,  one  being  in  the  high  tension 
alternating  current  and  the  other  being  in  the  direct 
current  circuit ;  this  interlocking  being  so  arranged  that 
only  one  switch  can  be  closed  at  a  time,  and  the  com- 
mutating  switch  can  only  be  thrown  when  the  oil 
switches  are  in  the  off  position.  Owing  to  the  fact  that 
the  alternating  current  trolley  construction  is  off  center, 
while  the  standard  city  and  suburban  trolleys  are  di- 
rectly overhead,  it  has  been  necessary  to  provide  double 


sets  of  trolleys,  one  for  alternating  current  and  the  other 
for  direct  current,  hence  the  necessity  for  interlocking 
the  oil  switches  and  commutating  switch  to  prevent  trou- 
ble should  both  trolley  poles  accidentally  be  up  at  the 
same  time.  Where  center  wire  construction  is  used  on 
both  the  city  and  suburban  sections,  the  alternating  cur- 
rent and  direct  current  trolley  wires  may  be  onw^'s.'^^^. 
for  a  short  distance  to  facilitate  changmg  iiom  o^oa  w* 
ley  to  the  other: 


ELECTRIC   R-\ILHO.\Dl.VG 

Sub-Station. 

z  fact  that  25  cycle,  three-phase  gen- 
it  universaUy  used  to  supply  rotary  con- 
ng  interurban  railway  systems,  both  the 
lompensatecl  motor  and  the  alternating 
:ing  system  is  adapted  to  operate  from 
;  generating  stations.  As  the  alternating 
i  single-phase,  a  single-phase  generating 

system  commends  itself  on  account  of 
rhe  step-down  transformers  may  be  tied 
low  tension  side  through  the  trolley  with 
:tion  in  amount  of  copper  required.   Each 

as  a  reserve  to  the  adjacent  one.  and 
nay  be  cut  out   without  shutting  down 
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Operation,  as  it  conforms  better  to  the  clearance  diagram 
of  such  roads  without  calling  for  too  great  a  change  in 
height  of  the  trolley  wheel  or  bow. 


Control. 

With  equipments  operating  with  both  alternating  cur- 
rent and  direct  current  power,  it  is  preferable  to  utilize 
the  standard  series-parallel  controller  in  order  to  mini- 
mize the  weight  of  controlling  apparatus.  Such  a  meth- 
od of  operation  will  not  give  quite  so  high  efficiency 
when  accelerating  with  alternating  current  as  could  be 
obtained  with  potential  control.  This  difference  in  ef- 
ficiency, however,  is  very  small,  partly  due  to  the  in- 
frequency  of  stops  occurring  upon  those  sections  of  the 
road  equipped  with  alternating  current  trolley,  but  prin- 
cipally due  to  the  flexible  character  of  the  alternating 
current  motor  which  gives  a  high  efficiency  of  accelera- 
tion with  series-parallel  control. 

With  modern  suburban  cars,  especially  those  equipped 
with  train  control,  air  brakes,  air  compressors,  etc.,  there 
is  some  difficulty  in  suitably  locating  the  power  appara- 
tus, even  when  equipped  for  direct  current  running  only. 
With  cars  equipped  for  both  alternating  current  and  di- 
rect current  running,  using  series-parallel  controller, 
there  will  be  required  but  slightly  more  space  and  weight 
than  for  direct  current  running  only.  Should,  however, 
advantage  be  taken  of  the  slightly  better  efficiency  of 
alternating  current  potential  control,  such  cars  must  be 
operated  by  alternating  current  upon  subuxVy^tv  ^xv^  oX^s 
sections  with  the  resulting  disadvantages,  ot  \\ve  \xvs»\2^*^ 
t/on  of  two  separate  controlling  systems  tnust  >a^  eotv'=»' 
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cars   engineers  liave   been   working  on 
id  have  developed  a  type  of  alternating 
lit  snitablc  for  general  traction  work, 
isplayed  in  Europe  in  adapting  the  three- 
■;;    current    motor   to    the    conditions    of 
las  never  been  fully  shared  by  American 
u  the  limitations  of  the  multiphase*  in- 
The   development   of  the   single-phase 
itor   {with   a  commutator)   with   its   in- 
r  traction  work  has  attracted  very  wide 
railway  interests,  and  work  of  a  prac- 
been  actively  pushed  on  both  sides  of 
onsiderable  importance  is  therefore  at- 
LTatirin  in  regular  service  of  single-phase 
jut  motors.     Its  commercia!  possibilities 
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uacli  each  other  more  nearly  the  longer 
11  be  noted  that  the  compensated  motors 
)racticallv  the  same  speed  with  200  volts 
tiating  current  and  300  volts  direct  cur- 
"urm  speed  is  obtained  by  series  parallel- 
.  shown  in  diagram  of  connections.    Fig. 

Commercial  Possibilities. 

ated   motor,  having  demonstrated  its  fit- 
1  work,  opens  up  possibilities  in  convert- 
■am  roads  which  were  closed  to  the  direct 
ind  llie  rotary  converter  combination  on 

^„OLE-PH*SB   re^.-.n».»^ 
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□lis   between   the   transmission   line   and 
;  are  shown  in  Fig.  395,  where  single- 
f.  used  throughout.     With  a  three-phase 
le,  Fig.  396  shows  the  connections. 

LESSON    38. 

Sprague-General  Electric  Multiple  Unit  Control 
FOR  Alternating  and  Direct  Cur- 
rent Operation. 

Since  the  first  single-phase  equipment  was  placed  in 
commercial  operation,  the  advantages  gained  by  the 
adoption  of  such  a  system  for  certain  phases  of  railway 
work  have  become  more  generally  recognized.  In  con- 
sequence its  field  has  enlarged,  and  now  there  is  a  de- 
mand for  such  cars  equipped  with  multiple-unit  control. 
The  General  Electric  Company  has  designed  and  devel- 
Dped  suitable  apparatus  capable  of  controlling  both  single 
cars  and  trains  equipped  with  single-phase  motors  when 
Dperating  on  lines  supplied  wholly  with  alternating  cur- 
rent, or  with  alternating  current  on  one  portion  of  the 
line  and  direct  current  on  another. 

In  general  the  alternating  direct  current  multiple-unit 
system  of  control  is  similar  to  the  well-known  Sprague- 
General  Electric  type  M  control  for  direct  current  op- 
eration. The  changes  necessary  in  the  type  M  control 
:o  adapt  this  apparatus  for  alternating  current  operation, 
ire  of  a  simple  nature,  and  in  this  later  development  all 
:he  essential  features  and  advantages  of  the  older  type 
)f  construction  are  maintained. 

The  multiple-unit  system  may  convemetvXX^j  \i^  ^\n\^^^ 
nto  two  parts,  the  first  consisting  of  a  ttvotOT  coxvVtoN^e.^ 
omposed  of  a  number  of  electrically  o^raVed  s^^^^c>r 
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MULTIPI-E  L 

Compensator,   Fig.   400. 
Set  of  rheostats. 
Commutating  switch,   V'lg.  388. 
Trolleys,  Fig.  397. 
Motor  cut-out  switches,  ami 
The  necessary  protecting  devices. 
The  master  controller  and  contactors  are  same  as  type 
M  equipnicni. 


C  ampciisator. 

The  compensator.  Fig.  400,  which  reduces  the  trolley  ' 
atential  to  the  proper  voltage  required  for  the  motor,  _ 
i  of  the  oil-cooled  t\pe,  suitably  designed  for  s^ 
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Commutating  Switch. 

The  commutating  switch,  Fig.  388,  is  used  to  make 
11  the  necessary  changes  in  the  circuits  when  the  car 
asses  from  an  alternating  to  a  direct  current  section  of 
le  line,  or  vice  versa.  All  such  changes  are  accom- 
lished  by  one  operation. 


'oltage  Releaie. 


Current  Collectors. 

The  current  may  be  collected  by  means  of  standard 
rolley  wheels,  poles  and  bases  applicable  for  high  speeds, 
ir,  when  desired  a  sliding  or  rolling  contact  collector 
if  the  pantograph  or  bow  type,  such  as  has  been  used 
n  Germany  for  a  number  of  years,  may  be  employed. 

Insulation  from  the  roof  of  the  cat  \?.  cfoti™.^^  \i-^ 
pecially  treated  hard  wood  planking  movvcvtei  cw  Vv^ 
rtsion  Insulators. 


„„,„n...  o»"  ""*'• 


1 
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Cut-Out  Switches. 

ch  is  used  in  connection  with  each  pair 
:onnect  a  disabled  motor  when  any  car 
idualK'  as  a  single  unit.    As  all  the  leads 
f  motors  run  through  their  own  cut-out 
:omplished  by  simply  turning  the  handle 
the  proper  position. 

Trail,   Line. 

consists  of   a   cable   composed    of    ten 
uns  through  the  entire  train;   the  con- 
nade   between    the    individual    cars    by 
k-  couplers.     The   master  controller   is 
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changes  in  connection  are  made  through  the  medium  of 
the  commutating  switch  already  described.  The  air  pres- 
sure is  regulated  by  a  standard  General  Electric  air  com- 
pressor governor.     Fig.  476. 

Motor  Connections. 

The  arrangement  of  the  motor  connections  are  de- 
pendent upon  the  service  conditions  required.  The  usual 
arrangement  for  both  alternating  and  direct  current  op- 
eration is  with  all  the  motors  on  the  car  connected  in 
series  which  permits  of  the  use  of  fewer  pieces  of  con- 
trolling apparatus  and  of  less  current  carrying  capacity 
than  would  be  necessary  if  the  motors  were  connected  in 
parallel. 

Method  of  Control. 

During  alternating  current  operation  the  car  is  con- 
trolled as  follows: 

On  the  first  point  of  the  master  controller  the  motors 
are  connected  to  a  compensator  tap  giving  approximately 
half  voltage.  After  this  point  acceleration  is  obtained 
by  cutting  in  more  sections  of  the  compensator  winding, 
until  on  the  last  tap  the  motors  are  connected  to  the  full 
working  voltage  tap.  A  small  section  of  cast  grid  rheo- 
stat is  cut  into  circuit  during  the  instant  of  changing 
the  motor  connection  from  each  compensator  tap  to  the 
succeeding  tap.  This  permits  of  an  uninterrupted  cur- 
rent supply  to  the  motors  without  short-circuiting  the 
various  sections  of  the  compensator  w\vvd\w^.  T\v^-x^ '^^'^^ 
five  step5  on  the  master  controller  for  aVtetw^LXXxv^  o^x^^"^ 
operation,  each  constituting  a  running  pom\.,  ^^^  "^^^"^ 
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steps  for  direct  current  operation,  the  last  step  being 
the  running  one. 

Changing  from  Alternating  to  Direct  Current  Operation. 
The  change  from  alternating  to  direct  current  opera- 
tion is  accomplished  at  a  dead  section  in  the  trolley  wire. 
At  the  instant  the  car  enters  this  dead  section  whichever 
main  switch  is  closed  will  open  owing  to  the  fact  that 
the  circuit  energizing  its  retaining  coil  is  broken.  The 
car  can  run  over  this  dead  section  at  full  speed  and  all 
that  the  motorman  has  to  do  to  obtain  the  proper  con- 
nections is  to  throw  the  commutating  switch  and  close 
the  main  alternating  or  direct  current  switch,  as  the 
case  may  be. 


LESSON  39. 

Westinchouse  Unit  Switch   System. 

This  system  is  operated  by  a  small  controller  (Fig;, 
405)  which  has  a  center  or  off  position  and  three  posi- 
tions on  each  side  of  the  center  for  forward  and  reverse 
movements. 


The  circuits  which  this  controller  opens  and  closes  are 
supplied  with  current  by  a  14  volt  storage  battery,  there 
being  a  duplicate  set  on  each  car. 

The  arrangement  of  motor  circuits  is  done  by  a  set 
of  13  switches  or  contactors  which  are  opened  and  closed 
by  small  pneumatic  cylinders  drawing  their  supply 
through  electro-magnetically  operated  valves,  from  a  res- 
crvoir  containing  70  lbs.  pressure. 


1 
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magnetic  valves  are  operated  by  the  cir- 
open  and  closed  by  the  controller, 
tches.  with  their  air  cylinders,  magnetic 
cservoir.  together  with  a  blow  out  mag- 
ircing  at  switches,  are  all  arranged  into  a 

S^i'ilcli  Group. 

roup  i>  shown  as  it  appears  when  bolted 
allies  oi  car  in  Fig.  406.     With  covers 
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of  a  passage  as  on  right  side  of  figure  (where  the  sec- 
tion comes  between  two  cylinders)  to  the  cyUnder  above 
the  piston  C. 

The  piston  is  forced  down  against  the  spring  P,  which 
will  return  piston  to  original  position  when  air  is  ex- 
hausted. 


Switch   Group   Open 


This  swings  the  outer  end  of  arm  E  up  against  ter- 
minal H.  The  two  studs  M  are  the  terminals  of  a  motor 
circuit.  They  are  insulated  from  the  plate  J  which  they 
are  in.  T  also  serves  as  the  pole  piece  of  the  large  mag- 
net A  which  is  the  blow  out  for  all  switches. 

The  end  of  E  has  a  rocker  motion  controlled  by  spring 
F,  so  that  a  rubbing  contact  is  made  with  IT.  The  ex- 
treme end  of  the  contact  piece  D  is  a  removable  piece  G. 

The  upper  end  of  the  piston  rod  engages  some  con- 
tacts at  K.  These  interlocks  control  the  passage  of  cur- 
rent to  next  valve  magnet  and  thus  produce  an  auttn 
1173 tic  acceleration. 
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Since  the  normal  position  of  all  switches  is  open,  any 
lure  of  air  supply  will  allow  all  switches  to  open  and 
harm  will  result. 

Controller, 

In  the  off  position  of  the  controller  all  unit  switches 
e  open  and  the  reverser  in  position  last  used.  The 
st  position  of  controller  throws  the  reverser  (by  op- 
ating  its  air  valve)  to  forward  or  reverse  position, 
cording  to  whether  handle  is  moved  to  right  or  left 
center  position.  If  reverser  is  already  in  correct  posi- 
►n  it  simply  stays  there.  In  addition  the  motors  are 
iced  in  series  with  all  resistance  in. 
The  second  position  puts  the  "lift  up"  and  "retaining" 
res  in  commission  and  by  means  of  interlocks  and  the 
lit  switch*  (explained  in  Lesson  36)  in  four  steps  it 
ts  out  resistance  and  places  motors  in  full  series. 
The  third  position  changes  motors  to  parallel  with 
distance  and  then  -cuts  out  resistance  until  full  parallel 
reached. 

Limit  Szvitch. 

This  switch  (Fig.  409)  consists  of  a  copper  disk  rest- 
s' on  two  terminals  which  are  in  the  pick  up  wire.  The 
ignet  which  by  means  of  an  iron  core  raises  the  disk 
in  series  with  one  of  the  motors.  At  any  time  the 
Trent  input  exceeds  the  proper  amount  the  limit 
ntch  is  operated  and  pick  up  wire  opened,  thus  arrest- 
g  further  closing  of  unit  switches.     (See  Lesson  36.) 


*This  device  is  practically  a  relay,  but  is  called  a  limit  switch 
Westinghouse  Co.  and  a   current  limit  or  throiiie  rcla-^  V^ 
neral  Electric  Co.    In  Lesson  36,  it  is  simply  caWed  3l  rcla-^- 
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Rn-erse  Smtck. 


This  switch  (Fig.  410)  with  its  magnetic  valves  ai 
air  cylinders  arranges  the  motor  field  and  armature  di 


I.     Limit  Switch. 


cuits   for  forward  or  reverse  running.     It  is  provii 
vith  an  interlock  so  iVvat  avjitch  group  is  inoperati 
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s  the  reverse  switch  is  fully  thrown,  and  making 
,  contact,  in  the  direction  indicated  by  controller 
lie. 


Storage  Battery. 

The  current  for  magnet  valves  is  furnished  by  two 
jrage  batteries  of  7  cells  each,  with  40  ampere  hours 
ipacity.  One  battery  is  on  operating  circuits,  while 
le  other  is  being  cliarged  by  the  lighting  circuit. 


The  positive  side  of  llic  battery  is  connected  to 
cable  through  controller  and  the  nej^ativc  side  t 
valve  magnets.  In  this  way  when  a  train  cable  < 
is  completed  at  the  controller  current  flows  througl 
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Circuit  Breakers. 

ir  has  a  circuit  breaker  which  is 
y  a  magnet.     All  the  breakers  of 
:  once  by  using  the  reset  switch  on 

is  on.     Ill  a  similar  way  in  case 
1  the  circuit  breakers  may  be  openei 
:h  in  motorman's  compartment.     C 

from  any  one  car  by  opening  line 
jt  affecting  operation  of  other  cars 

Line  Re!ay. 
■e  similar  to  limit  switch,  which   i 

■ 

aC 
E 

re 
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With  controller  on  second  point  the  following  things 
happen :  Switch  8  is  closed,  cutting  out  resistances  Rl 
and  R5  ;*  the  interlockf  on  8  closes  switches  9  and  i<x 
Looking  at  Fig.  411,  where  the  interlocks  are  shown 
directly  above  the  air  cylinders  of  the  switches,  you  wffl 
see  that  when  9  closes  its  interlock  closes  and  when  10 
closes  its  interlock  opens. 

It  is  the  closing  of  interlock  on  9  which  closes  switches 
1 1  and  3,  cutting  out  more  resistance.  Switch  3  has  flD 
interlock,  but  the  interlock  on  switch  11  closes  switches 
I  and  2,  thus  placing  motors  in  full  series. 

With  controller  on  third  point  all  these  switches  ^^ 
main  closed  and  5  also  closes.     This  does  not  produce  Ik 
any  electrical  change,  but  through  its  four  contact  inte^  |o 
lock  it  opens  switches  7,  8,  9-io,J  11-3,  1-2.    It  does  tins 
to  prepare   circuits  for  next  change,  and  it  keeps  the 
motors  in  series  itself  by  cutting  out  all  resistance. 

Now  that  switch  10  is  open  its  interlock  is  closed 
again  (Fig.  411)  and  current  flows  from  the  low  con- 
tact on  interlock  5  to  the  magnet  coil  4-1,  which  closes 
switches  4-i2-i3.§ 

The  state  of  affairs  is  now  such  that  if  switch  5  were 


♦Because  current  will  flow  around  the  low  resistance  shunt 
instead  of  through  resistance  grid. 

tinterlocks  move  down  when  switches  close. 

tXhese  switches  are  mentioned  together  in  this  way,  because 
they  always  open  or  close  together,  being  controlled  by  the  same 
magnet  valve.     See  Fig.  411. 

^Because  when  switch  4  closes  its  interlock  energizes  lower 
coil  which  is  marked  4-12-1^.  ,T\v\^  ^oil  closes  switches  12  and  li 
and  keeps  switch  4  c\osed,  ^n^xv  >(^o>\^\a\.^\  v«\\.^  \o  will  close 
and  open  its  interlock. 
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to  Open,  the  motors  would  be  in  parallel  with  all  resist- 
ance in. 

When  controller  is  on  first  point  switch  6  is  closed,  its 
interlock  closes  switch  7.  The  motors  are  then  in  series 
with  resistance. 

The  interlock  on  4  has  right  hand  finger  short  enough 
so  that  when  switch  is  closed  coil  5  is  cut  off  of  circuit 
and  switch  5  opens  thus,  placing  motors  in  parallel  with 
resistance.  Although  12-13  close  a  fraction  of  a  second 
before  5  opens  no  harm  could  result,  for  the  state  of  af- 
fairs is  as  follows: 

There  is  a  circuit  from  Tj  to  Gj  containing  two  mo- 
tors in  series;  perfectly  safe.  A  circuit  from  T2  to  G2 
containing  resistance  R2,  R3,  R4,  Re,  R7  and  R^ 
amounting  to  1.36  ohms;  sufficient  to  prevent  a  short 
circuit.  A  circuit  between  T^  and  To  containing  a 
motor  and  the  resistance  Rg,  R7  and  Rg  also  perfectly 
safe. 

The  interlock  on  4  when  closed  energizes  the  short 
left  hand  contact  which  closes  switches  9-10.  Then  in 
succession  as  described  before  switches  3-1 1  and  1-2 
close,  thus  placing  motors  in  full  parallel. 

Automatic  Acceleration. 

In  the  system  of  automatic  acceleration  described  in 
Lesson  36  the  contactor  coil  was  shifted  from  pick  up 
to  hold  up  circuit. 

In  the  unit  switch  system  most  of  the  valve  magnets 
of  the  air  cylinders  have  two  operating  coils  called  the 
pick  up  and  retaining  coils.  The  pick  up  coils  are  in 
circuits  affected  by  the  action  of  limit  switch  and  the 
retaining  coils  are  in  other  circuits. 
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e  controller  ant!   interlocks  ma; 
lat  a  certain  switch  would  clof 
rcuit  is  open  at  the  limit  switch 
1  closes  the  valve  magnet  opera 

tain  switch  is  being  held  by  the 
of  limit  switch  has  no  effect  on 
411  the  wire  L  or  lifting  circu 
Aritch,  while  wire  R  or  retaining 
im  ballery. 

LESSON  40. 

Locomotive  for  the   New  York,   New   Haven  and 
Hartford  ILmlroad  Using  Either  Alter- 
nating OR  Direct  Current.* 

General  System — ^The  New  York,  New  Haven  &  Hart- 
ford Railroad  Company  has  started  the  electrical  opera- 
tion of  their  main  line  between  New  York  City  and  Stam- 
ford, Conn.,  a  distance  of  over  33  miles.  That  portion  of 
the  road  which  lies  between  the  Grand  Central  Depot  and 
Woodlawn,  New  York,  utilizes  the  tracks  of  the  New 
York  Central  Railroad  and  constitutes  a  portion  of  the 
electrical  zone  of  that  company  within  which  the  direct- 
current  third-rail  svstem  is  installed.  Between  Woovllawn 
and  Stamford  the  road  is  equipped  with  the  Westin-2:- 
house  single-phase  alternating-current  system  and  the 
trains  will  be  operated  by  electric  locomotives  which  take 
alternating  current  from  the  overhead  trolley  line.  The 
power  station  of  the  New  Haven  Company  is  located  at 
Riverside,  Conn.,  three  miles  from  Stamford.  The  power 
equipment  includes  three  Westinghouse-Parsons  horizon- 
tal steam  turbines  driving  25  cycle,  alternating-current 
Jjenerators  of  the  revolving  field  type,  which  have  a  rated 
continuous  capacity  of  3,750  kw.  each  when  running 
single-phase  and  of  5,500  kw.  when  supplying  a  three- 
phase  service.    The  generator  armatures  are  designed  for 


*To  Railroad  Men  (a  monthly  magazine)  we  are  indebted  for 
cnt& 


ELECrmC    K.\1LR0ADINC 

se  anJ  three-phase  connection.    They  are 
loo  volts  and  are  connected  direct  to  the 
Absolutely  no  transforming  stations  or 
orniers  along  the  line  will  be  required,  but 
■m  will  be  operated  direct  from  a  single 
.vithout  the  interfX)sition  of  substations  or 
atus  of  any  kind  between  the  switchboard 
This  desirable  simplicity  is  made  possible 
ing-cnrrent   system  and  the  high  trolley 
11  be  employed.     It  is  probable  that,  with 
alcnt  to  that  now  given  by  steam  locomo- 
operation  can  be  extended  a  distance  of 
d  Stamford  without  the  use  of  a  higlier 
;ential  or  the  introduction  of  transforminj; 
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The  trolley  system  is  divided  into  sections  approxi- 
mately two  miles  in  length,  each  section  being  separated 
from  its  neighbors  by  heavy  line  insulators.  Adjoining 
sections  will  be  connected  through  automatic  oil-type  cir- 
cuit breakers.  If  a  short  circuit  or  other  trouble  occurs 
in  any  section,  therefore,  it  can  be  cut  out  without  dis- 
turbing the  operation  of  other  portions  of  the  line.  Two 
feeder  wires  will  be  carried  the  whole  length  of  the  alter- 
nating-current line  and  will  be  so  connected  to  the  various 
sections  of  the  trolley  system  by  automatic  switches  that 
any  section  of  four  or  more  trolleys  can  be  cut  out  of 
service  and  those  beyond  kept  in  operation. 

The  trolley  wires  will  be  held  normally  at  a  height  of 
22  feet  above  the^  track.  The  overhead  system  is  designed 
with  a  safe  margin  to  meet  the  stresses  imposed  by  the 
most  severe  conditions — such  as  high  winds  or  heavy 
coatings  of  ice. 

Locomotives — Thirty-five  locomotives  are  to  be  fur- 
nished by  the  Westinghouse  Company,  suitable  for  opera- 
tion on  the  direct-current  division  between  the  Grand 
Central  Depot  and  Woodlawn,  and  on  the  alternating- 
current  portion  of  the  line  between  Woodlawn  and  Stam- 
ford.    Ten  locomotives  have  already  been  constructed. 

The  frame,  trucks  and  .cab  of  the  locomotive  were  built 
by  the  Baldwin  Locomotive  Company,  according  to  de- 
signs developed  with  the  co-operation  of  the  New  Haven 
Railroad  and  the  Westinghouse  Electric  and  jManufactur- 
ing  Companies. 

The  Frame — As  the  entire  space  between  the  wheels  is 
occupied  by  the  motors,  it  was  imposs\b\e  to  Vt^tv^to^N.  *Cw^ 
draw-bar  pull  through  the  center  line  oi  \.\v^  \ocovcvq?C\n^' 
so  tJje  entire  strain  is  carried  by  the  strong  pV^^N.^  ^vc^^ 


ELECTRIC    RAILROADING 

lake  lip  the  locomotive  frame.    A 
draft  ^^ear  is  mounted  directly  u 
ler  at  each  end  and  is  applied  to  tv 
horizontallv  between  vertical  gusse 
Ihc  side  channels. 
'nicks— The  running  gear  consists 
unted  on  four  62-inch  driving  whet 
e  frames  of  forged  steel  to  which 
pressed   steel   bolsters   which   car 
Thf  weight  on  the  journal  boxes 
mi-e!Hptic  springs  with  auxiliary 
le  ends  of  the  equalizer  bars,  to  a; 
librium.     A  very  strong  construct 
excessive  weight  bv  the  ui^c  of  bob 
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framework  which  is  built  into  the  cab  and  securely  an- 
chored to  floor  and  roof.  A  clear  passage-way  is  left 
through  the  center.  Trap  doors  in  the  floor  furnish  easy 
access  to  the  motors  for  inspection  or  repair. 

Equipment — ^The  equipment  of  the  locomotive  includes 
four  gearless  motors,  controlling  apparatus  and  auxili- 
aries. 

Motors — ^The  motors  are  of  the  gearless  type,  designed 
for  operation  on  both  single-phase  alternating  and  direct 
current.  They  are  wound  for  approximately  235  volts 
on  alternating  current  and  275-300  volts  when  operated 
by  direct  current.  They  have  normal  rated  outputs  of 
250  H.  P.  on  the  basis  of  ordinary  railway  practice,  and 
a  continuous  capacity  of  200  H.  P.  each.  The  locomotive 
therefore,  has  a  continuous  operating  capacity  of 
800  H.  P. 

The  motor  frames  are  made  of  cast  steel  and  are  of  a 
circular,  skeleton  form.  They  are  divided  horizontally 
into  two  parts  in  order  to  give  access  to  the  inside  of  the 
field  or  to  the  armature.  A  laminated  core  with  slotted 
projecting  poles  is  built  up  within  this  frame  and  wound 
with  field  coils  of  flat  copper  strap  insulated  between  turns 
with  asbestos  and  filled  with  an  insulating  compound 
which  IS  heat-conducting  and  water-proof,  so  that  a 
sealed  coil  is  produced  which  can  withstand  moisture 
and  internal  heat.  Copper  bars  are  placed  in  slots  in  the 
pole  faces  and  connected  to  form  a  continuous  neutral- 
izing winding  which  forms  part  of  the  circuit  including 
the  main  field  coils,  the  armature  coils  and  the  auxiliary 
winding,  all  in  series.  This  auxiliary  winding  produces  a 
magnetic  field  which  opposes  and  neutralizes  the  reaction 
of  the  armature.  It  is  so  formed  that  it  need  not  be  dis- 
turbed in  order  to  remove  the  (main  fveVd  eo\\s. 


1 

c  core  is  built  up  of  soft  steel  piinchings 
rnbleJ  on  a  cast  iron  spider  and  held  in 
;  to  prevent  their  turning.  The  surface  is 
'  armature  winding  is  arranged  in  three 
\o  upper  layers  are  composed  of  copper 

to  form  the  usual  direct -cur  rent  type  of 
hird  layer  constitutes  the  preventive  wind- 
ncctcd  between  the  commutator  and  the 
Tills  preventive  winding  is  so  propor- 
veiit  sparking,  due  to  the  normal  working 
t  wliicli  is  produced  in  the  coil  under  com- 

short-circuited  by  the  brush  in  an  alter- 
riie  individual  coils  are  insulated  along 
-Ui  h\   nverlapfving-  layers  of  mica  tape, 
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bearings  which  carry  the  field  frame  are  mounted  on 
this  quill  and  from  a  flange  at  each  end  of  the  quill  seven 
round  pins  project  parallel  to  the  shaft  into  corresponding 
pockets  formed  in  the  hub  of  the  driving  wheel.  The 
torque  of  the  motor  is  transmitted  from  these  pins  to  the 
wheel  through  helical  steel  springs  which  are  wound  with 
their  turns  progressively  eccentric,  and  which  are  con- 
tained between  two  steel  bushings,  the  smaller  of  which 
slips  over  the  pin  and  the  larger  fits  in  the  pocket  in  the 
wheel.  These  springs  are  under  compression  both  longi- 
tudinally and  horizontally  so  that,  at  all  times,  they  fill 
the  pockets  in  the  wheel  but  permit  a  vertical  and  a  lateral 
motion.  Their  longitudinal  compression  between  the 
quill  and  the  segmental  cover  over  the  outer  ends  of  the 
pockets  in  the  wheel  keeps  the  motor  at  all  times  midway 
between  the  hubs.  The  end  play  of  the  motor  does  not 
come  directly  on  the  wheels  but  is  taken  by  strong  coiled 
springs  inside  of  the  driving  pins,  which  press  against  the 
covers  in  the  outer  ends  of  the  spring  pockets  in  the 
wheels.  Though  normally  required  to  transmit  only  the 
torque  of  the  motor  and  to  keep  the  motor  axis  parallel 
to  the  axle,  these  springs  are  amply  strong  to  carry  the 
entire  weight  of  the  motor.  They  allow  a  total  vertical 
movement  of  about  J4  inch.  The  torque  of  the  motor  is 
taken  by  heavy  parallel  rods  which  anchor  the  frame  to 
the  truck  above  and  below  the  axle  and  permit  vertical 
or  side  motion  of  the  motor  but  prevent  excessive  bump- 
ing strains  from  coming  on  the  driving  springs.  If  these 
springs  are  compressed  more  than  34  inch  by  the  heavy 
centrifugal  force  exerted  by  the  motor  when  rounding 
curves,  the  force  is  taken  up  by  noses  on  the  motor  which 
fit  into  corresponding  recesses  in  the  cross  ties  between 
the  side  frames  of  the  locomotive. 
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ion  has  the   advantage  of   removing  all 
>m  the  axle,  of  driving  through  springs, 
c  time  of  liaving  the  motor  thoroughly 
vent  undue  strain  on  the  driving  spring, 
of  the  locomotive  not  spring  supported 
wheels,  axles  and  journal  boxes. 
'ation — The  motors  are  arranged  for  ven- 
ced  circulation  of  air  which  enters  under 
ributed  throughout  the  motor  and  escapes 
rforated  covers.     In  the  floor  of  the  cab 
i\  conduit  formed  by  the  side  channels  of 
oor  and  side  walls  of  the  cab,  and  a  lower 
.vhich  air  is  carric.!  to  the  motors.  tran<- 
■^islances.     This  method  of  coolin.Lr  im- 
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carry  the  total  current  required  by  the  locomotive  under 
average  conditions — ^two  being  provided  to  insure  reserve 
capacity. 

The  Control  System — On  direct  current  the  motors  are 
controlled  in  series  parallel  as  in  ordinary  railway  prac- 
tice. In  alternating  current  operation  no  resistance  is 
used  in  the  regular  run,  but  a  small  resistance,  which 
constitutes  a  preventive  device  to  diminish  the  short-cir- 
cuiting effect  when  changing  from  one  transformer  tap 
to  another,  is  employed  in  passing  from  one  working  step 
to  the  next  There  are  six  alternating-current  voltages 
or  running  points,  corresponding  to  six  taps  from  the 
auto-transformers,  and  there  are  a  small  number  of  mid- 
way steps  which  are  used  only  in  passing  between  work- 
ing notches.  Experience  has  shown  that  the  number  of 
steps  required  in  alternating-current  operation  to  give  a 
smooth  acceleration  is  considerably  lower  than  in  direct- 
current  practice.  In  consequence,  the  controller  is  so  ar- 
ranged that  on  alternating  current  about  half  as  many 
steps  are  used  as  on  direct  current.  Tests  so  far  con- 
ducted show  that  the  acceleration  on  both  alternating  and 
direct  current  is  very  smooth. 

There  is  one  feature  of  the  direct-current  control  which 
is  not  generally  found  at  the  present  time  in  direct-cur- 
rent equipments,  viz.,  the  shunting  of  the  field  for  higher 
speeds.  In  the  series  position  in  direct-current  operation 
the  motors  have  an  efficient  running  point.  It  is  usual 
railway  practice  to  pass  from  the  series  to  the  multiple 
position  without  an  efficient  intermediate  running  speed. 
With  the  New  Haven  equipments,  however,  the  type  of 
motor  used  permits  shunting  of  the  field  without  impair- 
ment of  commutation  or  operation  and  higher  speeds  are 
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provided  by  shunting  the  fields  before  passing  into  mul- 
tiple. In  this  way  several  efficient  running  points  are 
obtained  between  the  series  and  multiple  positions ;  and 
tests  have  shown  that  these  motors  operate  properly  on 
direct  current  with  their  fields  shunted  down  to  half  their 
normal  strength.  When  operated  on  direct  current,  the 
current  is  fed  directly  to  the  motors.  On  alternating  cur- 
rent, however,  auto-transformers  are  required,  as  the 
alternating-current  trolley  voltage  is  ii,ooo.  Two  such 
transformers  form  part  of  each  equipment — one  mounted 
on  each  side  of  the  cab  floor  to  balance  the  weight.  They 
are  connected  in  parallel  across  the  high  voltage,  but  on 
the  low- voltage  side  each  transformer  feeds  one  pair  of 
motors  through  a  separate  control  unit.  This  means  that 
the  control  system  when  operated  on  alternating  current, 
consists  of  two  normally  independent  units. 

The  main  controllers  are  the  Westinghouse  electro- 
pneumatic  unit  switch  type.  The  design  differs  somewhat 
from  that  used  in  direct-current  service,  because  of  the 
fact  that  the  switches,  blow-outs,  etc.,  must  operate  on 
both  alternating  and  direct  current,  as  many  parts  of  the 
controller  are  ccwnmon  to  both  systems.  The  reversing 
switches  are  also  parts  of  the  unit  switch  groups.  The 
main  controllers  are  operated  from  master  controllers  at 
each  end  of  the- cab.  The  control  system  is  arranged  for 
multiple  unit  service,  so  that  two  or  more  locomotives  can 
be  coupled  to  the  same  train  and  handled  by  a  single 
driver. 

There  are  six  switch  groups,  each  containing  unit 
switches.  The  two  line  switches  are  so  connected  in  the 
switch  groups  that  each  carries  the  current  supply  to  each 
pair  of  motors  when  they  arc  operating  in  parallel  com- 
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bination.  When  the  motors  are  in  series,  one  of  the  line 
switches  carries  the  current  supply  to  all.  Each  line  switch 
is  provided  with  an  overhead  trip  so  connected  that  all 
of  the  switches  of  both  switch  groups  as  well  as  both  the 
line  switches  open  in  case  of  an  overload  or  short  circuit 
on  either  pair  of  motors  or  in  the  circuit  of  either  pair. 
The  overload  trip  is  automatically  locked  out  when 
broug'lu  into  action  and  cannot  be  reset  until  the  master 
controller  is  rulumed  to  the  off  position. 


The  external  resistances  used  in  regulating  the  flow  of 
current  to  the  motors  are  arranged  in  two  groups  which 
are  connected  in  series  when  the  motors  are  in  series,  and 
in  series  with  each  motor  when  the  motors  are  in  parallel 
The  change  over  between  the  direct  current  third  rail  and 
the  alternating  current  overhead  system  can  be  made 
easily  and  quickly  even  when  the  locomotive  is  rur 
at  full  speed. 


An  ammeter  is  niounteil  in  each  eiid  of  ihe  locomotive 
m  plain  view  of  the  operator  when  at  tlie  master  con- 
troller. 

riie  master  controller  is  of  the  drum  type  and  is  opcr- 
aleJ  by  a  lever  which  moves  through  an  arc  of  about  60 
degrees,  with  notches  and  latch  wheel  to  dcfint;  the  dif- 


M?^/tI 


■icrent  positions.    Reversing  is  accomplished  bv  a  separate 

Piandle  which  interlocks  with  the  main  lever.    When  the 

tnastcr  controller  is  m  the  off  position,  connections  are  so 

r  established  that  all  circuit  breaker  trips  which  may  be 

xn  arc  closed  by  the  simple  closinjj  of  a  small  switch 
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conveniently  located  in  tlie  locomotive  cab.  Current  it 
supplied  to  the  control  circuits  by  two  sets  of  7-ceIl 
storage  batteries,  each  of  which  has  a  capacity  of  Ifi 
ampere-hours  and  weighs  150  pounds. 

In  connection  with  the  switch  groups,  cut-out  switcha 
are  provided  so  that  either  pair  of  motors  may  be  cut  out 
by  simply  rendering  certain  switches  inoperative.  It  is 
thus  possible  to  cut  out  the  motors  without  manipulatiiig 
the  main  circuit. 


rig.  418.     Complete  Armature  Mounted  on  Locomotive  Alia. 

Auxiliaries — The  auxiliary  equipment  includes  two  a" 
compressors  driven  by  motors  which  can  be  operated  (« 
cither  alternating;  or  direct  current;  two  blowers  Jrivto 
hy  similar  motors  and  which  furnish  air  to  the  traD*" 
formers,  motors  and  liKTtcV-twYrent  rheostats ;  oil  circuil' 

breakers  for  the  \ugVten%\oTvcw'rvi\\.^\s«*6Ms.\B  chin? 

thG  equipment  itom  a\teTU^.^^■a?,^o««^■^'«^wvV,■^'W•l 
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generator  to  supply  heat  to  the  railway  coaches  in  cold 
weather :  a  complete  Westinghouse  air  brake  equipment, 
«gnal  apparatus,  automatic  bell  ringers,  whistles,  sanding 
.lyparatus,  etc. 

Dimensions  and  Performance — The  New  Haven  loco- 
motive measures  36  feet,  4  inches  over  tlie  bumpers  and 
weighs  approximately  85  tons.  It  is  capable  of  handling 
a  ^oo-ton  train  in  local  service  on  a  schedule  speed  of  26 


miles  an  hour,  with  stops  averaging  about  two  miles  apart 
— making  in  such  service,  a  maximum  speed  of  about  45 
miles  per  hour.  It  can  also  handle  a  250-toii  train  on 
through  service  with  a  maximum  speed  of  about  60  miles 
an  hour.  With  heavier  trains  it  is  planned  to  couple  two 
or  more  locomotives  together  and  operate  them  in  mul- 
tiple. 

Tests — Tile  tests  which  have  been  made  on  the  first 
locomotive  equipped  show  that  it  will,  without  difficulty, 
Autt  ail  the  requirements  for  which  it  has  been  designed. 
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'his  locomotive  has,  on  actual  test,  repeatedly  accel- 
^d  a  200-ton  train  at  a  rate  of  .5  of  a  mile  per  hour 

second,  which  is  in  excess  of  the  rate  required  by  the 
rict  conditions  of  the  New  Haven  road.  The  locomo- 

has  been  operated  at  speeds  above  60  miles  per  hour 
tiout  difficulty. 


D  Fig.  413  is  shown  a  locomotive  staniUu^  wft.  ^- 
^  with  both  trolleys  and  shoes  (\o\vn  -.  vjV\cn.  =\.-a.tv«vft?, 
I.  C.  zone,  as  in  Fig.  414.  both  troUeys  and  ^^Vc^^  '^-'^^ 
Tn  Fig.  415  is  shown  a  reg^ilar  New  llave-tv  vca^f^- 
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One  of  the  two  trucks  under  the  locomotive  is.  "I 
in  Fig.  416.  One  complete  motor  mounted  on  its  pair  oft 
drivers  is  shown  in  Fig.  417.  The  eyes  for  the  tie  rods.  I 
three  on  each  side  show  plainly.  On  a  level  with  axle  are  I 
two  lugs  on  each  side,  through  whicli  the  four  suspension  1 
bolts  pass. 


FlB    i23.     Master  Controller. 


The  complete  armature  with  the  end  plates  which  sup-  I 
port  field,  are  shown  in  Fig.  418,  mounted  on  the  axle,  r 
Fig.  419  shows  armature  with  its  driving  quills.    Fig.  420 


Tig.  *Z*.     Unit  Switch  OtMp. 


^m  shows  one  driving  quill  in  greater  detail.     Note  the  cen-] 
^L  tral  hole  through  which  Iocomoti\'e  axle  passes.    The  kej 
^^^■kfte'' connect  annature  spider  to  quill  is  shown. 


iS^ 
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iriving  pegs  of  quill  are  hollow  to  contain  the  end  thrust 
|)rings. 

Fig.  421  shows  the  outside  of  driver  with  the  driving 
pegs  in  the  pockets  of  driver.  Two  of  these  pockets  have 
tfie  cover  plates  in  position.     Fig.  422  gives  the  details 


Fig.  423  shows  the  master  controller,  and  Fig.  424  a 
[roup  of  unit  switches. 

Each  locomotive  has  a  speed  indicator  whose  mechan- 
sm  is  shown  in  Fig.  425.  It  being  a  magneto  frictionally 
from  a  locomotive  driver. 


LESSON  41. 

w  York  Central  Motor  Cars. 

indred  and  twenty-five  steel  moti 
c  Central  are  of  pressed  steel  evei 
casini^s  and  ornamental  moulJin, 
length  over  all  with  a  wheel  base 
Esigned  to  pass  around  a  curve  0 

weight  of  motor  cars  and  trailers 
^  respectively,  giving  weight  per 

NLw    VI 'Rk   u:ntkal   motor  cars 


03 


u 

o 

u 
o 

o 

si 

d 


o 

a 
o 

u 

o 
o 


u 


CD 


ELECTRIC   KAILKOAUIXC 

?rser  into  the  forward  position  and  closes 
contactors  1 1,  12,  1  and  10. 
:ircuit  closed  at  controller  but  completed 
tcrlock  on  contactor   12,  so  coil  of  con- 
i'  energized;  3  closes  and  motors  are  in 
resistance. 

troller  to  notch  2  places  Wl   in  service. 
k-up  wire.     It  goes  to  the  throttle  relay 
and  up  through  a  magnet  which  Ufts  the 
11  through  contactors  13,  6.  8.    It  does  not 
t  once  because  as  it  is  closing  13  it  is  also 
of  the  throttle  relay  in  order  to  break  its 
lere  is  a  slip  joint  between  core  of  magnet 
ottk  relay  so  that  contactor  13  has  time 
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WKile  moving  from  notch  2  to  notch  3  the  bridge  con- 
aictor  9  is  closed  and  3  is  opened.  This  makes  no  elec- 
trical changes,  nor  does  the  opening  of  8,  7,  4,  6,  13. 

When  notch  3  is  reached  W3  is  energized  and  con- 
tactors 2  and  5  close.  This  arrangement  is  safe  because 
even  in  the  lowest  resistance  circuit  from  Tg  to  Gg  there 
is  sufficient  to  prevent  a  short  circuit.  However,  the 
closing  of  2  and  5  by  means  of  interlocks  throws  9  open, 
placing  the  motors  in  parallel  with  resistance. 

At  notch  3  wire  i  is  not  connected,  so  motors  stay  in 
parallel  with  resistance  till  controller  is  moved  to  notch 
4  which  cuts  in  Wi ;  thus  starts  the  automatic  closing 
of  contactors.  Due  to  the  action  of  interlocks,  when 
contactors  2  and  5  are  closed  the  order  of  closing  con- 
tactors by  Wi  is  to  close  them  by  groups,  each  group 
awaiting  the  action  of  the  throttle  relay.  6-15-4  close, 
then  14-7,  then  13-8,  when  the  motors  are  in  full  parallel 
wit^  no  resistance. 

Contactors  11-12-1-10  close  when  the  reverser  is 
thrown  and  are  always  closed  unless  controller  is  in  off 
position. 

The  action  of  contactors  for  reverse  motion  is  the  same, 
except  that  Ws  closes  the  contactors  11-12-1-10  and  pass- 
ing through  other  coil  on  reverser  throws  it  into  the 
position  for  backward  motion  of  car. 

On  the  reverse  the  full  series  position  is  as  far  as  the 
acceleration  will  progress. 


1 

LESSON  42. 

YoKK  Ci:ntra[.  Loco  mot  ivks. 

ivc.  35  of  which  are  in  use  on 
R-  weighs  about  lOO  tons  and  1 
T!k'«'  are  four  in  number,  4^ 
.Irivin-  wheel  base  U  13  feet. 
,pe   ileum   locomotive   has   thn 
inch  (Iriver-i,  and  the  same  13 
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;.  427  shows  one  of  these  units  standing^  inside  its 
x)ils  with  one  driver  removed  to  afford  a  better  view, 
e  top  bar  is  not  a  mechanical  part  of  the  frame,  but 
:  of  the  two  pieces  of  soft  steel,  running  the  len^h 
e  motors  to  improve  the  conductivity  of  the  mag- 
circuit. 

ice  the  commutator  ends  of  the  motors  are  the  light- 
lese  bars  lie  on  that  side  of  the  frame,  preserving 
rhanical  balance. 


r  shown  i 


s  the  length  of  the  four 


Fig.  427  the  broad  piece  below  the  bar  is  the  loco- 
;  frame  which  tngethcr  with  the  transoms  acts  as 
ain  magnetic  circuit.     The  transom-^  arc  bolted  to 
ame  as  shown. 
:  five  transoms  in  the  middle  of  the  frame  carry 


1 
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rve  as  magnet  cores  and  the  field  coils  are 

;  not  shown  in  Fig.  427,  btit  in  Fig,  428, 
leets  held  between  two  heavier  end  pieces, 

he  magnet  core  and  keyed.     These  pre- 
oi!s  from  slipping  off, 
■  motor  has  a  cylindrical  pole  face,  but 
t  flai,  so  that  the  armature  can  stay  still 
(I  the  frame  with  the  poles  swing  up  and 

NEW    YORK   CENTRAL   LOCOMOTIVES  709 

wide  insulated  by  card  board.  They  are  wound  on  a 
brass  spool  which  is  slipped  into  a  shell  and  the  protection 
zompleted  by  riveting  the  joints  and  pouring  shell  full  of 
1  bituminous  compound. 

The  journal  bearings  each  have  a  pedestal  resting  on 
them  which  carries  on  its  upper  end  a  half  elliptic  spring. 
The  bearings  slide  in  jaws  of  the  frame. 

The  weight  of  each  pair  of  drivers,  the  axle,  the  com- 
plete armature,  journal  bearing,  pedestal  and  spring  rest 
solidly  on  the  track.    The  two  trucks  do  the  same. 

Everything  else  rests  on  the  frame,  and  the  frame  is 
hung  from  the  springs. 

The  two  trucks  and  the  drivers  furnish  six  axles  to 
support  the  weight  of  frame  and  its  load. 

Equalizing  levers  distribute  the  load  properly,  and 
cross  equalizers  give  a  three-point  support. 

The  superstructure  consists  of  the  cab  in  the  center 
and  two  end  compartments. 

In  the  center  of  the  cab  stands  the  steam  heating 
apparatus.  A  kerosene  automobile  burner  heats  a  coil 
tube  boiler,  producing  superheated  steam.  This  when 
passed  througii  a  reducing  valve  furnishes  to  the  train 
absolutely  dry  low  pressure  steam.  In  this  way  the  size 
of  plant  capable  of  heating  a  train  is  reduced  to  a  mini- 
mum.   The  fuel  and  water  pumps  are  motor  driven. 

At  one  end  of  this  heater  is  the  motor  driven  air  com- 
pressor. There  are  two  motors  on  its  shaft  connected 
in  series.  This  gives  300  volts  per  motor  and  enables 
them  to  run  at  the  low  speed  of  175  R.  P.  M.  The  com- 
pressor supplies  130  lbs.  of  air  for  braking,  whistling, 
bell  ringing  and  sanding.     It  is  regulated  by  a  starting 
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ted  among  the  four  are  the  two  reversers,  the 
>wer  switch,  the  circuit  breaker,  the  throttle  relay, 
sure  governor,  air  sanders,  and  the  contactors  for 
x)mbinations. 

lighting  and  head  light  switches  are  in  the  aisles 
dy  access. 

ew  of  a  complete  armature  mounted  on  driving 
given  in  Fig.  429. 

locomotive  is  fitted  with  the  Sprague-General 
:  Type  M  Control  with  a  controlled  acceleration, 
e  is  a  friction  clutch  attached  to  the  main  shaft  of 
troller,  operated  by  a  magnet.  This  magnet  is  in 
nit  of  wire  18  which  also  contains  a  magnetically 
d  switch. 

operating  coil  of  the  switch  is  a  part  of  the  main 
rircuit  leading  to  motor  No.  2. 
n  the  motor  is  taking  less  than  900  amperes  from 
;  the  magnet  is  too  weak  to  close  the  switch,  and 
locking  coil  is  not  energized,  and  the  controller 
is  free  to  be  moved. 

Id  the  motor  current  rise  above  900  amperes  the 
closes  the  switch,  the  lock  coil  throws  the  clutch 

i  engineer  can  not  advance  the  handle  until  the 
falls  to  its  normal  value. 

430  shows  the  wiring  of  the  four  motors,  their 
ces  and  contactors  as  arran^^ed  in  the  New  York 
locomotive  No.  6000,  the  first  one  built, 
terminals  marked  T  are  connected  to  the  third 
"trolley/'  those  marked  R  to  the  rails  or  return 
often  called  "ground." 

irmatures  are  represented  by  circles  and  the  fields 
ires.     The  resistances  are  shown  by  the  crooked 
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lines,  being  a  rough  imitation  of  the  shape  of  the  cast 
iron  grids  used  as  resistances. 

On  No.  I  motor  at  the  top  has  been  indicated  how 
the  leads  go  to  a  reverser,  but  this  has  been  omitted  from 
the  rest  of  the  diagram  for  the  sake  of  clearness. 

Each  number  represents  a  contactor  and  when  the  con- 
tactor is  closed  the  gap  in  the  circuit  as  shown  in  the 
diagram  is  closed  and  current  is  permitted  to  pass. 

The  wiring  which  actuates  these  contactors  is  called 
the  control  system  and  will  be  the  subject  of  another  il- 
lustration. This  diagram.  (Fig.  430)  only  shows  the 
main  or  power  circuits.  Each  wire  in  the  control  is  num- 
bered and  this  number  is  used  to  refer  to  it. 

The  controller  which  actuates  these  47  contactors  has 
24  positions  or  notches  numbered  consecutively.  Nos.  10, 
17  and  24  are  running  positions,  placing  the  motors  at 
X  10  all  in  series;  at  N17  in  series-multiple  i.  e.,  two  in 
series  and  two  in  parallel  or  multiple :  at  24  all  in  mul- 
tiple. This  gives  quarter,  half,  and  full  speeds.  At 
all  the  other  notches  there  is  more  or  less  resistance  in 
the  circuits,  and  the  controller  must  not  be  left  perma- 
nently at  any  notch  but  these  three. 

The  motors  are  numbered  from  the  top  of  Fig.  430 
down,  Nos.  I,  2,  3  and  4.  The  numbers  i,  2,  3  and  4 
ifter  a  symbol  denote  the  motor  to  which  the  part  belongs. 

F  I  denotes  the  field  of  motor  Xo.  i.  R  12  denotes  the 
second  resistance  (counting  from  left  to  right)  of  the 
first  motor.    R  36  denotes  last  resistance  of  third  motor. 

Each  motor  has  a  set  of  six  resistance  grids  whose 
total  for  each  motor  is  0.4  ohm  and  whose  parts  have 
resistances  as  given  in  Table  A.  In  Table  B  is  given  the 
resistance  left  in  each  motor  circuit  when  the  previous 
grids  are  cut  out. 
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s  shown  the  S  portion  of  the  reverser  is  shut  and 
0  part  is  open.  The  magnets  and  link  bars  operating 
two  pairs  of  toggles  S  and  O  are  left  out,  in  order 
lake  diagram  simpler. 

represents  a  tap  from  the  main  power  cable  and  may 
onsidered  as  "trolley." 


FIe.  iSl.     Diagram  of  Lor 


he  current  comes  from  T  goes  through  B  to  the 
iture  a  (circle),  thence  to  C  and  passes  through  the 

F  (square).  The  same  thing  happens  on  the  other 
of  S. 

.  however,  the  magnet  connected  to  O  is  energized, 
toggles  O  wilt  straighten  and  close  the  contacts  L 
X  on  both  sides.    The  magnet  S  being  interlocked 

O  is  now  de-energized  and  the  S  toggles  loosen 
contacts  C  and  B  open. 

len  the  current  goes  from  T  to  L  and  through  the 
iture  in  opposite  direction  than  before,  tlience  to  N 
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jgh  tlie  field  in  the  same  direction 
)w  reverses ;  for  to  re\'erse  a  mott 
cir  field  liiit  not  both. 

Opcrolion  of  Control. 

le  the  cn.ciiiiecr  standing  in  the  ca 
and  air  wrenches  in  his  hand, 
e  not  removable  and  are  both  in  p 
In  fact  Ihey  had  to  be  there  befc 
ch  conld  be  removed,  and  the  air 
e  at  lap  before  it  could  be  taken 
reverse  and  one  air  wrench  per  1 
its  himself,  puts  on  the  two  wrench 
^wr^id^^rwa^j!^ 
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Notch  3  energized  W  7,  which  picks  up  C  20  (which 
W  6  no  longer  holds)  and  also  C  42,  which  cuts  out 
04  ohms  more,  reducing  resistance  to  0.8  ohms. 

Notch  4  energizes  W  10  which  holds  up  C  20  and  42 
and  also  closes  C  34  cutting  out  0.4  ohms  more. 

Notches  5-6-7-8-9:  While  Wio  continues  to  be  ener- 
gized holding  C  20-34-42,  wires  11-12-13-14-15  are  suc- 
cessively energized  closing  C  6-7-8-9-10  one  after  the 
other.  Thus  gradually  reducing  the  resistance  from  0.4 
to  0.044  ohms  as  shown  by  Table  B.  Each  contactor 
stays  down  until  the  following  one  closes. 

Notch  10:  Wire  16  is  energized  and  W  10  de-ener- 
gized but  C  20-34-42  are  held  up  by  W  16  and  it  picks 
up  C  1 1  in  addition,  thus  putting  the  motors  in  full  series 
between  Trolley  i  and  Return  4,  without  resistance.  N 
10  is  a  running  position  at  a  slow  speed. 

In  moving  from  N  10  to  N  11  many  changes  occur. 
W  51  and  52  are  of  course  still  working.  W  5  cuts  in 
and  transfers  C  2  and  46  from  W  i  to  itself,  it  also  closes 
C  12  and  35.  The  two  bridging  resistances  B  2  and  B  3 
yting  together  equal  to  0.96  ohms  prevent  a  short  circuit 
from  T  3  to  R  2. 

The  circuit  containing  B  2  is  called  a  bridgt  because 
t  bridges  over  what  would  otherwise  be  an  opening  in 
he  circuit  as  the  changes  occur. 

W  I  now  drops  out  of  circuit  allowing  C  24  to  open, 
hus  placing  two  motors  in  series  between  T  and  R. 

W  2  now  is  energized  and  closes  C  25  and  23  cutting 
)ut  B  2  and  B  3  considerably  reducing  the  resistance  of 
ach  motor  combination. 

W  10  now  closes  C  20  and  42  but  not  C  34  as  it  did 
)efore.  W  10  can  only  shut  C  34  if  C  24  is  already  closed. 
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1  system  of  interlocks.     C  24  is  now  open, 

i-hcn  we  shifted  from  W  i  to  W  5. 

re  now  in  series — multiple  with  half  of  the 

ries. 

Li  17  (both  inclusive)  energize  in  succes- 

3-14-15-16  closing  C  6  and  29,  then  C  7 

us  stepping  out  the  remaining  resistance 

.e  are  at  a  free  running  position  with  no 

7  and  18  we  shift  from  W  2  to  W  3  which 
duties  as  \V  2  and  in  addition  closes  the 
id  43.     These  two  contactors  produce  no 
.■s  for  llic  resistances  were  already  cut  out 
'1  through  the  contactors  under  its  control. 
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Wircb  II  to  i6  always  close  contactors  four  at  a  time 
but  the  first  and  second  times  they  are  used  part  of  the 
contactors  closed  produced  no  electrical  changes  and  for 
simplicity  mention  of  the  fact  was  omitted. 

Contactors  4-26-13-45  are  used  when  braking  electric- 
ally in  this  way. 

A  switch  called  a  commutating  switch  is  thrown  and 
the  controller  pulled  to  first  notch. 

The  commutating  switch  brings  in  wires  17-4  and.  5, 
W  17  closes  contactors  4-13-26-45. 

W  4  and  W  5  due  to  interlocks  do  not  close  as  many 
contactors  as  they  would  if  energized  through  main  con- 
troller so  W  4  only  closes  3-27  and  W  5  only  closes  12. 

Notch  I  of  controller  energizes  W  51  and  W  52.  W 
52  as  usual  closes  28-36-44  while  W  51  on  account  of  in- 
terlocks only  closes  5  and  21.  The  four  motors  are  now 
in  parallel  across  the  track  rails  all  connection  with  third 
rail  being  cut  oflF.  They  now  act  as  generators  and  act  as 
brakes. 

This  can  only  be  done  when  one  locomotive  is  on  a 
train  else  the  other  locomotive  being  so  near  (40  feet) 
acts  as  a  short  circuit. 

The  one  wire  not  mentioned  \V  18  is  the  one  called  con- 
troller lock.  It  energizes  the  ma;:^net  of  the  friction  clutch 
through  a  relay  whenever  current  input  exceeds  900 
amperes  per  motor. 

Table  C  gives  the  number  of  the  control  wire,  the  con- 
tactors operated  by  it,  and  the  notches  of  the  controller 
making  use  of  the  wire. 

In  this  table  and  elsewhere  i  to  10  means  both  inclusive 
and  1-2-10  means  separate  numbers. 
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Table  C. 

Wires                        1 
in  circuit. 

5" 

5'                           ■■ 

6 

lo                          i 

10  (interlock) 

11  6-1 

12  7-1 
'3                       8-1 
14                         9-1 
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This  table  will  enable  you  to  find  what  groups  of  con- 
ctors  go  into  operation  at  same  time. 
It  being  found  that  electrical  braking 'when  two  loco- 
otives  were  being  operated  was  useless  it  was  cut  out 
the  equipments  delivered  to  the  Central. 
Changes  in  the  numbering  of  the  contactors  were  also 
ade,  but  the  method  of  control  is  the  same.  This  les- 
n  will  enable  the  student  to  get  information  from  the 
iring  diagram  given  in  connection  with  the  catechism  on 
e  locomotives. 


1 

LESSON  43. 
RciLLiNc  Stock. 

locomotive  as  a  slow  speed,  Y 

oUI  and  tliere  arc  many  of  tl 

-day  tliat  were  built  ten  years  a| 

use  by  tlic  American  Bridge  Co 
works  of  tlie  Westinghouse  El 
ise  in  a  lumber  mill.     Fig.  435 

pig  iron.  Fig.  436  is  used  by 
to  haul  ingots  and  motdds.    Fig 

724 
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without  toa  great  a  resistance  and  sparking  at  i 
wheel. 

Fig.  442  shows  a  5G0  H.  P.  locomotive  operalinj 
the  Hudson  River  steamship  wharfs.     Gear  i 
3:1.    It  makes  8  miles  an  hour. 


^%l 


Fig.  443  shows  an  Aiiu'ricaii  locomotive  operatinj 
the  Aiisterlit^  Station  uf  the  Paris-Orka!!  R.  R, 
same  locomtives  also  haul  ifio  ton  trains  under  Pans| 
itw^  Qjaai  d'Orsay  terminaL 
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fjiluillil 


f 
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Fig.  444  sliows  the  Icicoiiiolive  of  llie  Buffalo  &  Lock- 
jwrl  R.  R.,  designed  to  handle  freighl  and  passenger  serv- 
ice between  tliesc  stations.  They  are  equipped  with 
OMJlors  capable  of  developing  (ioo  H.  P.  Owing  to  slow 
speeds  required  (.15  miles  per  hour)  the  motors  are  con- 
nected two  in  series  permanently.     They  start  with  all 


l-i^Jl 


r« 


in  scries  and  then  place  them  in  series  parallel.  They 
Iraw  500  amperes  while  accelerating  a  450  ton  trair  _^  to 
14  miles  an  hour. 

Fi^^.  445  shows  a  locotnolivc  used  in  factory  yard  to 
Irill  freight  ears. 

The  Bailiinore  &  Ohio  R.  R.  has  been  using  87  Ion 
ilectric  locomolives  to  haul  its  steam  trains  docomotive 
nd  ain  through  the  tunnel  under  the  city  of  Baltimore. 


I  Fig. 
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f  the  two  tn-icks  is  sliown  in  Fig'.  447.  The 
fre  six  pole  and  connected  diractly  to  axle.  There 
3  miitors  in  each  truck  making  four  in  all. 
1903  tlie  R.  &  f.  put  in  service  two  more  locomo- 
Eaeh  one  is  composed  of  two  unlls.  Each  unit 
i  four  motors,  each  geared  to  one  of  llic  axles  by 
Tbe  motors  are  4 110k.    Each  unit  weighs  7i 


rs2 
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tons.     Thus  the  whole  locomotive  of  146  tons  has  160a  1 
horse  power. 

The  geareJ  type  is  perhaps  best  for  such  slow  speed  1 
work. 


The  freight  locomotive  of  to-day  will  be  a  16  wheel  lo- 
comotive of  the  0-16-0  type  with  a  joint  in  the  center  of 
its  frame  like  a  Mallet  Compound.  This  is  called  an  ar- 
ticulated frame. 

Each  axle  will  have  its  motor.  Its  general  dimensions 
are  shown  in  Fig.  448. 

A  New  York  Central  locomotive  drawing  a  train 
fihown  io  Fig.  449. 
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Fire  proof  cars  are  a  very  valuable  asset  to  a  road,  as 
a  means  of  gaining  public  favor  and  Ihdr  actual  calming 
influence  in  case  of  not  only  slight  fires  due  to  electrical 
troubles  but  also  in  slight  collisions.  Figs.  450  and  451 
show  a  fire  proof  car  designed  by  Mr.  Gibbs.  The  Erie 
railroad  is  using  similar  ones  for  Postal  Service.  The  In- 
terborougli  Co.  is  using  the  Gibbs  car  for  motor  cars. 


These  are  finished  inside  with  dark  green  enamel  and 
aluminum  paint  which  although  a  little  hard  lodting 
makes  a  good  appearance. 

Fig,  452  shows  a  train  on  the  \\'cst  Shore  R.  R   oper- 
'  ating  between  Utica  and  Syracuse. 

^g-  453  shows  a  locomotive  and  Fig.  454  a  motor  car 

[  of  the  Valtellina  Rail  Road  of  Italy.    This  is  a  3  phase 

wptnent.  . 
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Trucks, 


While  the  size  of  motors  has  been  limited  by  the  gauge 
of  the  rails,  yet  the  demand  for  larger  horse  powers 
has  influenced  truck  builders  to  put  36  inch  wheels  on  the 
motor  trucks.  Such  trucks  will  soon  be  standard  for  steam 
road  work.  The  trailer  truck  at  other  end  of  car  will 
have  33  inch  wheels  as  standard. 

Fig.  455  shows  the  general  dimensions  of  a  motor  made 
for  a  ^^  inch  wheel  truck.  It  will  be  noticed  that  the  car 
axle  goes  through  a  set  of  bearings  on  the  side  of  the 
motor  frame.  The  large  gear  is  fastened  to  the  car.  The 
motor  shaft  runs  in  bearings  at  either  end  of  the  frame. 
The  pinion  on  motor  shaft  engages  with  gear  on  car  axle. 

Some  of  the  weight  of  motor  is  given  to  car  axle  by 
the  bearings  in  motor  frame  through  which  this  axle 
passes.    The  rest  is  transferred  through  the  truck  frame. 

Any  motion  of  the  motor  must  be  in  a  circular  arc 
around  the  car  axle  as  a  center,  for  the  distance  between 
center  of  car  axle  and  motor  shaft  must  always  be  same, 
else  gear  teeth  will  bind. 

The  Master  Car  Builders  Association  has    given    its 
sanction   to  certain    constructions   which    are    familiarly 
^   known  by  the  initials,  M.  C.  B. 

A  truck  called  the  "M.  C.  B.  equalizing  truck'^  is  shown 
in  Fig.  456.  The  center  pin  is  shown  on  center  transom 
with  bearing  plates  on  either  side.  Outside  of  these  are 
the  side  bearings  to  catch  the  weight  when  car  rolls.  Any 
up  and  down  motion  due  to  compressing  the  springs 
should  not  bring  side  bearing  plates  into  contact.  They 
generally  come  into  contact  when  rounding  curves,  and 
to  prevent  interference  vja\\v  s^Vw^Xvcv^  ol  Itucks  under 
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eacli  side  of  the  motor  is  a  lug  which  is  bolted  to  the  long  J 
or  side  bars  of  this  frame. 

This  suspension  is  the  cradle  suspension.  It  has  many 
modifications.  In  Fig.  457  the  center  of  end  bar  of 
cradle  h  shing  without  springs  from  a  cross  bar  which  is 
spring  borne  at  the  outside  of  the  frame. 


One  of  the  best  cradle  suspensions  is  the  GJbbs  (FigT-i 
458)  as  shown  in  Fig.  459  the  whole  truck  frame  of  a  M 
r  B  truck  may  be  hoisted  clear  of  the  wheels  and  motors. 

The  nose  su.spension  is  simpler  than  the  cradle.  The 
end  of  motor  not  resting  on  car  axle  is  himg  from  a' 
spring  borne  cross  bar.    See  Fig.  460. 

Another  very  simple  nose  suspension  is  shown  in  Fig, 
(461  where  ihe  truck  transom  has  a  frame  bolted  to  it  con- 
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taining  a  spring  supported  U  or  loop.  A  lug  or  nose  on 
the  motor  sticks  into  this  U.  This  illustration  shows  the 
king  pin,  bearing  plate,  and  side  bearings  all  mounted  on 
transom. 

Fig.  462  shows  a  suspension  made  of  two  bars  running 
length-wise  of  truck  which  hold  the  motors.  These  bars 
are  each  spring  borne  at  ends  of  truck,  directly  from 
frame.  In  the  illustration  two  long  bars  are  supporting 
the  parallel  bars  because  there  is  no  truck  there  to  do  it. 
Such  a  suspension  needs  four  spring  supports  and  is  no 
more  flexible  than  the  cradle  suspension  using  only  two. 
It  is  called  the  parallel  bar  suspension. 
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Car  Equipment. 

The  electrical  equipment  of  a  car  consists  of  the  motor 
truck,  the  controller,  resistances,  iron  pipe  conduits  con- 
taining the  motor  circuits,  and  the  motor  control  circuits, 


a  trolley  or  set  of  third  rail  shoes  ani  a  le-«  ^v.-^'&'i.vj 
pieces  of  apparatus.  Some  arresters  ate  %\\o\\i\  "^'fv  "^^-i 
46J.    An  arrester  I'listalled  with  a  kicVmg,  eo\\  ^^  ^''^j 


f  and  is  "std  '"  "■'■  " 


n 
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I  the  breaker.    The  handle  oii  tup  is  for 


a  fuses   (Fig.  467)   should  be  protected  by  m 
i  wood  boxes  are  still  used. 


car  and  veMibulc  lights  are  toutrollvl  by  sn^  ] 
BS  on  porcelain  basvs.  enclosed  by  porcelain  or  Iron  | 
(Fig.  468).    Mead  lights  have  same  stvie  switchesj 
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Contact  Devices. 

The  type  of  trolley  with  a  wheel  to  collect  current  from 
wire  is  not  satisfactory  for  high  speeds.    The  wheel  is  apt 


I 


3  jump  the  trolley  wire  and  smash  the  giiy  wires  of  ordi- 
■"Tiary.  or  the  braces  of  catenary  construction. 

.\  bow  trolley  where  the  wheel  is  replaced  by  a  broad 
plate  of  copper  or  iron  some  two  or  three  feet  wide  and 
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te  inches  across,  must  be  used  for  high  speeds.  Then 
matter  how  the  train  sways  the  trolley  and  wire  always 
p  in  contact. 

rile  latest  form  of  bow  trolley  is  calltd  The  Panta- 
ph  Trolley,  as  shown  in  Fig.  469,  It  is  raised  and 
ercd  by  an  air  cylinder  shown  in  center. 


'hen  a  third  rail  is  used  shoes  as  in  Fig.  470  arc  thi 
ent  collectors.     These  are  of  cast   iron  pressed 
igs  against  the  top  or  bottom  of  the  third  rail 


Healers. 


I  trains  of  motor  cars  the  only  way  to  heat 
■tances  made  hot  by  electric  current.  This  is  the  most 
instve  way  to  heat  and  in  interurban  cars  where 
jrman  is  always  on  front  platform  (the  cars  passing 
md  a  loop  at  each  end  of  route)  it  is  better  to  install 
t  air  or  hot  water  heater  and  let  motorman  attend  to 
This  can  be  done  at  terminals  and  at  turnouts  or  even 
ops  where  eight  or  ten  passengers  are  being  let  off  or 


I 


m  ^ 


M 


756  ELECTRIC    RAILROADING 

Terminals  A,  B,  are  connected  to  the  same  lettered 
terminal  of  heater  behind ;  C  and  D  are  connected  to  C 
and  D  of  heater  ahead. 

The  first  heater  has  A  and  B  connected  to  switches  Si 
and  So  which  are  connected  to  trolley.  The  last  heater 
has  C  and  D  connected  to  a  ground  wire  which  is  con- 
nected to  some  part  of  frame  of  truck. 

If  with  switch  Si  closed  a  certain  amount  of  heat  is 
generated,  with  S^  closed  twice  the  heat  is  obtained,  while 
with  both  closed  the  maximum  heat  is  obtained,  being 
three  times  that  given  by  the  switch  Si  alone. 


Air  Brake. 

For  complete  description  of  all  air  brake  equipment 
read  \^ol.  III. 

Suburban  lines  feeding  steam  roads  usually  run  single 
cars  which  are  fitted  with  a  straight  air  equipment  like 
Fig.  472. 

The  electric  locomotives  of  the  New  York  Central  R. 
R.  have  the  Westinghouse  E-T  equipment. 

Practically  all  the  motor  car  of  railway  coach  type 
running  in  trains  have  the  regular  automatic  air  brake 
with  an  air  compressor  on  each  motor  car. 

The  parts  of  such  a  compressor  are  shown  in  Fig.  473. 
the  complete  compressor  in  Fig.  474,  and  a  side  view  of 
compressor  in  its  suspension  is  given  in  Fig.  475. 

The  New  York  Central  motor  cars  have  a  governor  of 
type  shown  in  Fig.  472. 

TJie  New  York  C^\\U^\  \oQ.c>motives  and  the  Pennsvl- 
vania  motor  cats  \v2ln^  ^  "w^mox  ^%\w^\^%.  ^^md477- 
howling   it  closed  ^nd  o^^^xv. 
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Tlie  conslriictioii  is  shown  in  Figs.  478  and  520.  1 
cylinder  heaJ  is  provided  with  a  tapped  hole  for  the 
sidated  pipL'  which  makes  connection  Iwtweeii  the  govt 
or  and  the  compressor  reservoir.    The  head  is  so  o 


structed  thai  this  connection  may  be  placed  al  the  bi 
or  at  either  side  of  the  governor,  as  desired.  It  is  bolt 
to  [he  frame  and  holds  the  rubber  diaphragm  A  agai 
the  retaining  ring.    This  ring  serves  as  an  abutment 
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le  piston  "B  against  the  upper  surface  of  which  the  dia- 
hragm  A  is  pressed.  The  lower  side  of  the  piston  is 
cted  upon  by  the  operating  spring  C,  the  pressure  of 
/hich  is  adjusted  by  means  of  the  screws  R  bearing 
gainst  the  waslier  S.  Attached  rigidly  to  tlie  piston  I! 
i  the  rod  D,  the  lower  end  of  which  is  connected  to  one 
f  the  operating  levers.     The  largest  of  these  levers  i- 


irovided  with  a  recess  into  which  a  mica  insulated  stud 
las  been  forced  by  hydraulic  pressure.  Attached  to  the 
tud  are  the  cable  terminal  and  the  spring  carrying  the 
ontact  finger.  The  finger  tip  through  which  the  circuit 
i  completed  and  broken  is  so  made  as  to  be  readily  re- 
lewable  when  worn.     This  finger  com\>le,les  vW  6.x^\<\\. 


760 
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through  the  stationary  contact,  the  tip  of  which  is  i 

renewable.     Enclosing  these  contact  members  is  the) 

^  chute,  which  is  composed  of  a  special  molded  insula^ 

ound  and  is  provided  with  renewable  plates  a 

y  refractory  material.     This  material  has  tlie  pi 


erty  of  resisting  the  action  of  the  electric  arc  to  a  g 
degree.  In  series  with  this  circuit  is  the  blow-out  coi 
for  producing  the  magnetic  field  which  extinguishes! 
arc  when  the  circuit  is  broken.     This  coil  is  mat 
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enameled  copper  ribbon  wound  edgewise,  and  connected 
Willi  it  is  the  line  terminal,  which  is  provided  with  two 
set  screws  for  clamping  the  wire.  The  protecting  cover 
is  hinged  at  the  back  of  the  frame  and   is   held   in  the 


osed  position  by  a  spring  catch.  On  the  inside  of  this 
)ver  adjacent  to  the  arc  chute  is  a  plate  of  insulating 
aterial  which  prevents  the  possibility  of  the  arc  striking 
le  metal. 
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Opcralioii. 

■  this  governor  in  opening  an 

I  the  compressor  is  as  follows 

■ircssor  continues  to  operate. 

urc  of  air  in  the  reservoir, 

r  above  the  diaphragm  A  rise 

1  tiownward  against  the  action 

.  turning  the  lever  E  around  h 

Ihi.-  pivot  il  above  the  centre  lir 

r  J,  which  connect  the  intermec 

It  carrying  lever  K.     The    acti< 

li  pulls  the  end  of  the  intermediate 

f  movement  quickly  carries  the  c 

s  past  the  pivot  P.  thus  reversing 

;i  the  contact  carrying  K.  ant 

rto  be  drawn  downwari 
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The  following  pages  contain  a  description  of  the  elec- 
trical apparatus  used  on  the  motor  cars  of  the  West  Jer- 
sey and  Seashore  R.  R.,  one  of  the  Pennsylvania  lines 
running  from  Philadelphia  to  Atlantic  City.  This  road  is 
practically  a  straight  line  between  the  two  cities  with  no 
grades  worth  mentioning.  It  is  60  miles  long  and  can  be 
done  by  express  trains  in  very  little  over  an  hour. 

These  conditions  while  ideal  for  steam  locomotives  are 
even  yet  more  suitable  for  electric  traction.  When  it 
comes  to  local  trains  the  electric  cars  are  vastly  superior 
and  can  make  much  better  time  with  increased  economy. 


( 


FOR    THE    OPERA! 
fll'LE  UNIT  CONTROL. 

ESCRIPTION  OF  APPAR 

IjTOR   CARS  ON   THE  WI 
EASHOEE    RAILROAD  ari 

lieral    Electric     (No.    69-C) 
intors,  both  of  which  are  ti 
,-n    as    the    -MOTOR    TRU 
[ral  Electric  (type  M)  multiple  i 
Led. 

LXTIPLE  UNIT  CONTROL  is 

I  a  train  of  two  or  more  motor  c 

r  controller  on  any  car  in  tile  tra 

eral  cars,  eacli  propelled  indepe 

;  controlled  as  one  car. 

ARE  TWO  CONTROL  CIR 

^MASTER  CONTROL 
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irates  electrically  controlled  switches  known  as  CON- 
CTORS  on  each  car,  and  establishes  the  motor  con- 
!  on  their  respective  cars.  The  motor  control  is  local 
h  each  car  and  can  be  governed  by  any  master  con- 
ler  on  the  train. 

.  EACH  MOTOR  CAR  TAKES  CURRENT  from 
third  rail,  through  the  third  rail  shoes,  or  from  the 
ley  wire,  through  the  trolley.     All  third  rail   shoes 

trolleys  are  connected  through  switches  to  a  BUS 
^E,  which  runs  the  entire  length  of  each  car  and  is 
nected  together  between  the  cars  by  the  BUS  LINE 
VIPER;  therefore,  if  any  third  rail  shoe  or  trolley  is 
ontact  with  the  third  rail  or  trolley  wire,  all  motors  of 

train  can  be  supplied  with  current  through  the  bus 
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.  THE  MOTOR  CONTROL  CIRCUIT  (Fig.  479) 
he  circuit  forming  the  path  of  the  current  from  the 
d  rail  shoes  or  trolley  through  the  motor  control  ap- 
itus  and  motors  to  the  track  rails,  and  is  THE  MAIN 
•CUIT. 

THE  ESSENTIAL  PARTS  of  the  motor  control 
ach  car  comprise  the  following  apparatus : 

One   set   of   fifteen   CONTACTORS,    which 

close  and  open  the  circuit  to  the  motors. 
One  REVERSER,  which  determines  the  di- 
rection of  train  movement. 
One    set    of   eight    RESISTANCES,    which 
limit  the  flow  of  current  to  the  motors  when 
starting. 
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ONE  CIRCUIT  BREAKER,  which  protects 
the  motors  and  motor  control  apparatus 
against  excessive^  current. 

ONE  MAIN  FUSE,  which— like  the  circuit 
breaker,  and  in  addition  to  it — protects  the 
motors  and  motor  control  apparatus  against 
overload  in  case  circuit  breaker  fails  to 
operate. 

ONE  MAIN  SWITCH,  by  which  the  current 
can  be  cut  off  from  motor  control  circuit 
for  inspection  or  in  case  of  defective  ap- 
paratus. 

ONE  THIRD  RAIL  SWITCH,  by  which 
current  can  be  cut  off  from  third  rail  shoes 
when  operating  from  trolley. 

ONE  TROLLEY  SWITCH,'  by  which  the 
trolley  can  be  cut  off  from  the  bus  line. 

FOUR  THIRD  RAIL  SHOES,  which  col- 
lect current  from  the  third  rail. 

FOUR  SHOE  FUSES,  which  protect  the 
apparatus  and  car  wiring  against  excessive 
current. 

TWO   TROLLEYS,   either   of    which    take 

current  from  the  trolley  wire. 
One  TROLLEY  FUSE,  which  protects  the 

apparatus   and   car   wiring  from  excessive 

current. 

One  BUS  LINE,  which,  together  with  the 
bus  line  jumper,  connects  all  shoes  and  trol- 
leys of  a  train  together. 

TWO  BUS  LINE  FUSES,  which  protect 
the  bus  line  against  excessive  current. 


:  UAlLKUJWlNCi 

KICKING  COIL  and  one 
JiNG  ARRESTER,  which  prote 
flits  and  apparatus  against  ligh 
larges, 

luR  THIRD  RAIL  SHOES 
I  tlirough  the  shoe  fuses  by  a  c; 
lion  is  made  through  tlie  third  r 
1  tlirough  the  main  switch,  main 
Intactors,  resistances,  reverser  a 

I'O  TROLLEYS  are  connectec 

which  a  connection  is  made  th 

fcn  through  the  kicking  coii  a 

[  box  on  the  roof  of  the  c 

J  which   a   connection    is   made 

|hc  main  switch  tiie  circuit  is  tl: 

shoes,    A  connection  is  n 

[|  kicking  coil  through  a  lig 
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means  of  the  conlaciors  thi;  motor  coniroi  i 
ishcd  on  individual  c 

II.    THE  COXTACTOR  BOX   (Fig.  481) 
ated  beneath  the  car,  about  midway  between  the  trucki 


I 


This  box  is  of  iron,  lined  with  asbestos  and  other  i 
sulating  materials  to  prevent  short  circuits,  and  is  pr 
vided  with  two  hinRcd  sheet  iron  covers.  When  it 
desired  to  inspect  the  contactors  the  sheet  iron  cova 
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can  be  dropped  by  releasing  the  catches  which  hold  them 
in  place. 

12.  THE  REVERSER  (Fig.  482)  is  enclosed  in  a 
metal  box,  and  located  near  the  end  of  the  contactor  box 
toward  the  trailer  truck. 

The  movable  part  of  the  reverser  is  a  rocker  arm,  con- 
trolled by  two  electro-magnets,  one  for  each  direction. 
These  magnets  are  operated  by  current  from  the  master 
controller  through  the  main  cable,  the  connections  being 
made  so  that  only  one  magnet  can  receive  current  at  a 
time.  Cables  from  the  motor  armatures  and  fields  are 
connected  to  the  fingers  of  the  reverser,  and  by  means 
of  contact  pieces  mounted  on,  but  insulated  from,  the 
rocker  arm,  proper  connections  of  armatures  and  fields 
are  established  for  producing  forward  and  backward 
movement  of  the  car. 

The  control  connections  for  the  reverser  are  so  ar- 
ranged that,  unless  the  reverser  is  at  the  proper  position, 
current  is  cut  oflf  from  the  contactors,  and  consequently 
the  motors  on  that  car  receive,  no  current.  When  the 
reverser  is  in  the  correct  position  it  is  electrically  locked 
and  cannot  be  operated  while  the  motors  are  taking 
current. 

The  reverser  is  always  closed,  either  in  the  forward  or 
backward  position,  depending  on  whether  the  master  con- 
troller handle  has  been  moved  to  the  left  or  to  the  right. 

13.  THE  RESISTANCE  (Fig.  483)  is  located  be- 
neath the  car,  near  the  contactors,  and  is  made  up  of 
cast  iron  grids  mounted  in,  and  insulated  from,  an  iron 
frame. 

These  resistances  are  used  to  reguVale  V\v^  ^o^  '^^  ^'^^- 
rent  Jto  the  motors  while  the  car  is  acce\ex?Xvcv^.    C*^^^ 
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fbe  various  resistances  to  different  contactors,  so 
bt  sections  of  the  resistance  may  he  cut  out  to  m- 
•pa*c  the  speed.  Resistances  are  used  only  in  starting, 
litching,  or  moving  at  low  speeds,  and  are  entirely  cut 
II  cither  in  the  one*half  or  fiitl  s]ici-ii  positions  of  the 
aster  controller  handle. 


:  CIRCUIT  nRF--\KER  (Fig.  484) 
wd-'io  an  iron  box.  l.)cated  beneath  the  car  al  the  end 
the  contactor  box  toward  the  trailer  truck. 
iTic  circuit  breaker  is  similar  in  construction  to  the 
itactor,  but  designed  to  carry  and  break  the  full  cur- 
i  taken  by  the  car.    It  is  closed  and  opened  bv  means 


i 
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ilectro-magnets,  acting  independently,  and  oper- 
current  through  the  train  cable  and  the  circuit 
switch  (Fig.  485)  which  is  located  in  the  motor- 
ib,  above  the  master  controller.  The  circuit 
30  any  car  is  opened  automatically  when  exces- 


ent  flows  through  the  motor  circuits  on  that  car, 
5tting  and  tripping  circuits  of  all  circuit  breakers 
n  are  connected  through  the  train  cable,  all  cir- 
ikers  are  closecl  and  opened  simultaneously  by 
r  the  circuit  breaker  switch.  ■ 

rcuit  breakers  are  normally  closed  vj\\e&  \I^^  ^■^'^-"''^ 
for  operation. 
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Is.     THE   MAIN   Fl'SE   (Fig.  486)   is  located 

neath  the  car,  at  the  trailer  end.  near  the  main  .switch. 
It  is  made  from  a  ihin  copper  rihbon  and  is  contai; 
in  a  box  composed  of  insulating  material.  Sheet  i< 
I>oIes  partially  surround  the  insulation  and  provi 
magnetic  blowout  for  extinguishing  the  arc  formed  w( 
the  fuse  blows, 


The  fuse  is  held  in  place  by  copper  clampj 
with  thumb  screws  having  insulated  handles,     'R  1 
be  replaced  after  opening  the  main  switch,  loosening*! 
damps  and  removing  the  ends  of  the  old  fuse. 
narily  the  current  breaker  will  open  automatically  i 
excess  current  before  the  fuse  hs;  t'-ne  to  blpyir.. 
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THE  MAIN  SWITCH  (Fig.  487)  is  located  in 
beneath  the  car.  It  is  a  quick-break,  knife-blade 
,  and  is  used  to  cut  off  the  supply  of  current  to 


Main  Switch. 


jtor  circuit  from  both  trolley  wire  and  third  rail, 
iwitch  is  normally  closed,  BUT   SHO^^-S^    N^- 
3  BE  OPEN  when  examining  ot  ^NOIVLY[v%  on-  '^Iwt 
■xintrol  apparatus. 


MOTOR  CONTROL  779 

7.  THE  THIRD  RAIL  SWITCH  is  located  on  the 
tchboard  (Fig.  489).  It  is  a  quick-break,  knife-blade 
tch,  and  is  used  to  cut  off  current  from  the  third  rail 
:he  motor  control  circuit  and  to  cut  out  the  third  rail 
es  when  operating  from  the  trolley  wire. 

i'his  switch  is  normally  closed  when  the  car  is  taking 
rent  from  the  third  rail  and  open  when  taking  cur- 
t  from  the  trolley  wire.  THE  SWITCH  SHOULD 
)T  BE  OPENED  WHILE  THE  MOTORS  ARE 
XING  CLTRRENT,  EXCEPT  IN  AN  EMER- 
NCY. 

8.  THE  TROLLEY  SWITCH  is  located  in  a  box 
the  car  roof.  It  is  a  quick-break,  knife-blade  switch, 
1  is  used  to  cut  off  the  trolley  and  its  fuse  from  the 
>  line  circuit.  This  switch  is  normally  closed,  BUT 
[OULD  ALWAYS  BE  OPEN  WHEN  WORKING 
I  THE  TROLLEY  OR  RENEWING  A  TROLLEY 
FSE. 

9.  THE  BUS  LINE  COUPLER  SOCKETS,  four 
number,  are  located  under  the  platforms,  two  at  each 
I  of  the  car. 

The  coupler  socket  (Fig.  490)  is  composed  of  a  body 
moulded  insulating  material,  containing  a  large  split 
g:  contact.     Supporting  feet  of  malleable  iron  are  se- 
ed to  this  insulating  body  for  attaching  to  the  under 
t  of  the  car  platform.     The  socket  is  provided  with 
inged  lid,  having  a  projection  on  the  inside  to  hold 
jumper  plug  in  place.    The  cover  also  excludes  dirt 
water  when  the  jumper  is  not  inserted.    Only  one  of 
two  bus  line  coupler  sockets  at  each  platform  is  in 
at  a  time. 
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:  BUS  LINE  JUNCTION  BOX] 
located  beneath  the  car,  one  at  ea 
s  made  of  cast  iron  and  contains  ai 
licli  is  secured  a  single  stud  bolt  i 
minals.    This  box  is  provided  for 
coupler  sockets  to  the  bus  line  cs 
:  DUS  LINE  CONNECTION  E 
:h  the  car.  midway  between  the  t 
is  similar  to  the  bus  line  junction  1 
connecting  the  third  rail  and  troll 
nc  cable. 

:  SHOE  FUSE  BOXES,  four  i 
m  the  wooden  shoe  beams,  one  or 
k-     The  box  is  similar  to  the  mai 
:cs  and  contains  the  shoe  fuse. 

MASTER  CONTROL. 

6.  THE  MASTER  CONTROL  CIRCUIT  (Fig. 
i)  is  the  circuit  forming  the  path  for  the  current  from 
bus  line,  through  the  master  controller  and  the  train 
le,  to  the  operating  coils  of  the  motor  control  ap- 
atus. 

7.  THE  ESSENTIAL  PARTS  of  the  master  con- 
of  each  car  comprise  the  following  apparatus : 

TWO  MASTER  CONTROLLERS,  which 
operate  the  motor  control. 

TWO  MASTER  CONTROLLER 
SWITCHES,  used  to  cut  off  current  from 
their  respective  master  controllers  when 
not  in  use. 

ONE  MASTER  CONTROL  SWITCH,  to 
cut  off  current  to  master  controller  and  cir- 
cuit breaker  switches. 

ONE  TRAIN  CABLE,  which  connects  the 
master  controllers  to  the  motor  control  ap- 
paratus. 

FOUR  TRAIN  CABLE  COUPLER  SOCK- 
ETS, to  which  the  train  cable  jumpers  are 
connected. 

ONE  TRAIN  CABLE  JUMPER,  which 
connects  the  train  cable  between  cars. 

TWO  TRAIN  CABLE  CONNECTION 
BOXES,  where  connection  is  made  to  mas- 
ter controllers,  coupler  sockets  and  seven- 
point  cut-out  switch. 

78;^ 
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ONE    SET   OF    RESISTANCE   TUBES, 
which  limit  the  current  in  the  master  con- 
trol circuits. 
ONE  CURRENT  LIMIT  RELAY,  which 

limits  the  rate  of  acceleration. 
ONE  POTENTIAL  RELAY,  which  opens 
the  master  control  circuit  when  power  is 
cut  off  from  the  train. 
ONE     SEVEN-POINT     CUT-OUT 
SWITCH,  to  disconnect  motor  control  ap- 
paratus from  train  cable. 
TWO  CIRCUIT  BREAKER  SWITCHES, 

for  setting  and  tripping  circuit  breakers. 
CONTROL  FUSES,  which  protect  master 

control  wiring  against  excessive  current. 
DESCRIPTION     OF     MASTER    CON- 
TROL  APPARATUS. 
rHE  MASTER  CONTROLLERS,  two  in  num- 
located  in  the  motorman's  compartments,  one 
end  of  the  car. 

naster  controller  (Fig.  493)  contains  a  single 
contact  cylinder  and  stationary  fingers,  mounted 
nsulated  support.  The  controller  has  a  single 
'or  both  forward  and  reverse  direction  of  train 
nt.  Four  points  are  indicated  on  the  cap  plate 
vard  direction  and  two  for  reverse.  The  first 
either  direction  is  called  the  "Switching"  or 
)Osition ;  the  second,  **Full  Series.'*  The  third 
called  the  "Parallel  Lap"  position,  and  the  fourth, 
irallel." 

naster  controller  governs  the  admission  of  cur- 
the  train  cable  for  operating  the  reverser  and 
rs. 


.   493,      Master  Controller. 
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"HE  MASTtJi  CONTROLLER  SWITCHES, 

umber,  are  located  abovL'  each  master  conlrolli 
icii  ciici  uf  tlie  car. 


aaster  controller  switch  (  Fig.  494)  is  3  pivoted 
lounted  in  an  iron  box  and  havinn^  a  projecting 
It  is  provided  with  a  magnetic  blowout.  This 
J  used  to  cut  off  current  from  its  master  con- 
rhen  the  latter  is  not  in  use.  It  also  sen-es  as 
jency  switch  in  case  of  any  failure  of  the  master 
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c 

^Bthe  train  cable  coupler  sockets 

|fpiP^95),  four  per  car,  are  attached  to  the  under  side 
of  the  car  platfonn,  These  sockets  are  of  malleable  iron 
»nd  contain  a  body  of  moulded  insulation,  into  which  are 
set  seven  bronze  split  ])Iugs.  one  being  attached  to  each 
conductor  of  the  train  cable. 


Each  socket  is  provided  with  a  hinged  cover  adapted 
)  hold  the  Jumper  plug  in  place  and  to  prevent  the  en- 
;  of  dirt  and  moisture  when  no  jumper  is  inserted. 
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J3.  THE  TRAIN  CABLE  JUMPER  (Fig.  496)  is 
;d  for  connecting  the  train  cables  on  adjacent  cars, 
consists  of  a  short  length  of  seven-conductor  cable, 
:h  iron  heads  or  plugs  attached  to  the  ends,  each  con- 
ning  seven  insulated  contacts,  one  being  secured  to 
:h  conductor.  The  jumper  heads  fit  into  the  coupler 
:kets  on  adjoining  cars,  and  connect  together  their 
in  cables. 

34.  THE    TRAIN    CABLE    CONNECTION 
)XES,  two  in  number,  are  located  beneath  the  car. 
The  train  cable  connection  box  (Fig.  497)  is  of  iron 
d  is  used  for  making  the  connections  from  the  mas- 
controller,  circuit  breaker,  coupler  sockets  and  cut- 

t  switch  to  the  train  cable.  Seven  screw  studs,  which 
t  held  in  an  insulating  board,  are  used  for  securing 
I  terminals  attached  to  the  ends  of  the  entering  cables. 
Conductors  provided  with  the  same  colored  covering 
i  connected  together,  except  at  one  connection  box 
each  car,  where  Nos.  4  and  5,  which  operate  the  rcr 
^ser,  are  crossed  in  order  to  obtain  a  direction  of  car 
•vement  to  agree  with  the  position  of  controller  handle 
either  controller. 

35.  THE  RESISTANCE  TUBES  are  located  in  the 
itactor  box,  and  consist  of  twelve  tubes  wound  with 
istance  wire.  They  are  used  to  regulate  the  current 
the  operating  coils  of  the  contactors. 

36.  THE  CURRENT  LIMIT  RELAY  (Fig.  498) 
located  on  the  switchboard.  It  consists  of  an  electro- 
Lgnet  provided  with  two  coils.  The  master  control  cir- 
It  passes  through  the  upper  coil  and  the  main  circuit 
•  motor  No.  i  through  the  lower  coil.  The  master 
itrol  circuit  coil  lifts  the  plunger  for  each  step  during 
releration  and  interrupts  the  contactor  pick-up  circuit. 


ELECTKIC    RAILROADING 


^v 

79:! 

1 

-J 

J 

'^Mj' 

•**  4ftS.     Current  Limit  Rslay. 
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nt  flowing  through  the  main  dra 
1  certain  amount  the  plunger  is  h 
m  and  cannot  drop  until  the  mote 
the  desired  amount, 
is  provided  for  the  purpose  of  proi 
mtrol  during  acceleration. 
:    PDTENTIAL    RELAY    (Fig. 
ihe  contactor  box.     It  is  similar  tc 
construction,  but  is  used  for  a  diffi 
-elay  lias  a  coil  which  is  connectec 
;■  ]notor  circuit,  ahead  of  the  first  n: 
for  any  reason  the  motor  currenl 
car.  this  relay  will  open  the  masti 
c  contactors  on  that  car,  causing 
r     W'lii'n  current  is  restored  to  th 

_^ 
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til  turned  to  the  right,  makes  conncc- 
pilact  with  the  setting  coils  of  the  cir- 

rncd  to  the  left,  with  tlie  tripping 
|it  hreakers.     Tlicse  positions  are  iiidi- 

)n"  and  "Off"  on  the  face  of  the 


loiilion  of  the  handle  is  vertical,  and  is 
■ition  b)  two  springs. 
pOL  FUSES  are  mounted  on  the  switch- 
e  control  cut-out  s'witch,  A  fuse  is  placed 
seven  control  circuits  between  the  train 
it-out  switch. 

\-ITCIinOARD  (Fig.  489)  is  located  in 
at  the  trailer  end  of  the  car,  and  has 
I  it  the  following  apparatus: 

;  1 RD  RAIL  SWITCH.     ( Paragraph 
17.) 

VEN'-POINT  CUT-OUT  SWITCH 
(Paragraph    Nos.   38  an' 


EMERGENXY  AIR  BRAKE  ATTACHM 

42.  THE  EMERGENCY  AIR  J3R-VKE  ATTACH- 
MENT for  master  controller  (I'ig.  4y3j  coiisiits  oi  a 
Inain  valve  outside  of  the  controller  (Fig,  500),  and  a 
■mail  pilot  valve  (Fig.  501)  within  iL   The  main  valve  1 


mtains  a  chamber  "A."  divided  into  two  parts  by  a  pis- 
"B"  connected   to  a  valve  "C,"  exhausting  to  at- 

lospbere.  The  lower  part  of  the  chamber  "A"  con- 
lects  directly  to  the  brake  pipe.  The  upper  part  of  "A" 
[onnects  to  the  pilot  valve  through  "F"  and  pressure  in 
^th  parts  is  equalized  by  a  small  hole  in  the  piston  "B." 
jHien  the  pilot  valve  is  opened,  pressure  in  the  upper 
part  of  the  main  valve  is  reduced,  and  the  piston  lifts. 
Blowing  the  brake  pipe  to  exhaust  through  a  hole  in  the 
I 791^  ^ 
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bottom  of  the  main  valve  to  atmosphere.    The  pilot  valj 
is  opened  by  a  loose  collar  on  the  cylinder  siiaft  in  t 
controller,  which  presses  against  the  stem  of  the 
when  the  controller  handle  is  at  the  "Off"  position  s 
the  button  released. 


TRAIN  OPERATION. 

GENERAL — The  apparatus  will  be  inspected 
e  train  put  in  condition  for  operation  by  the  in- 
s ;  but  the  motorman  will  be  held  responsible  for 
oration  of  the  apparatus  while  in  his  charge,  and 
lid,  therefore,  familiarize  himself  with  the  location, 
1  operation  of  all  apparatus  on  the  cars,  and  should 
ly  follow  the  instructions  below : 
PREPARATIONS  FOR  STARTING— When 
in  is  turned  over  to  motorman,  he  should: 

FIRST — Pass  along  the  outside  of  train, 
carefully  examining  bus  line  and  train 
cable  jumpers  between  cars,  to  assure  him- 
self that  all  connections  are  properly  made 
and  that  main  switches  are  closed. 
SECOND — Pass  through  the  train,  closing 
air  compressor  and  third  rail  switches  in 
each  car,  and  opening  master  control 
switches  in  all  cars  except  head  car  or  car 
from  which  train  is  to  be  operated. 
THIRD — Pass  along  outside  of  train  again 
and  satisfy  himself  that  the  air  compressors 
arc  working  properly. 
FOURTH — Take  position  in  the  motorman's 
compartment  at  forward  end  of  train  and 
note  the  brake  pipe  pressure,  which  should 
be  seventy  pounds,  close  master  controller 
switch.     The  circuit  breakers  should  then 
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set  by  moving  the  circuit  breal 
cr  tlie  master  controller,  to  the 

ion— lidding  it  there  about  one 
'ow  time  for  all  circuit  breakers 
TH — Test  the  brakes  as  requirf 
'ake  Instructions,"  makine,  upi 

the  trainmen  or  inspectors,  a  f 
iplication     (twenty-pound     redi 
cssurc),  holding  them  on  until 
?n    or    inspectors    have    exaii 
akes  oil  each  car. 
;e  brakes  are  found  in  proner 
iinnicn  or  inspectors  shall  sign; 
rman.   from  the  rear  of  the  t 
.11  then  release  the  brakes. 

i(.?t   is   not  complete  until   the 
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position  it  is  not  necessary  to  hold  the  button  down  to 
prevent  application  of  the  brakes. 

46.  COASTING — Hold  the  button  down  and  move 
controller  handle  to  "Off'*  position.  •  In  this  position 
power  will  be  shut  off  and  the  train  may  coast  free. 

47.  SERVICE  STOP — The  service  stop  will  be  made 
by  the  air  brake  valve  in  accordance  with  the  *'Air  Brake 
Instructions." 

48.  EMERGENCY  STOP— The  emergency  stop 
may  be  made  by  releasing  the  controller  handle,  which 
will  then  return  to  the  "Off''  position,  shutting  off  the 
power  and  applying  the  brakes. 

49.  TO  START  SLOWLY— Move  the  controller 
handle  to  the  left  to  first  point.  In  this  position  both 
motors  on  each  car  are  connected  in  series  with  all  re- 
sistance in  circuit  and  the  motor  control  will  not  "notch 
up"  to  higher  speed. 

50.  TO  INCREASE  SPEED  SLIGHTLY— Move 
the  controller  handle  to  the  second  point  and  quickly  re- 
turn it  to  first  point.  This  operation  results  in  the  cut- 
ting out  of  one  step  of  resistance,  and  may  be  repeated 
until  all  the  resistance  is  cut  out,  tluis  slowly  notching  up 
under  the  control  of  the  motorman  and  not  automatically. 

If  the  controller  handle  is  left  on  the  second  point  for 
a  sufficient  length  of  time,  all  resistance  will  be  auto- 
matically cut  out  in  successive  steps,  under  the  control  of 
the  current  limit  relay,  until  full  series  or  half  speed  is 
reached. 

51.  RUNNING  POSITIONS— The  second  and 
fourth  notches  are  running  positions,  and  the  train  should 
not  be  operated  for  more  than  a  few  minutes  at  a  time 
with  the  controller  handle  on  intermediate  notches. 
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'. — Move  the  controller  handle  to 

int.    The  reverser  will  change  the 

fvcment,  and  the  motors  wiU  be  con- 

^sistance  in  circuit. 

[  to  run  above  half  speed  in  the  re- 

if  higher  speed  is  required,  it  can 

■  operatincT  the  master  controller  at 

c:ir  or  train. 


fTRAIX  FAILURE. 

;  FAILURE,  that  is.  a  failure  of  a  train 
Irars  to  move  or  to  attain  full  speed,  when 
train   operation    have   been    followed, 
e  of  the  following  causes : 
.■RE  OF  POWER. 

CT     IN     MASTER     COXTROL 
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FAILURE  OF  POWER. 

^  A  FAILURE  OF  POWER  can  be  detected  by 
ng  the  lighting  switches ;  if  lights  burn,  power  is  on. 
)EFECT  IN  MASTER  CONTROL  CIRCUIT. 
;.  TO  DETERMINE  .IF  MASTER  CONTROL 
CUIT  IS  OPEN  turn  master  controller  handle  to 
first  notch  and  open  the  master  controller  switch, 
noise  of  slight  arcing  indicates  that  the  master  con- 
circuit  is  closed  and  that  the  trouble  is  elsewhere, 
arcing  shows  that  the  master  control  circuit  is  open 
indicates  that  fuse  is  blown  or  imperfect.  A  black 
fiarred  spot  in  the  center  of  the  label,  called  a  "Tell- 
"  indicates  that  the  fuse  is  blown  and  should  be  re- 
id.  A  fuse  which  shows  no  indication  of  being 
•n  should  be  tested  to  detect  faulty  construction  by 
)ving  a  fuse  from  a  lighting  circuit  and  inserting  the 
to  be  tested.  The  lig^hts  burning  indicate  that  the 
is  good,  and  it  can  then  be  replaced. 
I.  TO  DETERMINE  IF  TRAIN  CABLE  IS 
)UNDED,  operate  the  master  controller.  If  the 
;er  controller  fuse  blows,  it  indicates  that  one  or  more 
s  of  the  train  cable  are  in  contact  with  the  ground, 
the  cable  is  said  to  be  "grounded." 
)  locate  a  ground  in  the  train  cable,  disconnect  train 
*  on  operating  car  from  rest  of  train  by  removing 
I  cable  jumper  from  its  socket  on  second  car.  If 
fuse  now  blows,  when  the  controller  handle  is  oper- 
,  it  indicates  that  the  ground  is  either  in  the  operat- 
:ar  or  its  train  cable  jumper. 

)  determine  whether  ground  is  in  train  cable  or  jum- 
remove  the  jumper.    If  the  fuse  blows  when  the  con- 
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troller  is  operated,  the  ground  is  in  the  car.  If  it  does 
not  blow,  the  ground  is  in  the  jumper,  and  a  new  one 
should  be  inserted.  If  the  fuse  does  not  blow  when  the 
jumper  is  disconnected  from  the  second  car,  the  jumper 
should  be  replaced,  and  the  one  between  the  second  and 
third  cars  disconnected  from  its  socket  on  the  third  car, 
and  so  on  until  the  fault  is  located. 

If  the  fault  is  found  to  be  caused  by  a  defective  jump- 
er, and  if  the  train  is  not  provided  with  an  extra  jumper, 
the  jumper  between  the  two  last  cars  of  the  train  should 
be  taken  to  replace  the  defective  one. 

If  the  fault  is  found  to  be  on  the  car  and  not  in  the 
jumpers,  the  seven-point  control  cut-out  switch  on  that 
car  should  be  turned  to  the  "Off"  position,  and  the  test 
repeated.  If  the  fuse  still  blows  when  the  handle  is  oper- 
ated, the  fault  is  in  the  train  cable.  If  the  fuse  does  not 
blow,  the  ground  is  between  the  cut-out  switch  and  the 
contactors,  reverser  and  circuit  breaker.  If  this  is  the 
case,  the  cut-out  switch  on  the  defective  car  should  re- 
main in  the  "Off*'  position,  thus  cutting  out  the  fault  as 
well  as  rendering  the  car  inoperative,  but  in  no  way  ifl- 
terfering  with  the  train  cable,  and  permitting  the  oper- 
ation of  other  cars  in  the  train,  through  the  train  cable 
in  the  usual  manner. 

If  opening  the  cut-out  switch  does  not  remove  the 
fault,  that  is,  if  the  fault  is  in  the  train  cable  and  the  d^ 
fective  car  is  near  the  rear  end,  the  train  should  be  oper- 
ated from  the  front  car  as  usual,  the  defective  car  and 
those  following  being  cut  out  by  removing  both  train 
cable  jumpers  on  that  car;  if  at  or  near  the  head  of  the 
train,  the  tram  s\vow\d  V  tmxv  1\qkxv  the  following  car» 
all  cars  ahead  bemg,  ew>L  o\x\.. 
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57.  TO  DETECT  POOR  CONTACT  IN  MASTER 
)NTROLLER,  open  the  master  controller  switch,  re- 
ive the  cover  from  the  controller  and  turn  the  handle 
vvly,  noting  if  each  finger  makes  good  contact  with  the 
im.  If  any  contact  is  poor  and  cannot  readily  be  re- 
j Listed  by  the  motorman,  he  should  run  the  train  from 
'  next  car. 

;8.  TO  DETECT  LOOSE  TRAIN  CABLE  JUM- 
IR,  the  trainmen  should  note  if  the  contactors  on  each 
•  are  working  while  the  train  is  accelerating.  If  there 
I  loose  train  cable  jumper,  all  cars  ahead  of  the  jumper 
1  operate;  others  will  not.  The  motorman  should  be 
mediately  informed  if  any  car  is  not  operating. 


DEFECT  IN  MOTOR  CONTROL  CIRCUIT. 

19.  IF  ONE  OR  MORE  CIRCUIT  BREAKERS 
'  A  TRAIN  BLOW  when  starting  or  running,  return 
controller  handle  to  the  "off"  position  and  move  the 
idle  of  the  circuit  breaker  switch  to  the  "on"  position, 
the  circuit  breakers  again  blow  when  the  controller 
idle  is  operated,  the  brakes  should  be  examined  to  see 
hey  have  released. 

f  the  circuit  breaker  on  any  car  repeatedly  blows,  the 
torman  should  make  an  examination  to  see  that  it  is 
•perly  adjusted.  If  the  trouble  is  not  with  the  circuit 
aker,  the  car  should  be  cut  out  by  opening  the  seven- 
nt  cut-out  switch  on  the  switchboard  and  the  main 
tch  beneath  the  car. 

blowing  of  the  circuit  breaker  is  accompanied  by  a 
d  report. 


lists    ill..     V, 

linectefl  between  the  operating  and  aaj 

iiotornian  should  inspect  the  bus  lini 

lie  trouble  cannot  be  quickly  remedied, 

:  to  ihe  first  car  having  current  and 

tough  the  crossover.    The  motorman  s 

e  first  car  and  proceed  in  the  iisu. 

IWHKN  THE  MAIN  FUSE  IS  BL( 

vil!  not  operate,  althougli  the  contactc 

Bking  order  and  the  circuit  breaker  clo 

.■cur  very  seldom,  as  it  can  only  be 

niit  or  grounding  in  tlic  motors  or 

iL-h  are  usually  protected  by  the  qtiic 

[  breaker.    This  fuse  should  not  be  repla 

Jexcept  to  avoid  serious  delay  to  the  ser 

|se  of  single  cars.    BEFORE  RENEWIi 

,  OPFN'  THE  M.\IX  SWITCH. 

.\  SHOE  FUSE.M.AY  BLOWJrom 

■  '■"•^  nf  the  car  wiring  on  some  p 
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truck,  or  because  it  has  been  overloaded  by  running  in 
a  train  with  other  trolleys  down  and  taking  current  for 
the  whole  train  through  the  one  fuse.  If  this  latter  has 
been  the  cause,  the  fuse  should  be  replaced  on  the  road  if 
it  is  required  to  prevent  delay  to  service.  Before  replac- 
ing the  fuse,  pull  down  both  trolleys  and  open  the  trolley 
switch. 


GENERAL  DIRECTIONS. 

64.  IN  CASE  OF  FIRE  beneath  any  car  in  the  train, 
the  motorman  should  open  all  circuit  breakers  by  mov- 
ing the  circuit  breaker  switch  to  *'OFF"  position.  If 
this  fails,  he  should  open  the  main  switch  beneath  the 
car  and  the  seven-point  cut-out  switch  on  the  switch- 
board. 

65.  IF  SMOKE  OR  FIRE  IS  OBSERVED  by  the 
trainmen  in  any  of  the  lighting  or  heater  circuits  within 
the  car,  they  should  IMMEDIATELY  open  the  switch 
controlling  the  circuit,  and  extinguish  the  fire  with 
SAND.  NEVER  USE  WATER  to  extinguish  a  fire 
when  power  is  "ON,"  as  water  is  liable  to  increase  the 
danger  by  causing  further  short  circuits. 

66.  UNUSUAL  NOISES  in  train  movement  should 

at  once  be  located.     To  avoid  delay  the  conductor  or 

brakeman  should  stand  beside  the  train  while  it  is  moved 

slowly.     If  noise  is  caused  by  brake  rigging,  t\v^  ^-jcccsfe 

should  be  tied  up ;  if  the  noise  is  loe^ied  VvCcvvcv  K!5a^  x:csa- 

tors,  and  the  schedule  permits  it,  \\\e  xwo\.ot's>  ^ov^^^ 

cut  out  by  opening  the  seven-point  cu\.-o\3\.  s>n\xOcv  o^*^ 
car. 


jontact  shoes  on  the  car.    'lo  Dr« 

(lioc,  n^e  some  tool  with  a  wooden 

,     NEVER  USE  A  CROW 

f  I'lX  FOR  THIS  PURPOSE. 

f  STOP    TRAIN    WHEN    AIR 

roller  to  first  notch  in  revers 

■OULD   ONLY  BE  DONE  IN  C 

InXY  and  TO  AVOID  ACCIDE 

liUTIOK — Employes  should  exercis 

;  workiiij;  about  or  on  car  wiring.    ' 

the   circuit   on   which   work   is  b 

3)s  be  open, 

ilOTORMEN  MUST  REPORT  at  i 

1  the  regular  form  provided  for  th 

fitions  and  reasons  for  such  detention 

1  electrical,  air  and  signal  apparatus. 


he  New  York  Central  is  now  operating  a  portion  of 
*8g  miles  of  track  which  will  soon  be  entirely  operated 
lectricity. 

heir  equipment  which  is  now  all  in  use  consists  of  125 
>r  cars  each  containing  400  H.  P.  of  electric  motors 
35  locomotives  each  of  220  H.  P.  w^ith  large  over- 
capacity. Each  locomotive  will  develop  2500  H.  P. 
re  blowing  fuses,  and  can  sustain  that  power  for  sev- 
minutes. 

*cently  a  train  of  9  Pullmans  went  dead  on  a  0.5% 
e  in  the  tunnel,  on  account  of  engine  trouble.  One  of 
Jectric  locomotives  coming  up  behind  with  7  coaches, 
ice  coupled  on  and  started  the  whole  combination  of 
F,  a  dead  locomotive  and  16  cars,  the  whole  weighing 
t  1000  tons.  It  drew  the  whole  up  a  i  %  grade  about 
a  mile  long  at  good  speed  and  landed  them  at  the 
t  Haven  yard. 

le  motor  car  trains  make  a  maximum  speed  of  52 
5  per  hour. 

le  locomotive  trains  make  a  maximum  of  about  66 
5  an  hour  with  regular  trains. 
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B. — Motor  Control. 

.  The  motor  control  on  each  car  consists  of  the  fol- 
ing  apparatus: 

A  set  of  Contactors  mounted  in  a  box. 

A  Reverser. 

A  set  of  Rheostats. 

A  Circuit  Breaker 

A  Main  Fuse. 

A  Main  Switch. 

In  addition  to  these  pieces  of  apparatus  there  are 
•  third  rail  shoes  with  the  necessary  main  cables  con- 
ing them  to  the  control  apparatus  on  the  same  car. 
re  is  also  a  main  cable  extending  the  whole  pf  the 
1  and  provided  with  couplers  between  cars  which 
lects  the  third  rail  shoes  throughout  the  train  to- 
ler.    This  cable  is  termed  the  bus  line. 

From  the  third  rail  shoes  the  main  circuit  is  ear- 
to  the  main  switch  on  the  panel  board  and  from 
e  through  the  main  fuse  and  circuit  breaker  to  the 
factors. 

.  THE  CONTACTOR  (Fig.  480)  is  a  switch,  the 
^able  portion  of  which  is  operated  by  an  electro-mag- 
which  receives  line  current  from  the  master  controller 
)ugh  the  train  cable.  Where  the  main  contact  is 
le  two  heavy  copper  tips  are  provided.  These  two 
:act  tips  are  inclosed  in  an  arc  chute,  and  a  powerful 
^etic  blowout  is  provided  having  poles  extending 
tg  two  sides  of  the  arc  chute  for  promptly  extin- 
jhing  the  arc  formed  in  breaking  the  circuit. 
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\^Cl-OR  BOX    (Fig.  4S1)   is  provided     '• 
set  of  fifteen  contactors.   Tfiis  box  is  oi 
ned  with   asbestos   and   other   insuJatiriK 
eventing  short  circuiting.     Tliis  box  is 
vo  sheet-iron  covers,  which  can  be  readily 
jy  releasing  suitable  catches  when  it  is 
ct  the  contactors.    These  contactors  are 
J  box  by  means  of  insulated  bolts. 
■:VriRSER     (Fig.    482)    is    a    multiple 
ible  part  of  which  is  a  rocker  arm  opera- 
ctro-magncts,   one  being  used   for  each 
e  coils  are  energized  by  current  from  the 
r  circuit,  and  the  connections  are  such 
il  can  receive  current  at  one  time.  Wires 
armatures  and  fields  are  connected  to  the 
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:er  is  tripped  automatically  when  excessive  motor 
nt  flows  through  its  series  tripping  coil.  The  mo- 
rn may  also  trip  the  circuit  breaker  by  moving  the 
ined  setting  and  tripping  switch  handle  to  "off''  or 
X)sition. 

.  THE  MAIN  FUSE  (Fig.  486)  is  a  thin  copper 
n  contained  in  a  box  composed  of  insulating  ma- 
.  Sheet-iron  pole  pieces  partially  suYround  the  in- 
lon  and  provide  a  magnetic  blowout  for  expelling 
re  formed  when  the  fuse  melts.  The  fuse  will  or- 
ily  not  melt  and  open  the  circuit,  as  the  time  re- 
d  for  this  is  greater  than  that  taken  by  the  circuit 
:er  to  trip.  A  continued  excessive  current  will, 
ver,  melt  the  fuse. 

THE  MAIN  SWITCH  is  a  knife  blade  quick 
:  switch,  located  on  the  panel,  and  is  used  to  cut  oflF 
lupply  of  current  through  the  main  fuse,  circuit 
:er,  contactors  and  motors.  This  switch  should  not 
•ened  while  the  motors  are  taking  current,  except  in 
nergency.  It  should,  however,  always  he  opened 
e  the  main  fuse,  circuit  breaker  or  contactors  arc 
lined.    Fig.  502. 

THE  BUS  LINE  COUPLER  SOCKET  (Fig. 
composed  of  a  body  of  molded  insulating  material 
ining  a  large  split  plug  contact.  Supporting  feet  of 
able  iron  are  secured  to  this  insulating  body  for 
ling  to  the  under  side  of  the  car  platform.  A  hinged 
the  front  of  the  socket  is  also  provided,  having  the 
Functions  of  holding  the  coupler  plug  in  place  and 
ding  dirt  and  water  when  the  jumper  is  not 
:ed. 

THE  BUS  LINE  COUPLER  OR  JUMPER 
.  491)  consists  of  a  short  section  of  flexible  insulated 
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with  a  plug  attached  to  each  end.  TUit  one  jumper 
quired  for  connection  between  two  adjacent  cars, 
dditional  sockets  being  provided  so  that  cars  may  be 
id  end  for  end,  or  coupled,  in  any  desired  relation. 

.     THE  BUS  LINE  FUSE  is  identical  with  the 
fuse.     Two  of  these  are  provided,  as  shown  on 
•am,  for  protecting  the  bus  line. 

.  THE  BUS  LINE  JUNCTION  BOX  is  provided 
:onnecting  the  ends  of  the  bus  line  cable.  The  box 
nposed  of  cast  iron  and  contains  an  insulating-  board, 
hich  is  secured  a  single  stud  bolt  for  holding  the 
terminals. 

.     THE  SHOE  FUSE  BOX  is  verv  similar  to  the 
and  bus  line  fuse  boxes,  but  is  adapted  for  attach- 
;  to  the  wooden  third  rail  shoe  beam. 

C. — Master  Con  trot.. 

.  THE  MASTER  CONTROL  APPARATUS 
)rises  the  following* for  each  car: 

Two  Master  Controllers. 

Two  Master  Controller  Switches. 

Train  Cable. 

Four  Train  Cable  Coupler  Sockets. 

One  Train  Cable  Coupler  or  Jumper. 

Two  Train  Cable  Connection  Boxes. 

Current  Limit  Relay. 

One  Potential  Relay. 

One  Cutout  Switch. 

Two  Circuit  Breaker  Setting  and  Tripping 
Switches. 

Control  Fuses. 
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iASTER   CONTROLLER    (Fig.    493) 
i  movablt;  contact  cylinder  and  stationary 
1  on  an  insulated  support.     The  fuiicliou 
ontroller  is  to  supply  current  at  the  will 
n  to  the  train  cable  for  operating  the  re- 
ictors.  The  controller  has  a  single  handli.' 
id  and  reverse  direction  of  train  movt- 
liiits  are  indicated  on  the  cap  plate  for 
m  and  two  for  reverse.     The  first  poim 
If-  is  called  the  "switching"  or  "lap"  posi- 
'■full  series."    The  third  point  forward  is 
llel  lap"  position  and  the  fourth  the  "full 

IASTER     CONTROLLER     SWITCH 
H-alL-d  over  the  master  controller  and  is 
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tion  of  the  control.  The  control  circuit  passes 
gh  the  upper  coil  and  the  main  circuit  for  one  motor 
gh  the  lower  coil.  The  control  circuit  coil  lifts  the 
^er  for  each  step  during  acceleration  and  interrupts 
x>ntactor  pick-up  circuit.  If  the  current  flowing 
gh  the  main  circuit  coil  is  more  than  a  certain 
nt  the  plunger  is  held  in  its  upper  position  and  can- 
Irop  until  the  motor  current  has  fallen  to  the  de- 
amount.    This  relay  is  mounted  on  the  panel  board. 

THE  POTENTIAL  RELAY  (Fig.  499)  is 
what  similar  to  the  current  limit  relay  in  construc- 
although  it  is  used  for  a  different  purpose.  This 
has  a  coil  \vhich  is  connected  between  the  motor 
it,  before  reaching  the  first  motor,  and  ground.  If 
ny  reason  the  motor  current  is  interrupted  on  a  car, 
•elay  will  open  the  control  circuit  to  the  contactors 
lat  car  and  the  contactors  will  drop  open.  When 
nt  is  restored  to  the  car  the  relay  will  again  pick 
id  complete  the  control  circuit.  The  contactors  will 
pick  up  in  regular  succession  the  same  as  if  the 
rman  had  shut  off  powxr  and  immediately  turned 
naster  controller  handle  on  again.  This  relay  is 
ited  in  the  contactor  box. 

THE  CONTROL  CUT-OUT  SWITCH   (Fig. 

is  provided  for  the  purpose  oi  disconnecting  the 
ol  circuits  of  the  contactors,  reverser  and  circuit 
:ers  on  a  particular  car  from  the  train  cable.  This 
h  is  located  on  the  panel  board  at  one  end  of  the 
vhere  it  can  be  easily  reachc  : 

CIRCUIT  BREAKER  SETTING  AND  TRIP- 

G  SWITCH    (Fig.  485).     Tl:is  switch  is  provided 

a  single  handle  having  springs  to  return  it  to  a 
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loving  the  handle  in  one  direction  makes 
1  the  master  controller  switch  through 
:o  the  various  setting  coils  of  the  circuit 
ing  the  handle  in  an  opposite  direction 
cuit   from   the  master  controller  switch 
able  to  the  tripping  coils  on  the  various 
throughout  the  train.     This  switch  is 
::ated   above   the   master  controller,  and 
ig  positions  for  the  handle  are  indicated 
ing  and  "off"  for  tripping. 
OL   FUSES   {Fig.  502)   are  placed  in 
,'een  cut-out  switches  and  operating  coils 
cverser  and  circuit  breaker  on  each  car 
litahle  protection.  These  fuses  are  located 
ilchlward  in  an  accessible  place. 
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D. — Train  Operation. 


2i2.  Before  attempting  to  start  a  train  the  motorman 
should  close  the  air-compressor  switches  located  on  the 
panel  boards  of  the  various  cars  and  wait  until  the  train 
line  and  reservoir  are  properly  charged,  following  the 
air-brake  instructions  in  regard  to  testing  brakes. 

33.  He  should  then  see  that  all  main  switches  are 
closed  and  all  master  controller  switches  open,  with  the 
exception  of  the  one  near  the  controller,  which  he  is  to 
operate.  He  should  also  move  the  circuit-breaker  switch 
to  its  "on"  position,  allowing  about  a  second  for  the 
circuit  breakers  throughout  the  train  to  close. 

34.  To  start  the  train  press  down  the  button  in  the 
controller  handle,  insert  the  handle  key  and  give  it  a 
quarter  turn.  The  knob  in  the  top  of  the  handle  must 
now  be  held  down  to  prevent  the  pilot  valve  in  the  con- 
troller from  operating  and  applying  the  brakes. 

35.  If  it  is  desired  to  have  the  control  notch  up  to 
the  maximum  speed  position,  the  operating  handle  should 
be  moved  at  once  to  the  left  as  far  as  it  will  go  and  held 
there  against  the  spring  pressure  tending  to  return  it  to 
the  "off"  position.  While  in  any  running  position  the 
knob  in  the  handle  need  not  be  held  down,  as  the  air 
brakes  will  not  be  applied  automatically  unless  the  con- 
troller handle  is  at  its  "off"  position  and  the  knob  re- 
leased. 

36.  When  the  controller  is  at  the  full  "on"  position 
control  current  passes  from  the  master  controller  switch 
through  the  master  controller  to  the  train  cable  and  tl\Q.xv<L^ 
to  the  various  cars  of  the  train,    li  l\v^  t^n^'^^^'^'^  "^^ 

not  thrown  to  the  position  correspondm^  n^VCcv  >Ccv^  ^x\j5M 
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antroller  handle  current  will  first  pass 
Dper  operating  coil  of  the   reversers   to 

the  reversers  have  reached  the  correct 
kin_^  contacts  on  them  cut  off  circuit  to 
ablisli  one  through  four  contactor  coils, 
current  passes  from  the  master  controller 
:  train  wire   (called  the  series  retaining 

to  a  fifth  contactor  coil,  and  this  con- 
nciion  with  the  otJier  four,  produce  the 
g  ix)int.  At  the  same  time  a  third  wire 
■  \o.  1  wire)  is  energized  and  the  circuit 
irough  the  current  limit  relays  pick-up 
stance  contactors,  so  tliat  the  progressive 
1.  Each  of  these  resistance  contactors  in 
ares  the  control  circuit,  by  means  of  in- 
hcs  li>cated  rni  the  bottom  of  contactors, 

SUBURBAN    MOTOR  CARS  823 

cuit  and  the  car  starts  slowly.  On  succeeding  steps 
til  the  full  series  position  is  reached,  the  rheostats  are 
:  out  in  five  more  steps  by  the  automatic  operation  of 
I  contactors.  After  the  full  series  position  has  been 
Lched  a  "Bridge"  connection  is  established  by  the  con- 
tors,  and  the  motors  are  then  connected  in  parallel 
th  rheostats  connected  in  series  with  each.  The  same 
tomatic  "notching  up"  of  the  contactors  continues,  the 
itroller  handle  being  in  the  fourth  forward  position, 
til  all  the  resistance  is  cut  cut  of  circuit  bv  means  of 
;  contactors,  and  the  motors  are  in  full  parallel. 

38.  If  it  is  desired  to  operate  the  train  at  low  speed, 
in  switching,  the  master  controller  handle  should  be 
►ved  to  the  left  for  forward  direction,  to  the  first  point 
ly.  On  this  point  the  full  resistance  will  be  in  circuit, 
iile  the  two  motors  in  series  and  the  control  will  not 
otch  up."  If  it  is  necessary  to  slightly  increase  the 
*ed  the  controller  handle  should  be  moved  to  the  sec- 
d  point  to  start  the  automatic  progression  of  the  con- 
tors  through  the  resistance  steps  and  quickly  returned 

the  first  or  lap  position.  The  notching  up  will  be 
'ested,  but  the  contactors  which  have  picked  up  and 
t  out  more  resistances  will  remain  closed.  This  manip- 
ition  of  the  controller  handle  may  be  repeated  and  a 
►w  acceleration  obtained  when  it  is  necessary.  If  the 
ndle  is  left  on  the  second  point  for  a  sufficient  time 

of  the  resistance  will  be  automatically  cut  out  of  the 
)tor  ciraiit  -in  successive  steps  under  the  control  of  the 
rrent  limit  relay  until  full  scries,  or  half  speed,  is 
iched. 

39.  When  it  is  necessary  to  reverse  the  direction  of 
*  train  movement  the  master  controller  handle  should 
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be  turned  to  the  right.  The  first  point  in  this  direction 
is  a  switching  point,  similar  to  first  point  forward,  and 
the  train  will  move  slowly  without  materially  increasing 
its  speed.  If  a  higher  speed  is  desired  the  handle  should 
be  moved  to  the  second  point  and  the  automatic  notch- 
ing started  for  cutting  out  the  resistance.  It  is  possible 
to  obtain  only  half  speed  in  the  reverse  direction,  as  the 
second  point  leaves  the  motors  in  series  relation. 

40.  Returning  the  master  controller  handle  to  the 
''off'^  position  cuts  off  the  supply  of  current  to  the  train 
cable  and  contactors,  and  the  latter  therefore  drop  out 
and  open  the  main  circuit  through  the  motors.  Should 
the  motorman  from  any  cause  remove  his  hand  from  the 
controller  handle  while  it  is  at  an  "on"  position  a  spring 
will  return  it  to  the  "off"  position  and  thereby  automati- 
cally cut  off  power  from  the  train  and  apply  the  air 
brakes.  When  the  motorman  turns  to  the  "off"  position 
it  is  necessary  to  hold  down  the  knob  in  the  controller 
handle  to  prevent  the  application  of  air  brakes. 

41.  The  controlling  cut-out  switch  disconnects  the 
operating  parts  of  contactors,  reverser  and  circuit  breaker 
on  the  car  from  the  train  cable,  but  does  not  affect  the 
operation  of  the  rest  of  the  train,  although  the  car  may 
be  the  one  from  which  the  train  is  being  operated. 

42.  The  arrangement  of  apparatus  is  such  that  the 
train  may  be  operated  in  ^ther  direction  from  any  mas- 
ter controller  in  the  train.  It  is  necessary,  hovyever,  in 
order  to  operate  in  a  reverse  direction  at  full  speed,  to 
operate  from  a  master  controller  at  the  end  of  a  car  to- 
ward the  direction  in  which  the  train  is  to  be  moved. 

4j.     Should  the  train  break  apart  the  control  couplers 

ivjJJ  pull  out,  cutting  off  current  from  the  train  cable  on 

the  section  of  train  behind  t\\e  \>Te^V.  TVx's.  e^xoj^^  owl  all 
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ontactors  on  the  rear  section,  while  the  front  sec- 
continues  under  the  control  of  the  motorman. 

The  control  connections  for  the  .everser  are  so 
ged  that  unless  the  reverser  is  at  the  proper  position 
nt  is  cut  off  from  the  contactors,  and,  consequently, 
lotors  on  that  car  receive  no  current.  When  the 
ser  is  in  the  correct  position  it  is  electrically  locked 
cannot  be  operated  while  the  motors  are  taking 
nt. 

The  wires  of  the  master  control  circuit  are  all 
cted  from  damage  due  to  excess  current  by  means 
lall  fuses.  In  case  of  electrical  trouble  within  the 
IT  controller,  train  cable,  couplers  or  connection 
>,  the  single  fuse  in  the  master  controller  switch 
protect  them.  In  case  of  trouble  in  the  control  cir- 
it  contactors,  reverser  or  circuit  breaker,  the  fusef 
e  panel  board  will  protect  the  circuit. 
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ECTRIC  LOCOMOTIVES. 

A.— Genekal. 

eral    remarks  pertaining  to  the   Sprague 
:   type   "M"   control,   as   applied   to   the 
r  Cars  (see  paragraphs  I,  2  and  3I.  will 
e  electric  locomotive  control,  except  that 
1  the  locomotive  control  has  twenty  wires, 
ich  arc  connected  to  the  master  controller 
ir  control  apparatus.     Of  the  remaining 
are  used  for  the  sander  device  and  one 
his  control,   in  the  same  way  as  on  the 
r  Cars  comprises  two  distinct  sets  of  cir- 
ic  main  or  motor  control  circuits  and  the 
iiotrir  circuits,  the  for)iuT  Ix'inR  sovt-rnci! 
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In  addition  to  these  pieces  of  apparatus  there  are  four 
sets  of  third-rail  contact  shoes  (two  shoes  in  each  set) 
and  two  overhead  contact  shoes,  with  the  necessary  main 
cables  connecting  them  to  the  control  apparatus  on  the 
locomotive.  There  is  also  a  main  cable  extending  through 
the  locomotive  terminating  with  couplers  at  the  ends,  so 
that  the  third-rail  shoes  and  the  overhead  shoes  of  any 
two  or  more  locomotives  may  be  connected  together.  This 
cable  is  termed  the  Bus  Line.  The  circuits  from  the 
contact  shoes  (both  third  rail  and  overhead)  are  pro- 
«  tected  by  fuses,  a  set  of  two  fuses  in  multiple  being 
located  near  each  shoe  to  protect  the  circuit  of  that  shoe. 
From  the  third-rail  shoes  or  from  the  overhead  shoes  the 
main  circuit  is  carried  through  the  respective  fuses  of 
each  to  the  main  switch  and  through  the  motor  fuses  to 
the  contactors  and  thence  to  motors. 

48.  THE  CONTACTOR   (Fig.  504)   is  an  electro- 
magnet switch  (see  general  description  under  paragraph 
7,  Suburban  Motor  Cars),  with  two  contact  arms  and 
sets  of  contacts  in  multiple  operated  by  one  plunger. 
There  are  43  of  these  contactors  which  are  located  in 
the  end  compartments  of  the  cab,  one  group  on  each  side 
of  each  end  compartment.    The  contactors  are  suspended 
by  insulating  bolts  from  channel  iron  supports.    The  con- 
tactors are  numbered  progressively  around  the  cab,  No.  i 
being  the  nearest  the  No.   i   reverser.     Each  contactor 
has  a  plate  with  its  number,  which  is  attached  in  front 
above  the  arc  chute. 

49.  REVERSER    (Fig.   505)    (sec   i::eneral   descrip- 
tion, paragraph  9,  Suburban  Cars).     There  are  two  re- 
Versers;   one   in   each   end    compartment.      The    No.   ^ 
reverser,  which  is  on  the  main  sw'itc\\  ewd  ol  xNxo^Xo^'^vcv'^- 
tive,  has  the  armature  and  field  leads  oi  W-v^  Vsm^  >kss>N.^ 


,  ior«arilJi"''  ^„pp„  tor-  1  „i5„,.        | 


-  ■,  four  grow- 
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51.  THE  MAI\  SWITCH  (Fi-.  507)  is  a  knift- 
ade  quick-break  switch,  with  a  lower  mechanism  for 
jerating.    The  switch  itself  is  enclosed  in  a  box,  lined 


.th  fireproof  insulation,  llic  haniUt  Uit  ovefaxlw.';^.  Vaiv.'v^ 
:ated  outside  the  box.  hIiltc  il  is  Tc-aAWN  ?,■;■; M>•^■^^■^ 
is  switch  is  located  in   '■li"   end  couipa.tX.mcw^.  oV  '^' 
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enders  il  inoperative.  There  are  four  of  these  ciil-out 
bfritches.  one  for  each  motor,  and  they  are  located  on  the 
id«s  of  llie  cab,  the  switches  for  No.  i  and  No.  2  motors 
king  just  over  the  N'o.  i  reverser  and  for  No.  3  and 
.  4  motors  over  the  No.  2  reverser.  The  number  of 
Tie  motor  to  which  it  is  connected  is  marked  on  each 
rWitch.  Each  switch  also  has  a  small  auxiliary  control 
ait-out  switch  which  opens  and  doses  with  the  larger 
pRTitcb  for  operating  the  circuit  of  the  series  contactor 


tils.  These  switches  are  normally'  kept  closed,  except 
case  of  individual  motor  trouble.  It  should  be  seen 
lat  they  are  well  closed,  so  that  the  small  auxiliary 
itches  make  ^ood  contact.  When  one  of  these  switches 
opened  on  account  of  motor  troiible.  the  locomotive 
ill  not  move  until  controller  handle  reaches  the  eleventh 
Krtch. 

55.  MOTOR  Fl'.SE  BOX  fFig,  509I  (see  para- 
yaph  12.  Suburban  Cars,  for  general  description  of  this 
rpe  of  fuse  box).  There  are  four  of  these  fuse  boxes. 


^^ffi 
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L  MASTER  COXTROLLER  (Fig.  514} 
)  inovable  cylintlers,  wliich  are  geared  to- 
ilationary  contacts  for  each  motrnted  on  insu- 
rts.  The  function  uf  tlie  controller  in  gen- 
)ply  current  at  the  will  of  the  engineer  to  the 
for  operating  the  reverters  and  contactors. 
I  or  slow-speed  cylintler  operates  the  con- 
h  produce  motor  combinations.  The  second- 
l  speed  cylinder  operates  those  conlacturs 
Lit  the  main  motor  resistance.  The  second- 
is  geared  lo^irimary  at  the  ratio  of  ahoiii 
,  Geared  to  cylinders  is  a  governor  device, 
which  the  movenienl  of  the  controller  handle 
nders  is  checked  wiien  current  through  the 
Eds  a  certain  amount.  The  controller  has  a 
erse  cylinder,  and  there  is  a  separate  handle 
lie  reverse  handle  can  be  thrown  only  when 
r  handle  is  in  the  "ofT'  position.  The  "off" 
he  controller  handle  is  indicated  and  is  the 
vard  position  of  handle.  There  are  twenty- 
ng  notches  and  an  "off"  point  on  the  con- 
ring.  A  latch  on  the  handle  engages  the 
le  dial  ring  and  has  to  be  released  in  moving 
to  notch.  The  first  ten  operating  notches 
s,  the  next  seven  for  series  parallel  and  the 
'or  parallel  operation  of  motors.  The  tenth 
series,  the  seventeenth  full  series  parallel  aod 
Qiirth  full  parallel  position  of  motors,  and  at 
nts  motors  will  have  resistance  in  circuit. 
N  MASTER  CONTROLLER  SWITCH 
,s  located  on  side  of  passage  way  in  "B"  end 
1  of  cab  and  is  used  for  admitting  current  to 
Xillers  and  should  he  closed  to  operate  frcHIlJ 

h. 
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either  master  controller.  The  main  purpose  of  thb 
switch  is  to  cut  off  Hne  from  tlie  master  controller  fuse, 
which  is  located  in  this  switch,  in  case  the  fuse  has  to  be 
inspected  or  renewed.  The  fuse  for  this  switch  is  25 
ampere  capacity. 


63.  THE  OVERHEAD  MASTER  CONTROLLER 
SWITCHES  (Fig.  494)  aTe\oC3.ted  one  over  each  master 
controller  and  are  used  ioT  ^AmA.\:m^  w  wsSiw^  «S.  cur- 
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t  from  the  controller  over  which  it  is  located.  THE 
yGATlVE  CONTROL  SWITCH  (Fig.  494)  is 
Ited  on  the  side  of  the  passag^e  way  of  the  "A"  end. 


;  switch  cuts  off  ground  from  the  reverser 
"cMlactor  coils.     It  must  be  kept  closed  for  opera- 
■dinarily  it  need  not  he  touched. 
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.  The  TRAIN  CABLE  is  composed  of  twenty  Con- 
ors, which  are  attached  to  numbered  plugs  in  the 
ler  sockets,  and  there  are  branches  from  seventeen 
hese  wires  extending  to  the  master  controller. 
e  seventeen  wires  are  used  as  follows  : 
).  I. — For  operating  series  contactors. 
)s.  2  and  5. — For  operating  series-parallel  con- 
rs. 

X  3. — For  operating  bridge  contactors. 
)s.  2  and  4. — For  operating  parallel  contactors. 
)s.  6,  7,  10,  II,  12,  13,  14,  15  and  16. — For  operating 
tance  contactors. 

).  18. — For  operating  controller  governor. 
X  o. — For  operating  reverser  one  direction. 
X  8. — For  operating  reverser  other  direction. 
)s.  19  and  20  are  used  for  operating  the  sander  de- 

X  17  is  an  extra  wire. 

.  THE  TRAIN  CABLE  COUPLER  SOCKET 
'.  515)  has  twenty  contact  studs  otherwise  the  gen- 
description,  paragraph  23,  Suburban  Cars,  will  apply 
is  coupler  socket. 

.  THE  TRAIN  CABLE  COUPLER  PLUG  (Fig. 
has  twenty  contacts  to  agree  with  coupler  socket, 
general  description,  paragraph  24,  Suburban  Cars.) 

.  TRAIN  CABLE  CONNECTION  BOXES  are 
for  making  connections  from  master  controller  and 
ler  sockets  to  the  train  cable.  One  of  these  connection 
s  (Fig.  517)  is  combined  with  the  twenty-point  cut- 
iwitch.  This  is  mounted  on  the  back  of  the  master 
■oiler  on  the  "A'*  end  of  the  cab.  This  is  the  No.  2 
ection  box.   The  plain  connection  box  (Fig.  518)  is 
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on  the  back  of  the  controller  al  "B"  end  of  the 
[o.  o  wire  from  No.  i  box  connccls  to  \o.  8  wire 
2  box.  and  No,  8  from  \o.  i  box  connects  with 

No.  2  box.   All  other  wires  connect  number  to 

One  of  the  wires  in  the  outside  laver  is  covered 


reen  braid.   This  is  No,  i  wire,  the  other  wires  C 
rer  being  numbered  in  the  counterclock-wise  dired 
am  this.    The  red  covered  wire  in  the  inner  layi 
14,  the  others  being  numbered  coimterclock-wiM 

p.. 
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68.  THE  CURRENT  LIMIT  RELAY  (Fig.  519) 
located  just  above  the  No.  i  reverser  and  is  providcvl 
r  the  puqx)se  of  checking  a  too  rapid  movement  of  the 
ntroller  handle  in  getting  the  train  up  to  speed.  The 
av  coil  is  connected  in  series  with  No.  2  motor  circuit. 

the  current  through  the  motor  exceeds  a  certain 
iount,  the  plunger  of  relay  picks  up  and  closes  a  set 
contacts  which  supplies  current  to  the  controller  gov- 
lor.  The  controller  handle  is  thus  held  from  being 
»ved  on  and  cannot  be  moved  another  notch  until  the 
•rent  through  the  motor  falls  to  a  certain  amount. 
59.  THE  CONTROL  CUT-OUT  SWITCH  (Fig. 
")  has  already  been  referred  to  under  the  subject  of 
)NNECTION  BOXES.  The  connection  studs  of  this 
«  also  serve  the  purpose  of  the  Xo.  2  connection  box. 
is  cut-out  switch  serves  the  purpose  of  disconnecting 

control  circuits  of  contactors  and  reversers  on  a  loco- 
tive  from  the  train  line.  The  cut-out  switch  has  twenty 
s  of  contacts  which  are  connected  or  disconnected  ac- 
"dingly  as  the  handle  is  full  around  to  the  left  or  to 

right. 

70.  CONTROL  FUSES  (Fig.  517)  arc  mounted  on 
:  same  insulation  back  as  the  cut-out  switch  and  are 
itained  in  the  same  box.     The  fuses  numbered  from 

top  protect  the  follow in;^  circuits : 
SJo.  I — Series  contactor  coils. 
STos.  2  and  5 — Series  parallel  contactor  coils. 
\'os.  2  and  4 — Parallel   contactor  coils. 
\'o.  3 — Bridge  contactor  coils. 
STos.  8  and  9 — The  reverser  opcralin;^:  coils. 
Vos.  6,  7,  10,  II,  12,  13,  14,  15  and  U) — The  resistance 
itactor  coils,  respectively,  one  fuse  protecting  the  con- 
tor  coils  for  each  resistance  step  of  controller. 
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»r  is  of  the  diaphragm  type  of  construction,  the 
*nt  of  the  diaphragm,  as  air  pressure  falls  or  rises, 
ng  a  lever  mechanism  which  serves  to  give  a  quick 
md  break  to  a  small  switch  of  the  contactor  type, 
witch  does  not  close  the  pump  motor  circuit  itself, 
)ses  the  circuit  through  the  PUMP  MOTOR  CIR- 
COXTACTOR,  which  has  higher  current  capacity 
.  contacts  than  the  governor.     This  contactor  is  lo- 
to  the  left  of  the  governor.     When  the  air  pres- 
in  the  reservoir  falls  to  130  pounds,  the  governor 
.'s  its  contacts,  thereby  energizing  the  contactor  coil, 
:h  in  turn  closes  its  contacts ;  the  pump  motor  circuit 
ig  thus  completed  the  pump  starts.     When  the  air 
>sure  reaches  140  pounds  the  governor  opens  the  cir- 
t  of  the  contactor  coil,  which  in  turn  opens  and  breaks 
pump  motor  circuit  and  the  pump  stops. 
3ut  the  governor  and  the  contactor  have  strong  mag- 
ic blow-outs  at  their  contacts,  sufficient  to  handle  any 
Tent  which  they  may  take  in  this  service. 

E. — Track  Saxdkr  Control. 

74.  The  track  sander  control  comi)rises  the  following 
ces  of  apparatus : 

3ne  main  sander  switch. 

Two  sander  operatin::^  switches. 

Two  electro-pneumatic  valves. 

75.  MAIN  SANDER  SWITCH  (Fig.  503)  located 
the  "A"  end  compartment  of  cab,  is  for  the  purpose  of 
mitting  or  cutting  off  current  from  the  sander  operat- 
ic switches.  This  switch  contains  a  lo-ampere  fuse, 
le  switch  should  be  opened  on  inspecting  fuse.  This 
itch  has  plate  marked  "Sander." 
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valve  operates  a  sander  for  the  other  direction, 
one  valve  being  operated  at  a  time.    The  valve  is 
ited  by  a  magnet  which  is  energized  by  current  ap- 
in  the  sander  operating  switch. 


F. — Train  Operation — General. 

8.     Before  attempting  to  start  the  locomotive  of  train 

motorman  should  first  close  the  pump  switch,  then 

se  the  main  switch  and  see  that  the  main  control  switch 

I  an  the  cut-out  switches  are  closed.    After  the  reser- 

r  and  train  line  are  charged  the  overhead  control 

itrfi  over  the  controller  from  which  locomotive  is  to  be 

crated  should  be  closed  and  the  reverser  handle  thrown 

e  direction  of  desired  movement  of  locomotive.    The 

>mian  may  then  proceed  on  the  signal. 

fter  releasing  the  latch  on  controller  handle  pull  con- 

ler  handle  to  the  first  notch,  then  to  the  second  notch, 

so  on,  until  the  desired  speed  is  attained.    For  coup- 

,^  with  the  locomotive,  light,  the  first  or  second  notches 

1  ordinarily  be  sufficient.    If  it  is  desired  to  get  up  to 

red  as  soon  as  possible  the  handle  may  be  moved  around 

:ch  by  notch,  allowing  the  latch  to  take  each  notch 

til  the  last  notch  is  reached. 

[f  the  motorman  feels  at  any  point,  the  further  move- 
nt of  the  controller  checked,  he  should  not  exert  un- 
^  pressure  on  handle — no  more  than  is  ordinarily  re- 
ired  to  move  the  handle  from  one  notch  to  the  next, 
'lenever  the  current  through  the  motors  is  higher  than 
rertain  amount  the  automatic  governor  acts  and  stops 
:  further  movement  of  handle.  When  the  current  falls 
a  certain  amount  the  governor  releases  controller  cylin- 


.o«ta8  controller 


,,    „,e  „oKheB  nMd-l 
'•     „.■,„«!,  of  tl-"Mr*r-.W*'^_,„„^V 
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,  the  seventeenth  notch  the   full  series  parallel 

and  the  twenty-fourth  notch  the   full  parallel 
The    tenth,    seventeenth    and    twenty-fourth 
may  then  be  called  running  points.     The  inter- 
points  are  resistance  points  and  should  ordinarily 

only  for  accelerating  or  switching.  The  tenth 
Ives  one-quarter  speed,  the  seventeenth  notch  one- 
ed  and  the  twenty-fourth  notch  full  speed.  The 
►n  from  the  tenth  to  the  eleventh  notches  and 
e  seventeenth  to  the  eighteenth  should  be  made 
y,  without  pause  between. 

I  the  controller  is  on  any  notch  the  current  passes 
le  master  controller  switch  through  the  master 
^r  of  the  train  cable  of  one  or  two  locomotives 
nee  to  the  reverser  operating  coils  and  the  con- 
toils,  which  correspond  to  the  given  notch,  as 
n  the  following  table.  This  table  give  the  num- 
the  contactors  which  are  closed  on  each  step  of 
ter  controller.    The  numbers  that  are  underscored 

the  contactors  which  are  closed  on  that  step  in 

to  previous  ones. 

ler  Steps.  Contactors  Closed. 

1  I -2-4- 19-22-25-33-4 1 -42 

2  1-2-4-18-19-22-25-33-41-42 

3  I  -2-4- 1 8- 1 9-22-25-33-70-4 1  -42 

4  1-2-4-18-19-22-25-32-33-39-41-42 

5       i-2-4-5-n-i8-i9-22-25-26-3i-33-34. 

39-41-42 
6      1-2-4-5-6-13-14-18-19-22-25-26-2^- 

31-33-34-3S-39-41-42 
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7  1-2-4-6-2-14-15.- 1 8- 19-22-25-27-28- 

31-33-35-36-39-41-42 

8  I  -2-4-7-8- 1 5- 1 6- 1 8- 1 9-22-25-28-20- 

31-33-36-^-39-41-42 

9  I  -2-4-8-0- 1 6- 1 7- 1 8- 1 9-22-25-29-^- 

31-33-37-^-39-41-42 

10  1-2-4-9-10- 1 7- 1 8- 1 9-22-25-30-3 1-33- 

38-39-41-42 

First  Bridge.  1-2-4-2^-19-25-^-33-41-42 

1 1  1-2-4- 1 1-28-19-22-2V25-32-33-30- 

41-42 

Series 
Parallel. .  12       1-2-4-5-1 1-1^-18-19-21-23-25-26-32- 

33-^-39-41-42 

Series 
Parallel. .  13       i -2-4-5-6-11-13-ju-i 8- 19-2 1-23-25- 

26-27-32-33-34-3S-39-4 1 -42 

14  i-2-4-6-2-ii-i4-i'^-i8-i9-2i-23-2S- 

27-28-32-33-35-^-39-41-42 

15  1-2-4-7-8- ii-i  5- 1 6- 1 8- 1 9-2 1-23-25- 

28-29-32-33-36-37-39-41-42 

16  1-2-4-8-0-11-16-17-18-19-21-23-25- 

29-30-32-33-37-^-39-41-42 

17  I -2-4-9- TO- II -12- 1 7- 1 8- 1 9-2 1 -23-25- 

30-2i-32-33-38-39-£2-4i.-42 

Second  Bridge      i-2-v^'2'-^9-'2'^-'^V'^V'KV4P-4i-42 
^  18       i-vv^^-^'^^"'^'^"'^'^'^"'^'^"^'^''^^^ 
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\llel 19       1-3-4-5- 12-19-20-21-23-24-25-26-33- 

34-41-43 

20      I-3-4-5-6-I3-I4-I9-20-2 1-23-24-25- 

26-^-33-34-35-41-43 

21  I -3-4-6-2- 1 4- 1 5- 1 9-20-2 1 -23-24-25- 

27-28-33-35-36-41-43 

22  I-3-4-7-8-I5-16-I9-2O-2I-23-24-25- 

28-29-33-36-^-41-43 

23       I  -3-4-8-9- 1 6- 17- 1 9-20-2 1  -23-24-25- 

29-30-33-37-28-41-43 

illel 24      1-3-4-9-12-17-18-19-20-21-23-24-25- 

30-31-33-38-22-41-43  • 

the  reversers  are  not  already  thrown  to  the  posi- 
corresponding  with  the  position  of  the  reverser 
lie,  when  the  controller  is  thrown  to  the  first  notch, 
ent  will  first  pass  through  the  proper  operating  coil 
round.  After  the  reversers  have  reached  the  correct 
tion  interlocking  contacts  on  each  reverser  cut  off 
ent  to  ground  and  establish  a  circuit  through  three 
actor  coils.  Moving  the  reverse  handle  does  not 
ate  the  reversers,  but  simply  arranges  the  contacts, 
fiat  when  the  controller  is  turned  to  the  first  position 
rsers  will  be  thrown  in  the  proper  direction.  The 
•ating  coil  for  one  direction  on  one  reverser  is  in 
tiple  with  the  corresponding  coil  on  the  other  re- 
er,  these  two  coils  being  controlled  by  one  wire  from 
master  controller  and  protected  by  one  fuse. 
•n  the  first  notch  the  main  or  motor  current  flc 
n  the  third-rail  shoes  or  from  the  overhead  shoes 
lUgh  the  shoe  fuses  to  the  main  switch,  then  through 
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the  No.  I  motor  fuse,  through  the  reverser  and  No.  i 
motor,  through  a  set  of  rheostats  to  reverser  and  l^o.  2 
motor,  then  through  the  other  reverser  and  No.  3  motor 
through  a  set  of  rheostats,  then  through  another  set  of 
rheostats  to  reverser  and  No.  4  motor  and  then  to  ground. 
The  four  motors  are  here  all  in  series,  with  all  the  re- 
sistance in  circuit;  and  the  locomotive,  if  light,  may 
start,  or  if  coupled  to  a  train  may  simply  take  up  draw- 
bar slack.  Each  of  the  ne;xt  three  steps  cuts  out  one  com- 
plete set  of  motor  resistance,  and  on  succeeding  steps, 
until  full  series  is  reached,  the  remaining  set  is  cut  out  in 
six  more  steps.  After  full  series,  between  the  tenth  and 
eleventh  notches,  bridge  connections  are  established,  and 
then  on  the  eleventh  notch  motors  are  thrown  in  series 
parallel  relation.  Resistance  is  cut  out  in  six  steps  to  full 
series  parallel,  the  seventeenth  notch.  Bridge  connec- 
tions are  then  established  and  motors  are  then  thrown 
all  in  parallel,  the  resistance  being  cut  out  again  in  six 
steps.  When  motors  are  in  parallel  each  is  protected  by 
its  own  fuse. 

When  it  is  necessary  to  reverse  the  direction  of  train 
movement,  leaving  controller  handle  in  the  off  position, 
throw  the  reverser  handle  in  the  opposite  direction  and 
then  move  controller  handle  on  in  the  same  way.  The 
reverser  handle  is  to  be  thrown  in  the  direction  corre- 
sponding to  direction  of  movement  required.  The  motors 
should  not  be  reversed  while  the  locomotive  is  moving, 
except  in  case  of  emergency  and  then  if  speed  is  more 
than  a  few  miles  per  hour  the  wheels  would  probably  slip. 
If  it  is  necessary  to  reverse  while  moving,  do  not  throw 
controller  handle  beyond  the  first  notch,  if  all  the  motors 
3re  cut  illy  or  beyond  the  ete\^Tv\iv  tvotch  if  one  motor  is 
cut  out. 
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AIR-BRAKE  EQUIPMENT  ON  MOTOR  CARS. 

A. — General. 

The  air  brakes  on  the  cars  and  locomotives  in  electric 
service  are  essentially  the  same  as  those  on  the  other  pas- 
senger equipment,  except  that  the  steam  driven  air  pumps 
on  the  locomotives  are  replaced  by  electrically  driven  air 
compressors,  one  on  each  electric  locomotive  and  each 
motor  car,  and  the  design  of  the  air  brakes  is  such  that 
their  release,  as  well  as  application,  can  be  graduated. 

The  use  of  an  air  compressor  and  main  reservoir  on 
each  motor  car  necessitates  the  use  of  an  additional  train 
pipe  to  connect  all  the  main  reservoirs  together  and  to 
the  motorman's  brake  valve.  This  extra  train  pipe  is 
called  the  control  pipe. 

A  safety  valve  is  placed  in  the  end  of  the  main  reser- 
voir on  each  motor  car  to  prevent  overcharging  the  brake 
system  in  case  the  electric  pump  governor  fails. 

B. — Hints  to  Motormen. 

In  suburban  service  it  is  highly  imp>ortant  not  to  block 

the  road.     Therefore,  remember  in  case  anything  gets 

out  of  order  that  the  first  important  thing  is  to  get  out 

of  the  way;  learn  carefully  just  what  to  do  in  order  to 

make  the  proper  move  quickly ;  for  example : 

I.     In  case  of  a  bursal  \vo^t,  if  it  be  the  control  pipe 

hose,  the  cut-out  cock  otv\>o\)cv  ^v^^^olW.^^'^ldbe  closed; 

^ut  if  it  should  be  the\iTaVe  pxv^Vo^^AV^'^^^^^^^^^v 
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>  dose  the  cut-out  cock  ahead  of  the  brake  and  the 
cut-out  cocks  on  each  of  the  cars  back  of  it ;  then 
md  leave  open,  the  auxiliary  reservoir  bleed  cocks 
of  the  cars  that  are  cut  out.  In  a  case  of  tiiis  kind 
me  would  be  designated  and  prepared  to  operate 
id  brakes  on  the  cars  that  are  cut  out  in  case  a  car 
ig  should  break  and  cause  the  train  to  separate, 
[n  case  of  inability  to  release  a  brake,  caused,  for 
:e,  by  the  emergency  valve  remaining  unseated 
n  emergency  application,  close  double  ait-out  cock 
>en  and  leave  open,  bleed  cock  of  auxiliary  reser- 
1  this  car  and  proceed. 

[n  case  of  brake  sticking  after  service  application, 
ibout  a  ten-pound  reduction  and  place  the  handle 
brake  valve  in  release  position.  This  will  usually 
the  brake.  If  not,  or  further  trouble  is  had  with 
ake,  do  as  recommended  in  preceding  case  2. 
ill  be  seen  by  these  examples  that  by  a  knowledge 
operation  of  the  air-brake  the  motormen  and  train- 
in  formulate  rules  for  themselves  that,  in  case  of 
',  will  enable  them  to  get  out  of  the  way  with  little 
lelay. 

fain  time  adapt  the  brake-pipe  reduction,  or  appli- 
of  brakes,  to  speed.  For  example,  for  high  speed 
1  full  application  and  graduate  off  when  a  short 
e  from  the  stop.  To  handle  train  smoothly  make 
)lication  heavy  and  soon  enough,  so  that  if  held  on 
in  would  stop  a  car  length  or  so  short  of  the  mark, 
as  the  stop  or  mark  is  approached  graduate  the 
-e  out  of  the  brake  cylinder  so  that  little  remains 
;top  is  made.  If  on  a  level,  complete  the  release; 
grade,  hold  until  the  signal  to  start  is  g^ven,  then 
.     As  the  pressure  has  been  graduated  down  so 


860  ELECTRIC    RAILROADING 

that  little  remains  in  the  cylinder,  it  will  be  seen  that  the 
start  can  be  made  promptly. 

As  the  automatic  brake  is  applied  by  the  reduction  of 
the  brake-pipe  pressure,  no  matter  how  produced,  it  is 
plain  that  leaks  will  produce  results  not  intended  or  de- 
sired by  the  motorman,  and  sometimes  interfere  with  the 
accuracy  and  smoothness  of  the  stop.  Therefore,  they 
should  be  kept  down  and  reported  as  surely  and  promptly 
as  any  other  defect.  Motormen  should  observe  as  care- 
fully as  possible  the  action  of  the  governor,  feed  valve 
and  gauges;  that  is,  their  adjustment,  etc.,  as  much  better 
operation  can  be  obtained  if  all  are  approximately  uni- 
form. 

One  of  the  things  that  the  motorman  should  learn 
carefully  regarding  the  automatic  brake  is,  that  after  a 
certain  reduction  of  pressure  in  the  brake  pipe,  say 
eighteen  to  twenty  pounds,  the  auxiliary  reservoir  and 
brake  cylinder  have  equalized.  Therefore,  no  greater 
braking  power  can  be  obtained,  and  to  further  reduce  the 
brake  pipe  pressure  wastes  a  great  amount  of  air  which 
must  be  restored  to  the  brake  pipe  before  a  release  can 
be  made,  and  interfere  with  that  release  to  such  an  extent 
that  a  rough  stop  is  usually  the  result. 

Properly  handled  this  brake  possesses  all  the  flexibil- 
ity of  the  straight-air  brake,  while  the  safety  and  relia- 
bility of  the  automatic  brake  has  been  greatly  increased. 
Therefore  the  motorman  should  endeavor  to  understand 
its  principles,  so  that  he  can  handle  the  brake  so  as  to 
obtain  its  maximum  efficiency  with  credit  to  himself  and 
comfort  to  the  passengers. 


AIR  COMPRESSOR  ON  ELECTRIC  LOCO- 
MOTIVES. 

A. — General. 

The  CP-19-B  air  compressor  consists  of  a  duplex, 
single-acting,  vertical  air  pump,  located  between  and  di- 
rectly connected  to  two  8-pole  series,  direct-current  mo- 
tors. It  has  a  piston  displacement  of  75  cubic  feet  per 
minute,  when  operating  on  600  volts,  and  against  a  tank 
pressure  of  130  pounds  per  square  inch.    Fig.  523. 

The  compressor  frame  is  so  shaped  as  to  form  a  large 
oil  chamber  for  the  cranks  and  connecting  rods.  It  is 
provided  with  a  pedestal-like  base,  arranged  to  support 
the  machine,  and  bolted  to  the  floor  of  the  locomotive 
cab.  To  this  frame  the  motor  frames  are  bolted,  one 
to  each  end.  The  vertical  cylinders  are  bolted  to  the  top, 
and  large  oil-tight  doors  are  provided,  one  on  each  side, 
for  admission  to  the  cranks  and  bearings. 

The  pistons  are  provided  with  single  rings  of  the  three- 
section  type.  Each  cylinder  is  provided  with  independent 
intake  and  exhaust  valves.  These  valves  are  of  the 
tubular  type,  operating  in  a  vertical  position  on  the  tops 
of  the  cylinders. 

The  intake  for  the  air  is  provided  with  a  copper  screen, 
located  in  a  box,  which  can  be  easilv  removed  and  cleaned 
when  necessary. 

The  crank  chamber  is  provided  with  baffle  plates, 
above  and  below,  for  the  purpose  of  preventing  too  much 
splashing  of  oil  into  the  cylinders. 

861 
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The  armatures  are  fastened  directly  to  the  crank  shaft. 
Each  enJ  of  the  shaft  is  tapered  and  supplied  with  key 
and  clamping  nut,  for  the  purpose  of  securing  the  arma- 
tures and  providing  means  for  their  removal. 

The  pole  pieces  are  made  of  soft  iron  sheets,  securely 
riveted  together  and  bolted  to  finished  surfaces  on  the  in- 
side of  the  motor  frame. 


The  brush  holders  are  supported  on  insulated  radial 
studs  held  by  clamps  bolted  to  the  ends  of  the  motor 
frames  in  such  a  manner  as  to  permit  adjustment  to  ac- 
commodate llie  wear  ol  ftie  comTOvA^XaT .     The  outside 
end  of  each  motor  is  ■prQv\&t4  m-Oa  ^  Vw^t  NwiSaiMl 
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shield,  semi-closing  the  machine,  and  affording  protec- 
tion for  the  armatures  and  brush  holders. 

The  machine  has  a  total  of  six  bearings,  consisting  of 
one  crank  bearing,  and  one  wrist  bearing  for  each  of  the 
two  connecting  rods,  and  two  main  bearings.  The  main 
bearings  are  located  in  the  motor  frames,  one  on  each 
side  of  the  crank  portion  of  the  driving  shaft.  All  bear- 
ings are  provided  with  removable  bronze  linings.  .  The 
connecting  rods  are  split  on  the  diameter  of  the  crank 
pin,  and  the  crank  bearings  are  held  in  place  by  caps 
bolted  to  the  lower  ends  of  the  connecting  rods.  The 
main  bearings  are  oiled  from  waste  packed  pockets 
brmed  in  the  motor  frame  castings.  The  crank  bearings 
are  lubricated  by  oil  splashed  by  the  connecting  rods. 
The  wrist  bearings  are  lubricated  by  oil  supplied  to  them 
through  pipes  connected  to  pumping  devices  located  on 
theJower  ends  of  the  connecting  rods  so  as  to  dip  into 
oil  in  the  bottom  of  the  crank  chamber. 

B. — Operation. 

The  CP-19-B  air  compressor  is  intended  to  operate  on 
600  volts,  and  for  such  operation  the  motors  should  al- 
ways be  connected  in  series. 

The  direction  of  rotation  of  the  armatures  should  be 
such  that  the  top  side  of  the  commutator  travels  toward 
the  observer,  when  standing  on  the  side  of  the  compres- 
sor where  the  air  intake  is  located,  and  the  intake  open- 
ings in  the  oiling  devices  should  recede  while  sweeping 
through  the  oil. 

Should  it  be  necessary  to  remove  an  armature,  take  off 
the  end  shield  and  remove  brush  holders;  then  take  off 
the  armature  nut.    Before  removing  the  nut,  it  will  be 


864  ELECTRIC    RAILROADING 

necessary  to  straighten  out  lock  washer  underneath  the 
same.  When  the  nut  has  been  removed  two  bolts  of 
proper  length,  with  hooked  ends,  should  be  hooked  be- 
hind two  spokes  of  the  armature  spider  diametrically  op- 
posite each  other.  The  outside  ends  of  these  bolts  should 
be  threaded,  and  should  pass  through  holes  in  a  piece  of 
iron,  held  against  the  armature  shaft  in  such  a  manner 
that  when  tightened  the  armature  will  be  loosened  and 
pulled  off. 

When  it  becomes  necessary  to  replace  a  lining  for  a 
main  bearing  it  will  be  necessary  to  remove  the  armature 
and  armature  key.  The  lining  can  be  then  drawn  out  of 
the  motor  frame  over  the  shaft  by  bolts  screwed  into 
tapped  holes  in  the  end  of  the  lining. 

As  the  commutator  wears  down  it  may  become  neces- 
sary to  adjust  the  brush  holders.  The  brush  holders 
should  be  located  about  one-eighth  of  an  inch  from  the 
commutator,  and  can  be  adjusted  by  loosening  clamping 
bolt  so  the  supporting  stud  can  slide  in  the  clamp. 

In  replacing  brush  holders  which  have  been  removed, 
care  should  be  taken  to  move  them  over  as  far  as  possible 
in  the  direction  opposite  to  the  rotation  of  the  commu- 
tator, so  as  to  produce  sparkless  commutation. 

If  it  should  be  observed  that  a  compressor  appreciably 
increases  its  speed,  from  causes  other  than  increase  in 
voltage,  and  seems  not  to  be  delivering  the  proper  amount 
of  air,  attention  should  be  given  to  the  intake  valves,  as 
such  a  condition  might  be  caused  by  valves  sticking,  or 
not  properly  seating  due  to  accumulation  of  dirt.  The 
valve  in  question  should  be  taken  out  and  thoroughly 
cleaned,  care  being  taken  not  to  leave  particles  of  thread 
or  lint  sticking  to  it. 
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Should  the  intake  valves  fail  to  open  with  every  stroke 
on  the  compressor,  attention  should  be  given  to  the  ex- 
haust valves.  If  the  exhaust  valves  leak,  or  remain  open 
for  any  reason,  the  cylinder  will  receive  air  from  the 
reservoir,  and  will  not  give  the  intake  valves  an  oppor- 
tunity to  open.  When  these  valves  are  out  care  should 
be  taken  not  to  drop  dirt  into  the  cylinders,  as  the  clear- 
ance between  tops  of  cylinders  and  pistons  is  very  small. 

Valve  trouble  of  any  kind  rarely  happens  with  this  type 
of  valve,  and  can  be  caused  only  by  accumulation  of  dirt. 
The  operator  will  soon  learn  to  know  from  the  peculiar 
click  of  the  valves  whether  or  not  they  are  working  prop- 
erly. 

Should  it  become  necessary  to  remove  a  piston  or  con- 
necting rod,  the  cylinders  must  be  taken  off,  then  the 
crank  caps  removed  from  the  connecting  rods,  upper 
baffle  plate  removed,  and  connecting  rod  and  piston 
drawn  upwards  out  of  the  compressor  frame. 

Oil  should  be  maintained  in  the  crank  chamber  to 
within  about  one-half  inch  of  the  centre  portion  of  the 
lower  baffle  plate,  and  should  never  be  allowed  to  become 
so  low  as  not  to  permit  the  oiling  device  to  properly  dip 
into  the  same. 

The  frame  of  the  machine  is  designed  to  catch  oil 
splashed  in  the  crank  chamber  and  deliver  it  to  the  main 
bearings.  However,  the  waste  pockets  around  these 
main  bearings  should  be  examined  from  time  to  time  to 
see  that  the  waste  is  tight  against  the  shaft,  and  is  re- 
ceiving the  proper  amount  of  oil.  If.  splashing  fails  to 
supply  oil  to  these  bearings,  the  pockets  should  be  filled 
by  hand  once  a  week. 

Oil  in  the  crank  chamber  should  not  be  too  thick,  but 
should  be  of  medium  or  light  weight  so  that  the  oiling 
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device  can  work  to  the  best  advantage.  A  light  gas  en- 
gine cylinder  oil  is  recommended.  When  the  oil  in  crank 
chamber  becomes  muddv  it  should  be  removed  and  re- 
placed  by  a  fresh  supply. 

Should  pounding  develop  in  the  compressor,  the  crank 
bearings  should  be  inspected,  and  if  found  in  good  condi- 
tion, it  is  probable  that  the  cylinder  clearance  has  filled 
with  dirt,  or  wrist  bearings  have  become  defective,  and 
the  cylinders  should  be  removed  and  cleaned  and  bear- 
ings inspected. 

In  replacing  pistons  in  cylinders  care  should  be  taken 
not  to  omit  any  of  the  little  springs  in  the  piston  rings. 

The  machine  should  be  thoroughly  inspected  from  time 
to  time,  and  bearino^s  should  not  be  allowed  to  become 
excessively  worn  before  being  replaced. 

Brushes  should  be  replaced  when  worn  out,  and  com- 
mutators should  be  kept  smooth,  clean  and  round.  Care 
should  be  taken  not  to  allow  oil  to  come  in  contact  with 
the  commutator  or  windings,  as  oil  is  injurious  to  in- 
sulating materials. 


SUBURBAN  MOTOR  CAR  CATECHISM—* 
CAUSES  FOR  FAILURE  OF  TRAIN 

MOVEMENT. 

Question  i.     If  train  fails  to  move  after  instructions 
,under  train  operation  have  been  followed,  what  should 
be  done? 

Answer,  Light  circuit  switches  should  be  closed  to 
ascertain  if  there  is  power  in  the  contact  rail,  or  motor- 
man  should  note  if  trains  in  neighborhood  are  moved  by 
power. 

Question  2.  If  it  is  found  that  there  is  current  in 
operating  car,  what  should  be  done? 

Ansiver.  Master  controller  handle  should  be  moved 
to  first  point,  then  master  controller  switch  opened  to 
ascertain  whether  the  master  control  circuits  are  closed, 
which  will  be  indicated  by  the  sound  of  slight  arcing  at 
master  controller  switch. 

Question  3.  What  would  cause  the  failure  of  train 
cable  circuits? 

Answer.  First,  imperfect  master  controller  fuse. 
Second,  grounded  train  cable.  Third,  imperfect  contact 
in  master  controller.     Fourth,  loose  coupler  jumper. 

Question  4.  What  should  be  done  to  detect  imperfect 
fuse? 

Answer,  Insert  new  fuse,  and  if  this  fails  it  is  evi- 
dent the  trouble  is  elsewhere. 

Question  5.  What  should  be  done  when  a  grounded 
train  cable  occurs? 
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Question  9.  How  can  enclosed  fuse  that  is  blown  be 
detected? 

Answer,  If  an  enclosed  fuse  has  blown  there  is  a 
deposit  or  collection  of  greyish  powder  at  the  ends  of 
the  box. 

Question  10.  What  should  be  done  in  the  event  of  a 
third-rail  shoe  fuse  blowing? 

Answer,  This  fuse  will  blow  only  when  there  is  a 
short  circuit  on  the  car  equipment,  and  fuse  should  not 
be  replaced  but  train  continued  in  the  regular  manner, 
and  report  promptly  made  to  the  train  despatcher  or  per- 
son in  charge  of  nearest  terminal. 

Question  ii.  If  a  circuit  breaker  acts  or  blows,  what 
should  be  done? 

Answer.  The  circuit  breaker  setting  switch  should 
le  moved  to  the  "on"  position. 

Question  12.  What  should  be  done  when  a  triple  valve 
acts  imperfectly? 

Answer.  Air-brake  instructions  should  be  followed, 
i.  e.,  valves  should  be  cut  out  and  auxiliary  reservoir 
code  opened  to  release  brakes. 

Question  13.  If  a  train  is  standing  on  crossover  and 
current  cannot  be  obtained  on  the  operating  car,  although 
the  other  cars  of  the  train  and  trains  in  the  neighborhood 
have  current,  what  does  this  indicate? 

Answer,  This  indicates  that  the  bus  line  fuses  be- 
tween the  operating  and  adjacent  cars  have  blown,  or 
that  bus  jumper  is  loose  or  disconnected. 

Question  14.  What  should  be  done  to  continue  oper- 
ation of  train? 

Answer.  Motorman  should  go  back  to  the  first  motor 
car  where  current  can  be  obtained  and  move  train 
through  crossover,  then  go  back  to  the  first  car  again 
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and  proceed  :n  the  usual  manner  until  a  point  of  inspec- 
tion can  be  reached  and  inspector  notified. 

Question  15.  If  a  fire  occurs  in  any  car  in  the  train, 
what  should  the  motorman  do? 

Answer.  Open  all  circuit  breakers  by  moving  the  cir- 
cuit breaker  switch  (Fig.  485)  to  the  "off*^  positicm,  and 
if  this  fails  he  should  then  open  the  main  or  motor  cir- 
cuit switch  and  the  main  cut-out  switch  on  the  car  on 
which  the  trouble  occurs. 

Question  16.  If  smoke  or  fire  is  observed  by  the  train- 
men in  any  of  the  light  or  heater  circuits  within  the  car, 
what  should  be  done  ? 

Answer.  The  trainman  should  immediately  cut  out 
the  light  or  heater  switches,  whichever  the  case  may  be, 
and  the  trouble  be  reported  to  the  despatcher  in  charge 
of  the  nearest  terminal. 

Question  17.  If  an  unusual  noise  is  observed  in  the 
movement  of  train,  what    should  be  done  ? 

Answer.  To  prevent  delay  the  motorman  should  have 
the  conductor  stand  beside  the  train  to  locate  the  noise 
while  he  moves  the  train,  after  which,  if  the  trouble  is 
with  the  brake  rigging,  same  should  be  tied  up. 

Question  18.  If  the  noise  is  located  within  the  motors, 
what  should  be  done? 

Answer.  Motorman  should  open  the  cut-out  switch 
on  the  car  affected,  and  proceed  after  reporting  trouble 
to  despatcher  in  charge  of  terminjd. 

Question  19.  If  a  third-rail  shoe  support  is  broken, 
what  should  be  done? 

Answer.     Motorman   should   first   pull   the   bus   line 
jumpers,  at  both  ends  oi  \!cve.  c^x.  Insert  wooden  insulat- 
ing- slippers  between  t\ve  cotsJc^'i^  ^^^  "^^^  ^^^  -w^d  then 
proceed  to  detach  or  lie  up  T^mtv^x.v%  c.\  \^nV^.  ^-^.^x^xv 
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ing  extreme  care  that  the  contact  device  is  kept  clear  of 
the  truck  frame,  contact  rail,  structure,  or  any  grounded 
parts  to  prevent  injury  to  himself. 

Question  20.  If  either  pilot  or  emergency  air-brake 
valve  leaks  badly,  what  should  be  done? 

Answer.  First  try  applying  brakes  by  releasing  the 
knob  in  the  controller  handle  several  times,  and  if  this 
does  not  remedy  the  defect  or  difficulty  cut  the  valves 
out  by  means  of  a  cut-out  cock  located  in  the  pipe  lead- 
ing to  them  from  the  train  line. 
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Answer.  A  small  circle  in  center  of  table  is  charred 
and  turned  black  when  fuse  is  blown.  This  is  termed 
the  'Telltale"  of  fuse. 

Question  6.  What  sliould  be  done  to  detect  imperfect 
contact  in  master  controller? 

Ans^vcr.  Cut  out  master  controller  switch,  then  re- 
iiiovf  cDntroller  cover  and  open  arc  deflectors;  first  on 
ihc  rj^lihhand  side.  Turn  on  controller  and  see  that 
the  controller  fingers  make  good  contact  with  their  re- 
spective cylinder  segments.  If  any  contact  is  imperfect 
endeavor  to  readjust,  if  there  is  time.  Failing  in  this 
go  to  the  other-controller  and  operate  from  that,  after 
cutting  in  its  overhead  switch  and  the  main  master  con- 
troller switch  again. 

Question  7.  What  .should  be  clone  to  detect  imperfect 
fuses  in  the  control  apparatus  circuits? 

Answer.  Remove  cover  from  the  cut-out  switch  on 
back  of  No,  2  controller  and  inspect  the  five  top  fuses 
and  the  eighth  and  ninth  from  top.  If  any  one  of  these 
fuses  shows  signs  of  being  blown  from  the  telltale  being 
black,  renew  the  blown  fuses. 

Question  8.  If  some  of  the  contactors  close  on  the 
first  test  without  giving  main  current,  what  should  be 
done? 

Answer.  After  opening  main  switch  throw  reverser 
handle  back  and  forth  two  or  three  times,  throwing 
controller  to  first  notch  at  each  reversal  and  note 
whether  both  reversers  respond,  throwing  over  at  each 
Te\-ersal. 

Question  9.  If  neither,  reverser  responds,  what  should 
be  done? 

Answer.  Renew  fuses  eighth  and  ninth  from  top  on 
cut-out  switch  and  then  try. 
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Question  lo.  If  one  reverser  responds  to  reversals  on 
controller  and  other  does  not,  what  should  be  done? 

Answer.  Throw  over  by  hand  the  reverser  that  is 
not  operating,  making  sure  after  throwing  that  the  re- 
verser is  properly  locked  by  toggle.  It  would  require 
considerable  force  to  lock  reverser,  but  it  is  absolutely  es- 
sential that  it  be  locked,  and  no  attempt  should  be  made 
to  operate  before  making  sure  of  this. 

Question  ii.  What  contactors  should  close  on  the 
first  notch  of  controller? 

Answer,  i,  2,  4,  19,  22,  25,  33,  41  and  42.  Contact- 
ors I,  4  and  19  close  after  No.  i  reverser  thrown;  25,  33 
and  41  close  after  No.  2  reverser  throws.  Contactors  2, 
22  and  42  are  governed  by  the  No.  i  circuit  on  master 
controller. 

Question  12.  If  contactors  2,  22  and  42  do.  not  close, 
what  should  be  done? 

Ans7vcr.  First,  renew  top  4-ampere  fuse  on  cut-out 
switchboard.  Second,  examine  main  motor  cut-out 
switches.  See  that  they  are  well  closed,  so  that  auxiliary 
contacts  are  closed. 

Question  13.  If  this  is  not  effective  what  should  be 
done? 

Answer.     After  closing  main  switch  again  throw  con- 
troller to  eleventh  notch,  moving  slowly  from  tenth  to 
eleventh,  and  begin  operation  in  series  multiple.    Motor- 
man  should  here  move  handle  more  slowly  than  ordinar- 
ily, as  the  automatic  feature  may  thus  be  cut  out.  Motor- 
man  should  watch  meter  and  should  not  exceed  2,000 
amperes  in  multiple. 
Question  14.     li  l^sfo  \oQ.orao\.\N^s»  are  being  operated 
together   and  the  maslet   cowVco^^^  \x\^^  >^^>^^  ^^ain, 
afte^r  being  removed,  >wWV  s\\ovM\i^  ^^xvO. 
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Answer,  Pull  20-point  jumper  between  locomotives' 
and  try  renewing  fuses,  and  then  operate  from  locomo- 
tive on  which  fuse  does  not  blow  again.  If  a  new  20- 
point  jumper  is  available  this  may  be  substituted  and 
tried. 

Question  15.  If  motors  do  not  take  current  between 
eleventh  and  seventeenth  notches  or  between  the  eight- 
eenth and  twenty- fourth  notches,  what  should  be  done? 

Answer.  Renew  the  second  and  fifth  fuses  for  the 
first  case  and  the  second  and  fourth  fuses  for  the  second 
case.  If  this  is  not  effective  examine  contact  fingers  for 
the  primary  cylinder  and  adjust  if  any  of  these  fingers 
arc  not  making  good  contact.  Failing  in  this  operate 
from  the  other  controller. 

Question  16.  What  are  the  other  causes  that  would 
prevent  the  operation  of  locomotives? 

Answer,  First,  the  blowing  of  the  third-rail  shoe 
fuses.  Example  for  this,  if  lights  are  not  obtainable  in 
turning  on  light  switches  (see  Q.  2).  Second,  the  blow- 
ing of  an  individual  motor  fuse. 

Question  17.     What  would  tend  to  reduce  the  speed? 

Answer,  First,  in  operating  with  two  locomotives,  if 
either  locomotive  is  inoperative  from  any  of  the  causes 
referred  to,  or  if  there  is  a  loose  20-point  jumper,  or  the 
bus  line  jumper  is  loose  or  out,  and  the  shoe  fuses  blow 
on  either  locomotive,  of  course  one  locomotive  would  be 
dead  load.  Second,  imperfectly  acting  triple,  as  would 
l)e  indicated  by  meters  showing  excessive  current. 

Question  18.  What  should  be  done  in  the  event  of 
third-rail  shoe  fuses  blowing? 

Answer,  These  fuses  will  ordinarily  blow  only  when 
there  is  a  short  circuit  on  locomotive  equipment.  If  the 
cause  of  fuses  blowing  is  evident,  however,  as  from  the 
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temporary  grounding  of  a  shoe,  the  fuse  may  be  renewed 
after  the  ground  has  been  removed.  To  do  this  put  slip- 
per boards  under  all  the  contact  shoes  of  both  locomo- 
tives and  pull  bus  line  jumper  between  locomotives  and 
release  overhead  shoes  from  overhead  rail.  In  removing 
slippers  from  under  shoes,  after  renewing  fuses,  do  not 
stand  nearer  the  fuse  box  than  is  absolutely  necessary. 
If  one  locomotive  is  grounded  and  the  other  is  not,  leave 
out  bus  line  jumper  and  operate  from  locomotive  which 
is  free  from  ground. 

Question  19.  What  should  be  done  in  case  of  an  in- 
dividual motor  fuse  blowing,  as  indicated  by  contactors 
I,  2,  4,  19,  22,  25,  33,.  41  and  42  closing  properly  on  first 
notch  without  taking  current? 

Answer.  After  making  sure  that  the  motor  cut-out 
switches  over  reversers  are  all  closed,  open  main  switch 
and  see  which  motor  fuse  is  blown,  renew  this  and  pro- 
ceed. If  this  fuse  blows  again  open  cut-out  switch  ioi 
this  motor  and  start  train  from  the  eleventh  notch. 

Question  20.  If  a  third-rail  shoe  support  is  broken, 
what  should  be  done? 

Answer.  Motorman  should  first  pull  bus  line  jumper 
if  two  locomotives  are  coupled  together,  insert  wooden 
insulating  slippers  between  the  contact  shoes  and  rail 
on  the  crippled  locomotive  and  retrieve  overhead  shoe 
if  upon  rail  and  then  proceed  to  detach  or  tie  up  remnant 
of  device,  exercising  extreme  care  that  the  contact  de- 
vice is  kept  clear  of  the  contact  rail  and  kept  clear  of 
truck  or  any  grounded  part  to  prevent  injury  to  him- 
self. 

Question  21.  What  should  be  done  in  case  air  pump 
fails  to  operate? 

Anszver.    Renew  fuse  in  pump  switch  which  is  located 


ELECTRIC  LOCOMOTIVE  CATECHISM         877 

to  "A"  end  cab.  Open  the  pump  switch  before  doing 
this.  If  this  does  not  remedy  the  trouble  inspect  the 
governor  contacts  and  adjust  them  if  necessary. 

Wh3e  many  of  the  conditions  referred  to  are  some- 
what imaginary  and  may  never  arise  in  practice,  the 
questions  and  answers  given  should,  however,  serve  to 
give  the  motormen  familiarity  with  the  circuits  and  the 
operation  of  the  control. 

After  the  motormen  have  acquired  familiarity  and  ex- 
perience in  electrical  operation,  they  may  on  occasion 
exercise  their  own  judgment  and  common  sense  to  better 
advantage. 
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Question  7.  What  parts  has  the  quick-action  auto- 
matic brake  on  a  motor  car? 

Answer.  An  air  compressor,  pump  governor,  two 
>  main  reservoirs,  safety  valve,  slide-valve  feed  valve,  con- 
trol pipe,  two  brake  valves,  two  air  gauges,  brake  pipe,- 
triple  valve,  auxiliary  reservoir,  brake  cylinder,  con- 
ductor's valve,  two  air  strainers,  one  bleed  cock,  two  pair 
of  hose  and  couplings,  six  cut-out  cocks,  one  double  cut- 
out cock,  one  air  strainer  with  check  valve,  and  one 
branch  pipe  air  strainer  (Fig.  524). 

Question  8.  Where  are  the  brake  valves  and  air 
gauges  located? 

Answer.    In  the  motorman's  cab  at  each  end  of  the  car. 

Question  9.  What  parts  has  the  quick-action  brake  on 
a  trailer  car? 

Anszver.  Auxiliary  reservoir,  brake  cylinder,  triple 
valve,  brake  pipe,  control  pipe,  conductor's  valve,  two  air 
strainers,  one  bleed  cock,  four  cut-out  cocks,  two  pair 
of  hose  and  couplings,  one  double  cut-out  cock,  one  air 
strainer  with  check  valve,  and  one  branch  pipe  air  strainer. 

Question  10.  Is  there  any  difference  between  the 
reservoirs,  triple  valves,  and  brake  cylinders  used  on 
motor  cars  and  trailer  cars? 

Ansiver,     No.  1 

Question  11.  Where  is  the  pressure  that  supplies  the 
brake  cylinder  stored  or  carried  with  the  automatic 
svstem  ? 

Answer,     In  the  auxiliary  reservoir  under  each  cab. 

Question  12.  What  has  to  be  done  to  apply  the  auto- 
matic brake  ? 

Answer.  Reduce  the  brake-pipe  pressure,  which  re- 
duction causes  the  triple  valve  to  admit  the  pressure  from 
the  auxiliarv  reservoir  to  the  brake  cvlindcr. 
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Question  i6.  How  often  should  the  oil  in  the  crank 
case  be  replenished? 

Answer.    Once  a  week. 

Question  17.  How  often  should  the  suction  box  be 
cleaned  ? 

Answer.  This  depends  largely  upon  the  locality  in 
which  the  car  operates.  Generally  it  is  not  required  more 
than  once  or  twice  a  month.  In  very  dusty  localities  it 
may  be  required  oftener. 

Question  18.     How  is  the  suction  box  cleaned? 

Answer.  The  outer  perforated  plate  4  (Fig.  527)  cov- 
ering the  air  inlet  on  the  lower  side  of  chamber  H  should 
be  removed  and  the  pulled  curled  hair  taken  out  and  thor- 
oughly cleaned  by  beating  in  a  bag,  by  the  use  of  com- 
pressed air  or  some  other  efficient  means.  It  may  then 
be  replaced  and  the  outer  perforated  plate  put  back  in 
place. 

Question  19.     How  is  the  motor  lubricated? 

Answer.  By  removing  plug  65  (Fig.  526)  in  both 
end  bearing  housings  and  filling  with  oil  until  the  level 
can  be  plainly  seen.  These  bearings  should  be  replen- 
ished at  the  same  time  as  the  crank  case. 

Question  20.  Should  a  compressor  which  frequently 
blows  fuses  be  sent  out  temporarily  with  a  heavier  fuse 
than  that  prescribed? 

Answer.  Not  under  any  circumstances.  Such  a  prac- 
tice is  almost  sure  to  result  in  burning  out  the  motor. 

C. — Electric  Pump  Governor. 

Question  21.  What  is  the  purpose  of  the  electric  pump 
governor?     (Fig.  528). 

Anszi^er.  It  starts  and  stops  the  compressor  automati- 
cally when  certain  predetermined  minimum  and  maxi- 
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mum  air  pressures  occur  in  the  main  reservoir  by  alter- 
nately making  and  breaking  the  circuit  to  the  air-com- 
pressor motor. 

Question  22.     Where  is  this  governor  located? 

Anstver.     It  is  placed  in  a  sheet-iron  box  under  the 


Fig.  528.    Ait  ComoteBSor  QQieraor  on  UoKir  0«n. 


AIR-BRAKE    CATECHISM  885 

car  on  the  motor  compressor  side.  This  box  is  located 
between  the  grid  resistances. 

Question  23.  At  what  pressure  is  the  governor  set 
to  start  the  compressor? 

Answer.    One  hundred  and  five  pounds. 

Question  24.  At  what  pressure  is  the  governor  set  to 
stop  the  compressor? 

Anszver.    One  hundred  and  twenty  pounds. 

Question  25.  Why  is  there  such  a  difference  between 
the  maximum  and  minimum  pressures? 

Answer.  By  having  this  difference  a  number  of  ap- 
plications of  the  brake  can  be  made  before  reducing  the 
main  reservoir  pressure  to  the  cutting-in  point.  This 
gives  the  compressor  a  longer  rest  between  periods  of 
operation,  thereby  allowing  it  more  time  to  cool. 

D. — The  Main  Reservoirs. 

Question  26.  From  the  compressors  where  does  the 
air  pressure  go? 

Ans7ver.    To  the  main  reservoirs. 

Question  2y.    Where  are  the  main  reservoirs  located? 

Answer.     Under  each  motor  car. 

Question  28.  How  much  main-reservoir  pressure 
should  be  carried? 

Answer.  One  hundred  and  twenty  pounds  maximum 
and  105  pounds  minimum. 

Question  29.  How  often  should  the  reservoir  be 
drained  ? 

Answer,     Daily. 

Question  30.  From  the  main  reservoir  where  does 
the  air  go? 

Answer.  Through  the  feed  valves  to  the  control  pipe 
and  thence  to  the  motorman's  brake  valve. 
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Question  34.     Where  is  it  located  ? 

Anszi'er.  In  the  box  under  the  car  between  the  re- 
•iitances  on  the  motor  compressor  side,  in  which  the  elec- 
tric pump  governor  is  also  located. 
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Question  35.  What  h  meant  hv  ihe  slide-valve  feed 
valve? 

.iiiszi'er.  It  is  a  device  in  the  pipe  from  the  main  rcs- 
er\-oir  to  the  control  pipe  which  autoniatically  reduces 
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Question  37.  What  care  should  be  given  this  feed 
valve  ? 

Answer,  The  piston  and  its  slide  valve  should  occa- 
sionally be  taken  out,  all  dirt  and  gum  removed  from 
them  and  the  chambers  where  they  work,  being  careful  to 
leave  no  lint  and  io  avoid  bruising  the  parts  removed. 
A  very  small  amount  of  some  light  lubrication  oil  (en- 
gine oil  will  do  in  the  absence  of  a  better)  should  be 
applied  to  the  piston,  the  face  of  the  slide  valve  and  the 
spring  on  the  latter.  In  replacing  the  parts  move  them 
back  and  forth  a  few  times  to  insure  that  they  work 
freely.  Next,  remove  the  regulating  valve,  carefully 
clean  it,  its  valve  seat  and  the  bushing  through  which  the 
valves  extend,  using  no  metal  to  do  this,  so  as  to  avoid 
scratching,  and  replace  the  valve  dry. 

Question  38.  Must  the  main  reservoir  be  drained  to 
do  this  ? 

Answer.  No.  Close  the  cut-out  cock  between  the 
feed  valve  and  the  main  reservoir. 

Question  39.     When    properly    regulated,    what    can 
cause  pressure  to  feed  too  high  in  the  control  pipe? 
Anszver.    A  leaky  slide  valve. 

Question  40.  What  will  tend  to  prevent  the  feed  valve 
properly  maintaining  the  pressure  in  the  control  and 
brake  pipes? 

Anszi'cr.  A  leaky  regulating  valve,  leakage  past  cap 
nuts.  If  this  leakage  is  great  enough  the  effect  will  be 
the  same  as  opening  the  regulating  valve. 

Question  41.  What  will  tend  to  prevent  the  feed  valve 
from  opening  promptly? 

Answer.  The  piston  becoming  heavily  coated  with  a 
greasy  deposit,  which  prevents  rapid  equalization  of  the 
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both  sides  of  the  piston,  thus  reducing  its 

H.     Should  the  feed  \-alve  be  carefully  reg- 

As  there  arc  a  number  of  these  valves  in  a 
ouid  all  be  regulated  alike  as  nearly  as  pos- 
lat  valve  which  is  regulated  the  highest  will 
;  longest  and  furnish  the  most  air,  thus  mak- 
iraposed  on  the  compressor  of  that  car  more 
le  by  the  others. 

G.~Coiitrol  Pipe. 
.3.     After  leaving  the  feed  valve,  where  docs 
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H, — The  Motormans  Brake  Valve. 

Question  48.  From  the  feed  valves,  where  does  tlie 
air  go  ? 

Answer,  Through  the  control  pipe  to  the  brake  valve 
being  operated  by  the  motorman. 

Question  49.  From  the  feed  valves  to  the  control  pipe 
to  the  brake  valve  is  all  what  pressure  ? 

Answer.     Ninety  pounds. 

Question  50.  It  passes  through  the  brake-valve  into 
what? 

Answer,  The  brake  pipe,  and  thence  through  the 
triple  valve  to  the  auxiliary  reservoir. 

Question  51.     What  is  the  purpose  of  the  brake  valve? 

Answer,  To  connect  the  control  pipe  to  the  brake 
pipe ;  to  release  the  brakes,  charge  the  system  and  main- 
tain the  pressure;  to  connect  the  brake  pipe  through 
suitable  passages  to  the  atmosphere  to  apply  the  brakes, 
and  to  break  all  connection  between  the  brake  pipe  and 
control  pipe  or  atmosphere;  to  hold  the  brakes  applied. 

Question  52.  In  what  position  of  the  brake  valve  is 
there  a  direct  opening  from  the  control  pipe  to  the  brake 
pipe? 

Anszver,     In  release  or  running  position. 

Question  53.  In  this  position  how  would  the  control 
pipe  and  brake-pipe  pressure  stand,  comparatively  speak- 
ing? 

Answer,     Equal. 

Question  54.  What  is  the  release  or  running  position 
to  be  used  for? 

Anstver,  For  recharging  the  brake  pipe  quickly,  so  as 
to   insure    a   prompt   and   simultaneous   release   of   the 
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larging  tlie  auxiliary  reservoir,  and  pre- 
ieakage  from  setting  tile  brakes. 

What  is  the  next  position  of  the  brake 
does  it  signify? 
)  position  ;  all  ports  closed. 

When  is  it  used? 

lon   holding  the  brakes  on  after  an  ap- 
en  graduating  the  release;  or  when  they 
?d  by  opening  a  conductor's  valve.   This 
[ils.0  be  promptly  used  when  train  breaks 
omes  uncoupled  or  bursts ;  when  coupling 
s  or  at  any  time  a  sudden  reduction  of 
-urc  takes  place  when  not  made  bv  the 
.'If. 

How  should  the  brake-valve  handle  be 
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Question  59.     What  is  tiie  next  position  and  its  use? 

Answer.  Service  application;  should  be  used  for  all 
ordinary  stops. 

Question  60.  How  is  the  air  discharged  from  the 
brake-pipe  in  making  a  service  application  ? 

Answer.  Through  ports  in  the  rotary  valve  of  the 
brake-valve,  and  the  **quick  service"  ports  of  the  triple 
valve.  The  further  the  brake-valve  handle  is  moved  in 
the  service-application  direction  the  more  rapid  the  dis- 
charge of  air. 

Question  61.  Would  the  blow,  or  escape,  of  air  from 
the  brake-pipe  be  longer  with  a  six-car  train  than  with 
a  three-car  train,  the  same  reduction  in  pounds  being 
made  in  each  case? 

Anszifer.  Yes ;  if  the  brake-valve  handle  is  moved  to 
the  same  notch  in  both  cases.  The  capacity  of  the  long 
brake-pipe  being  so  much  greater  it  would  require  a 
larger  volume  of  air  to  escape  to  make  the  same  reduction 
in  pounds. 

Question  62.  How  many  service-application  notches 
has  the  brake- valve? 

Anszver.     Two :  service  and  intermediate  service. 

Question  63.     When  should  they  be  used? 

Answer.  With  a  six-car  train  the  brake-valve  handle 
can  be  moved  to  the  second  service-application  opening, 
but  with  not  more  than  three  or  four  cars  the  first  or 
intermediate  notch  should  be  used. 

Question  64.  Why  not  use  the  service  notch  with  a 
three  or  four-car  train? 

Answer.  Because  owing  to  the  comparatively  short 
brake-pipe  the  reduction  of  brake-pipe  pressure  would  be 
sufficiently  rapid  to  cause  quick  action,  resulting  in  a 
full  emergency  application  of  all  the  brakes  when  only 
partial  service  application  was  intended. 
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5.     What  is  the  next  position? 

The  emergency  or  quick-action ;  in  this  posi- 

liirect  opening  is  made  from  the  brake-pjpe 

ihere. 

>6.     Wlien  is  this  position  to  be  used,  and 

Only  in  case  of  emergency;  and  then  the 
i  be  moved  directly  to  that  position  and  al- 
ain  there  until  the  train  stops  or  the  danger 

I. -Brake-Pipe. 

7.     What  is  the  purpose  of  the  brake-pipe? 
[t  is  the  connection  between  the  brake-valve 
1e   valves,   auxiliary   reservoirs   and   brake 
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triple  valve,  and  the  smaller  one  for  the  brandi  [Mpe 
from  the  control  pipe  to  the  triple  valv«.  The  turning  of 
the  cock  handle  shuts  off  communication  from  both  the 
tx^e-pipe  and  the  control  pipe  to  the  triple  valve.  (Fig. 
532). 

Question  yi.  Why  should  it  be  arranged  to  shut  off 
communication  from  both  the  brake-pipe  and  the  control 
(ripe  to  the  triple  valve  at  the  same  time? 


FIb.  S32.    Iloiit 


Answer.  It  makes  it  impossible  in  case  anything 
should  happen  to  the  brake  cylinder,  reservoir  or  triple 
valve  to  cut  them  out  from  one  of  these  pipes  and  not 
from  the  other,  which  misfht  easily  occur  if  a  single  cock 
were  placed  in  each  of  the  branch  pipes  separately. 

Question  72.  When  is  the  double  cut-out  cock  to  be 
closed  ? 

Answer.  Only  when  the  brake  apparatus  on  that  cai 
becomes  out  of  order  sufficiently  to  make  it  inadvisab 
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Question  73.  What  is  the  purpose  of  the  branch-pipe 
air  strainer? 

Ansufcr.  It  prevents  dirt  and  scale  from  entering  the 
triple  valve,  where  it  might  result  in  cutting  the  slide 
valve  and  piston;  or  during  an  emergency  application 
lodge  on  the  emergency  valve  and  hold.it  open. 

Question  74.  How  are  connections  made  between  the 
cars? 

Ans7ver.     By  hose  and  couplings. 

Question  75.  What  is  it  necessary  to  do  when  coupling 
or  uncoupling  hose  connections  between  cars  ? 

Answer,  To  uncouple  it  is  necessary  first  to  close  the 
cocks  at  the  end  of  each  car,  both  for  the  brake-pipe 
and  the  control  pipe,  before  attempting  to  uncouple  the 
hose.  In  coupling  it  is  necessary  to  see  that  the  hose 
couplings  for  both  the  pipe  lines  are  securely  made  before 
opening  the  cocks  in  each  pipe  on  the  cars ;  open  the 
cocks  of  the  control  pipe  FIRST,  and  AFTERWARDS 
those  in  the  brake-pipe. 

Question  76.  In  making  up  train^  what  should  be 
done  with  the  hose  couplings  at  each  end  of  the  train? 

Answer.  They  should  be  fastened  up  to  the  dummy 
couplings  which  are  supported  on  the  end  of  the  car  in 
order  to  keep  any  dirt  or  foreign  matter  from  getting 
into  the  couplings  and  pipes,  and  to  prevent  anything 
lying  in  the  track  from  striking  them.  Also,  to  reduce 
the  wear  due  to  the  swinging  of  the  hose  when  free. 

/. — The  Triple  Valve, 

Question   yj.    To  what  is  the  brake-pipe  connected 
under  the  car? 
Answer,     The  triple  va\\^. 
Question  -7^      Where  \s  \X  \oc7^.\.^^'^. 
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Answer.  On*  a  bracket  in  a  special  box  underneath 
the  car,  between  the  grid  resistances,  on  the  side  opposite 
to  the  box  containing  the  electric  pump  governor  and 
feed  valve. 

Question  79.     Why  is  it  called  the  triple  valve  ? 

Answer.  Because  of  the  three  distinct  operations  it 
performs  in  response  to  variations  of  brake-pipe  and 
auxiliary  reservoir  pressures.  It  (i)  charges  the  auxili- 
ary reservoir;  (2)  applies,  and  (3)  releases  the  brakes. 

K. — Auxiliary  Reservoir. 

Question  80.     What  is  the  auxiliary  reservoir? 

Answer.  It  is  a  wrought  steel  reservoir  in  which  is 
stored  the  air  for  applying  the  brakes  on  the  car  to 
which  it  is  attached. 

Question  81.     To  what  is  it  connected? 

Answer.     Its  only  connection  is  to  the  triple  valve. 

L. — Brake  Cylinder, 

Question  82.    What  is  a  brake  cylinder? 

Anszver.  It  is  the  cylindrical  casting  secured  to  the 
car  framing  at  the  side  of  the  auxiliary  reservoir.  It  is 
provided  with  a  piston  having  an  air-tight  leather  pack- 
ing and  a  hollow  piston  rod.  This  piston,  together  with 
the  cylinder  and  the  head  on  the  packing  leather  side, 
form  a  chamber  into  which  the  compressed  air  is  ad- 
mitted from  the  triple  valve,  and  \xy  forcing  the  piston 
outwardly  applies  the  brakes  to  the  wheels  by  means  of 
foundation  brake  gear  and  brake  shoes  to  which  it  is 
attached  by  a  loose  push  rod ;  a  head  on  the  other  end  of 
the  cylindrical  casting  forms  the  guide  for  the  piston  and 
a  seat  for  a  coiled  spring  by  which  the  piston  is  forced 
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back  to  the  inner  end  of  its  stroke  when  the  air  pressure 
is  exhausted  from  the  brake  cylinder  by  the  operation  of 
the  triple  valve. 

M. — Levers. 

Question  83.  How  is  the  piston  rod  connected  to  the 
brake  shoes? 

Answer.  By  a  system  of  levers  generally  called  "foun- 
dation brake  gear."  When  the  piston  is  pushed  out  the 
levers  are  so  arranged  as  to  draw  the  shoes  up  against 
the  wheels.     (Fig.  533). 

Question  84.  What  is  especially  necessary  in  arranging 
these  levers? 

Answer.  That  the  retarding  effect  on  each  wheel 
should  be  in  proportion  to  the  weight  of  the  car  bearing 
upon  it  and  that  it  should  be  equal  for  both  wheels  on 
the  same  axle.  When  a  car  weighs  equally  on  all  the 
axles  the  brake-shoe  pressure  should  be  equal  on  all  the 
wheels. 

Question  85.  How  is  the  necessary  brake-shoe  pres- 
sure against  the  wheels  determined? 

Answer.     By  the  light  weight  of  the  car. 

Question  86.  What  proportion  of  light  weight  is  taken 
as  a  basis  for  the  brake-shoe  pressures? 

Answer.  The  total  pressure  of  the  brake-shoes  against 
the  wheels  should  be  100  per  cent  of  the  weight  of  the 
motor  cars  and  90  per  cent  of  the  light  weight  of  the 
trailer  cars. 

Question  87.  What  is  the  general  arrangement  of 
foundation  brake  gear? 

.Answer.  Fig.  533  s\vo^s  ^^  ^tv^ral  arrangement  of 
brake  rods  and  levers  atvA  iVv^vt  tA-aS^sa.  \si  ^^  Vswke 
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PLYING  LEVER,  and  the  chain  which 
iltiplying  lever  to  the  push-rod. 

What  is  the  use  of  the  chain? 
irovides  a  flexible  connection  between  the 

power-brake  rigginjj,  so  that  when  the 
n  operation  the  hand-brake  levers  do  not 
icing  the  amount  of  friction  to  be  over- 

jjressiire  and  also  reducing  the  wear  on 
rods  and  levers. 

What  is  the  object  of  the  multiplying 

increase  the  power  of  the  hand-brake  to 
ibtaincd  by  the  air  pressure. 

\\'hi'n  applying  the  brakes  by  hand  does 
,■  brake  cylinder  move  out? 
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made  in  the  brake-pipe.  Then  after  placing  handle  on 
lap,  remove  handle,  and  carrying  same,  motorman  will 
proceed  throughout  length  of  train  and  see  that  each 
cylinder  piston  of  every  car  has  moved  out  such  a  dis- 
tance as  to  indicate  that  brakes  are  properly  applied  on 
all  cars  of  the  train.  The  brakes  are  then  to  be  released 
from  the  last  cab  at  end  of  train.  Then  again  remove 
handle,  and  return  to  other  end  of  train,  examining  all 
cylinder  pistons.  Be  careful  to  see  that  they  have  moved 
back  to  full  .release,  thus  indicating  that  all  brake  shoes 
hang  free. 

Question  94.  In  making  an  application  of  the  brakes 
for  any  purpose,  except  testing  brakes  or  emergency 
applications,  what  is  the  least  pressure  that  should  be 
drawn  from  the  brake-pipe  at  the  first  reduction  ? 

Answer,     Five  pounds. 

Question  95.     Why  not  less  than  this  amount? 

Answer,  Because  the  reduction  might  not  be  sufficient 
to  force  the  brake  piston  against  the  release  spring  and 
friction  of  brake  rigging. 

Question  96.  What  reduction  of  train-line  pressure  is 
necessary  to  fully  apply  the  brakes  on  service  application  ? 

Anszver.     From  eighteen  to  twenty  pounds. 

Question  97.  Why  should  the  reduction,  as  stated  in 
the  last  question,  fully  apply  the  brakes  ? 

Anszver,  Because  eighteen  to  twenty  pounds  reduction 
in  brake-pipe  pressure  causes  an  equalization  of  auxiliary 
reservoir  and  brake-cylinder  pressure,  thus  fully  applying 
the  brakes.  A  further  reduction  in  the  brake-pipe  is 
simply  a  waste  of  air. 

Question  98.  What  is  the  possible  result  of  this  waste 
of  air  ? 

Answer,     The  brakes  are  slower  in  releasing,  fail  to 
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release  simultaneously,  cause  a  shock  to  the  train  upon 
stopping,  and  seriously  overtax  the  compressor. 

Question  99.  How  many  applications  should  be  made 
in  making  the  ordinary  service  stop? 

Anszver.    As  a  general  rule,  one. 

Question  100.     What  is  meant  by  one  application? 

Anszver,  From  the  time  the  brakes  are  applied  until 
they  are  fully  released,  no  matter  how  many  brake-pipe 
reductions  or  graduated  releases,  is  one  application ;  after 
the  brakes  have  been  fully  released,  and  are  reapplied,  is  a 
second  application. 

Question  loi.  How  is  the  application  to  be  made  for 
an  ordinary  service  stop? 

Anszver.  A  fifteen  to  eighteen-pound  brake-pipe  re- 
duction should  be  made  obtaining  a  full  cylinder  pressure 
at  pnce,  if  at  fair  speed  and  gradually  reducing  same  as 
the  speed  of  the  train  decreases. 

Question  102.  Should  this  plan  of  operation  invariably 
be  followed? 

Answer.  No.  If  the  train  is  drifting  or  running  at 
very  low  speed  it  is  not  necessary  to  have  such  a  high 
cylinder  pressure. 

Question  103.  Why  is  it  that  the  cylinder  pressure 
should  be  gradually  released  as  the  speed  of  the  train 
decreases  ? 

Anszver,  Because  the  friction  between  the  brake-shoes 
and  the  wheels  is  less  for  high  speed  than  for  low,  having 
the  same  pressure  in  both  cases.  Consequently,  if  maxi- 
mum cylinder  pressure  is  used  at  a  high  speed  it  is  neces- 
sary to  decrease  it  as  the  speed  decreases ;  also  to  make 
stop  in  Jess  time  and  lo  ^N0\Axcm^^\as^'5.\also  stops  can 
be  made  much  more  aecv\t^.'i^\^  \  oS^^x^\%^.  '^v^^w;.^  ^^ 
the  wheels  would  be  \ike\^  to  IoWon.  ^V\^>«  ^^^^^^^^ 
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H-     What  would  be  the  result  if  the  cylinder 
iM  be  gradually  increased  during  the  appli- 

Pressiire  would  be  least  when  the  speed  was 
.  therefore,  have  a  much  smaller  retardingf 

ought  to;  and  would  be  greatest  when  the 
isiderably  reduced,  thereby  making  the  skid- 
vlieels  very  probable  and  bring  the  train  to 

sudden  Jerk, 

Ihi^tratfs  the  proper  and  improper  method 
the  brakes   in  a  Service  application.     The 
ipJicd  at  o  and  the  train  comes  to  a  stop  at 
e  curve  shows  the  decreasing  velocity  after 
re  applied.     The  diagram  shows  the  varia- 
der  pressure  during  the  stop.    The  full  lines 
per  method  of  handhng,  and  the  dotted  lines 
■    It  will  be  seen  by  the  dotted  diagram  and 
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gffadually  decreases,  the  motorman  gradually  releases  the 
cylinder  pressure  in  such  a  way  as  to  keep  the  retardation 
of  the  train  at  a  maximum.  The  amount  gained  in  re- 
tardation during  the  first  part  of  the  stop  by  the  proper 
method  of  braking  makes  the  time  required  for  the  entire 
stop  much  less  than  in  the  other  case,  the  time  saved 
being  represented  by  the  distances  S  T. 

Question  105.  What  other  reason  is  there  besides  mak- 
ing quicker  stops  for  using  the  proper  method  of  braking 
outlined  above? 

Answer.  By  gradually  releasing  the  brakes  the  auxil- 
iary reservoirs  are  partially  recharged  at  each  partial  re- 
lease, till  when  the  train  comes  to  a  stop  the  auxiliary  res- 
ervoirs are  almost  completely  recharged.  In  the  other  case, 
when  the  train  comes  to  a  standstill  the  brake-pipe  pressure 
is  the  least  of  any  time  during  the  stop,  so  that  the  entire 
system  has  to  be  completely  recharged  after  the  train 
comes  to  a  standstill.  This  means,  in  the  latter  case,  more 
time  is  required  for  the  brake  system  to  be  fully  prepared 
for  subsequent  applications.  Also  with  proper  method 
start  can  be  made  quickly  if  desired,  as  there  is  little,  if 
any,  cylinder  pressure  remaining.  This  is  also  true  if 
grade  necessitates  holding  brake  on  during  stop,  as  it  can 
be  graduated  almost  off. 

Question  106.  In  making  partial  release  during  a 
brake  application,  how  should  the  brake  valve  be  handled  ? 

Answer.  It  should  be  moved  to  the  release  position 
for  a  moment  and  immediately  returned  to  lap. 

Question  107.  To  make  a  complete  release  of  brakes, 
how  should  the  brake-valve  be  handled? 

Answer.  It  should  be  moved  to  the  full  release  posi- 
tion and  allowed  to  remain  there. 
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08.  If  brakes  release  after  a  service-appli- 
;  should  cause  be  looked  for? 

Examine  brake  valves  in  train  until  trouble 
ither  a  brake-valve  has  not  been  fully  lapped 
ing  rotary  valve. 

09.  In  case  of  emergency,  when  it  is  es- 
p  the  train  in  the  shortest  possible  distance, 
he  brake-valve  be  handled? 

rhc  handle   should   be  throvra  to  the   full 
osition   and   left   there  until  the  train   has 
)p,  or  the  danger  is  passed. 

10.  Would  it  not  be  better  to  return  the 
1  position  after  a  quick  reduction  has  been 
object  to  save  brake-pipe  pressure  to  assist 

No.     The   first  consideration   in  a  case  of 
t^to^mH^l^ha^^iuickl^n^urel^^ 
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le  handle  in  release  position  for  a  moment  before  going 
I  emergency  position? 

Answer.  No;  it  would  be  dangerous  to  do  so.  Such 
1  action  would  release  the  brakes  when  they  were  most 
teded  and  would  make  them  slower  to  apply. 
Question  1 14.  If  the  motorman  had  the  brakes  applied 
ith  a  thirteen  to  fifteen-pound  service  application,  and 
as  flagged,  would  it  be  policy  for  him  to  put  the  brake- 
ilve  in  the  emergency  position? 

Answer.    Yes ;  if  it  were  a  case  of  emergency.    Pos- 
bly  some  of  the  brakes  have  partially  leaked  off;  the 
nergency  application  would  set  them  fully. 
Question   115.     In  the  case  of  emergency  should  a 
otorman  reverse  his  motors  ? 

Answer.  Yes.  As  a  last  resort  to  prevent  collision 
•  to  save  life  he  may  reverse  his  motors.  Handle  on 
aster  controller  should  be  thrown  into  opposite  direction 
the  first,  or  switching  notch,  which  notch  is  usually 
►und  to  have  the  greatest  retarding  effect.  Motors 
ay  also  be  reversed  in  the  event  of  brakes  being  inoper- 
ive,  but  in  ordinary  service  conditions  motormen  must 
;ver  reverse  motors. 

Question  116.     In  case  the  brakes  are  applied  suddenly 
om  the  train,  what  should  the  motorman  do? 
Answer.     Place  the  brake-valve  handle  on  lap  position 
itil  a  signal  is  given  to  release  the  brakes. 
Question  117.     Why  is  this  done? 
Answer.    To  maintain  the  main  reservoir  pressure  and 
I  prevent  its  escape,  thereby  providing  for  a  prompt 
lease  of  the  brakes. 

Question  118.    How  should  the  conductor's  valve  be 
)erated  when  necessary? 
Answer.     It  should  be  pulled  wide  open  and  alk     id  *^ 
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remain  or  be  held  in  that  position  until  the  train  stdps, 
and  then  before  leaving  it  the  valve  should  be  dosed. 

All  cars  have  a  conductor's  valve  which,  when  opened, 
remains  in  that  position  until  closed  by  hand. 

Question  119.  Why  is  it  necessary  to  leave  the  con- 
ductor's valve  open  until  the  train  has  stopped,  if  it  is 
used? 

Ans^ver,  Because  if  it  is  closed  and  the  motorman 
fails  to  place  the  brake-valve  on  lap  position  the  brakes 
will  release. 

Question  120.  What  does  this  valve  do  when  it  is 
open? 

Anszver.  It  makes  a  direct  opening  from  the  brake- 
pipe  to  the  atmosphere,  the  same  as  when  the  brake-valve 
is  placed  in  the  emergency  position. 

Question  121,  Can  the  brakes  be  released  with  the 
conductor's  valve  ? 

Answer.  No.  It  must  be  remembered  that  to  release 
brakes  it  is  necessary  to  either  put  air  into  the  brake- 
pipe  or  take  it  out  of  the  auxiliary  reservoirs.  The  con- 
ductor's valve  will  not  do  either  of  these. 

Question  122.  Should  the  brake  apply  suddenly,  with- 
out the  aid  of  the  motorman  or  train  crew,  what  should  be 
done? 

Answer.  Place  the  brake- valve  handle  on  the  lap  posi- 
tion as  before. 

Question  123.  What  would  be  the  probable  cause  of 
this? 

Answer.  Either  a  burst  hose,  burst  brake-pipe,  or 
train  breaking  in  two. 

Question  124.    Itv  \\\e  ev^tvV  ol  ^  Wtst  brake-pipe  hose, 
what  should  be  done"? 
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diately  ahead  of  the  burst  hose  and  release  the  brakes  back 
of  the  burst  hose  by  closing  the  double  cut-out  cocks  and 
opening"  the  bleed  cocks  in  the  auxiliary  reservoirs, 
leaving  them  open.  The  brakes  ahead  of  the  fractured 
hose  can  be  released,  provided  the  brake  is  still  operative 
upon  at  least  half  of  the  cars  in  the  train.  If  the  motor- 
man  has  control  of  less  than  half  of  the  brakes  of  the 
train,  the  hand  brakes  on  the  cut-out  cars  must  be  applied 
to  assist  in  controlling  the  train. 

Question  125.  In  the  event  of  a  control-pipe  hose 
bursting,  what  should  be  done? 

Answer,  Qose  the  round-handled  cut-out  cocks  imme- 
diately ahead  and  behind  of  the  disabled  hose,  the  brakes 
may  then  be  operated  in  the  usual  manner  until  the  train 
reaches  the  terminal,  when  the  fractured  hose  must  be 
replaced. 

Question  126.  Should  the  cross-over  pipe  connecting 
the  brake-pipe  and  triple  valve  be  broken,  what  should 
be  done? 

Answer.  If  the  break  is  between  the  double  cut-out 
cock  and  the  triple  valve,  the  double  cut-out  cock  should 
be  closed  and  the  release  valve  opened  under  the  disabled 
car.  If  the  pipe  is  broken  between  the  double  cut-out 
cock  and  the  brake-pipe,  the  flat-handled  cut-out  cock 
on  the  front  end  of  the  disabled  car  should  be  closed, 
release  valves  in  all  auxiliary  reservoirs  behind  disabled 
car,  as  well  as  on  that  car  opened,  and  the  brakes  oper- 
ated the  same  as  with  the  burst  hose. 

Question  127.  If  the  brake  pipe  should  be  broken  or 
burst,  what  should  be  done? 

Answer.  Close  the  cut-out  cock  on  the  front  end  of 
the  car  and  operate  brakes  as  per  Answer  124. 
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128.     In   setting  off  cars,   what   should  be 

The  cut-out  cocks  should  be  closed  first  and 
ed  by  hand  and  hung  up  properly. 

29.  Should  the  hand-brake  be  set  before 
air-brake  ? 

No. 

30.  What  is  the  proper  way  to  release  a 
bleed  cock? 

The  bleed  cock  should  be  held  open  until' 
air  commences  to  escape   from   the  trijrfe 
3uld  then  be  closed,  as,  if  it  is  held  open 
suits  in  waste  of  air  and  has  a  tendency  to 
brakes. 

31.  When  it  is  pennissible  to  cutout  brakes 
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Capacity   48,  360 

Cars 702,  722 

Car  equipment  749  to  762 

Catenary    568    to    573 

Cathode 276 

Cells,   descriptions    223  to  264 

Cells,  primary    218  to  241 

Cells,    storage    242  to  264 

Centigrade    53 

Choke  coil    13S 

Circuits     282  to  300 

Circuit  breakers    342  to  355 

Circular  mil 304 

Commutator    386,  427 

Commutating   switch    643,.  719 

Compass    157 

Compensated  motor  637  to  656 

Compensator    661 

Compound  dynamo   40.7 

Condensers   48  to  59 

Conductivity     305 

Contactor    621 

Control,   systems   of    604  to  615 

Controllers    604  to  615 

Consequent  poles    154 

Converter,  see  Rotary    360 

Cooling  transformers    375 

Counter  E.  M.  F 414 

Corrosion    280 

CR  loss   312 

C2R  loss    341 

Current    12 

Current   limit   relay    673,  704 

Curves    : 213  to  217 

Cycles     38S 

D 
Dead  circuit  85 

Declination    157 


GEXKKAL    INDEX  913 

Delta  winding  462 

Density    188 

Dielectric    48 

Dip    158 

Divided  circuits    ^ 308 

Drop  312 

Drum  armatures  391,  398,  425 

Dry   cells    238 

Dynamo  418  to  438,  378  to  408 

Dynamo,  general  information  464  to  469 

I>ynamic  electricity   12 

Dsmamotor   364 

E 
Eddy  currents  424 

Efficiency 341,  373 

Electro-magnetism  175  to  209 

Electro-magnetic   induction    368 

Electro-motive   force    285 

Electro-plating    278 

E.  M.  F 285 

Electroscope   20,  36 

Electrophorous    17,   39 

Electrolysis  276  to  281 

Electrolyte 253,    276 

Electrical  machines  60  to  79 

Energy   338 

Equalizer    500 

Exciter     459 

Exciting   current    373 

F 
Fahrenheit    52 

Feeders    559 

Field   coils    43.> 

Flux    iss 

Force    335,    33S 

Formulas  210  to  2Vl 

Frequency  86,  358,  3ss 

Frequency,    changer 4sri 

Fuller  cell   234 


914  GENERAL  INDEX 

G 

Galvanometers   319 

Gantry 579 

Generator    386,   388 

General  Electric  control  T 616  to  620 

German  silver  303 

Gravity  cell   226  to  234 

Grouping  of  cells  315 

Ground  wire 128 

Ground  connections 141 

Ground    plates 141 

H 

Heaters 753 

Helix 181 

Henry     359 

Horn   lightning  arrester    133 

Hydrometer    231 

Hysteresis   423 

I 

Idle   Current    .' 363 

Impedance     353 

Inclination    158 

Induced  magnetism   170 

Induction    motor    449 

Induction  regulator  493 

Insulators    •59  to  579 

J 

Joints,  insulated    58L 

Joint  resistance   307,  314 

K 
Kicking  Coil    138 

L 

Leyden  jar   18 

Lightning    80  to    95 

Lightning  arresters 96  to  146,  556 


Master  cm 
M.  C   B.. 

Mcsolim    . 
Mesh  1 

Meters . 

Mho    

Motors  in  gtam.'    . 
^fotors,  fttten}  K^-•~ 
Motors,  pu-.t  oi  . 
Motors.  gnxTVJ- 
Motors,  mdttctxm 
Motors,  railwij-  . . . 

Motors,  series    

Motors,  synchrotvjn^ 


916  GliNliRzVL   INDEX 

Motors,  compensated 637  to   656 

Multiple,  sec  parallel 296 

Multiple  unit  control 616,  657,  702 

N 

New  Haven,  general  information 681 

New    Haven    locomotive 683 

New  York  Central  motor  cars 702-705 

New  York  Central  locomotives 706-721 

NOSE    rule 179 

O 

Ohm 301 

Ohms  Law 311   to  318 

Oil    switches 543   to   553 

Oil    of    vitriol 218,    251 

P 

Panels    497   to  540 

Parallel  circuits  296 

P.   D 312 

Permeance     196 

Permeability    162,   194,   196,   216 

Permanent   magnetism 147   to  174 

Phase    460,   461 

Polarity    155 

Polarization 222 

Poles  of  magnet 153 

Polyphase    463 

Potential   control    604 

Power  337  to  339 

Power  factor     362 

Power  houses    470  to  4S0 

R 
Reactive  coil    ^^^ 

-Reactance     

r>        ,     .  ^^ 

Reg^ulation     

mce     


358 


GENERAL   INDEX  917 

Reluctivity 19G 

Residual   magnetism    197 

Resistance  301  to  310 

Resistance   in   series 307 

Resistance  in   parallel    307 

Retentivity    162,    197 

Reverser    623 

Reverse  switch 674 

Reversing  a  motor 452 

Rheostatic  control    604 

Right  hand  rule 179 

Ring  armatures 391,  425 

Rolling    stock 722   to   748 

Rotary  converter    366 

Rotor    449 

S 

Saturation 194 

Schedule  speed   598 

Self  exciting 400 

Self  induction 359 

Series  circuits  283,  291 

Series  dynamo     406 

Series  parallel  circuits 314 

Series  parallel  control 604 

Series  motor    448 

Shafts     421 

Short   circuit    284 

Shunt  circuit    284 

Shunt   dynamo    406 

Single   phase    460 

SNOW  rule    177 

Solenoid     190 

Sparking 403,   454 

Sprague  control   616  to  620 

Sprague  control  for  A.  C.  and  D,  C 657  to  668 

Star    winding    462 

Starting  box    412 

Starting   motors    411 
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W 

t    339 

tlcss  current  363 

tmeters  331  to  334 

res    12 

ght    336 

tinghouse  control   669 

ishurst  machine    69 

e  measurement    304 

e  table   306 

k    336,    338 

Y 
nnding   iOS 


Air  brake,  general    

Air  brake   hints    

Air  brake  test    

Air  brake  cut  Out 

Air  brake  broken  cross  over  pipe 

Air  brake  conductor's  valve   

Air  brake   emergency   use 

Air  brake  emergency  attachment   

Air  brake   releasing    

Air  brake,  list    of    parts 

Air  brake,  arrangement  of  levers 

Air.  failure   of    

Air,  discharged  from  brake  pipe 

Air  gauge    and    brake   valve 

Air  pressure,    reduction    

Air  compressor,    location,    etc 

Air  compressor,   control,   parts 

Air  compressor,  increased  speed    

Air  compressor  crank  chamber 

Air  compressor  crank  chamber  oiling. . 


SPECIAL  INDEX  S21 

B 

pe  and  purpose 894 

linder   897 

t  out  cock,  double 894 

idden   application    907 

md    858 

1    hose 858,  908,  909 

aiders    (compressor) 862,  864 

coupler   socket 779,  813,  838 


C 

rain    778,  816,  843 

ain  jumper   791,  843 

ain,   failure   of 868 

ain,    grounded     - 803,  868 

reaker,    blow    869 

reaker    773,  812 

shoes,    third    rail 768,  836 

device,   overhead    836 

imperfect,  master  com  roller 868,  873 

r    and    box 768,  811,  827 

r,  table  of  numbers 853 

r    pump    motor    circuit 849 

on   box,   train   cable 791,  818,  843 

pipe    890 

hose    896 

plug,  train  cable 843 

socket,  bus   line 779,  813,  838 

socket,    train    cable 789,  818,  843 

suction    box 883 

limit    relay    791,  818,  847 

direction    856 

pressure    902 

E 

*s  valve  (see  Motorman*s  valve) 891 

pump   governor 888 


I 


922  SPECIAL   INDEX 

F 

P'ailure  of  locomotive    878 

Failure  of  train    802,  867 

Fire    807,  870 

Fuse  box,  shoe    834 

P'use  box,  motor    833 

Fuse  box,  third  rail   831 

Fuse,  detection  of  blown 869,  873 

Fuse,  in  case  of  imperfect 867 

Fuse,  protection    of    825 

Fuses,  control    796,   820,   847 

Fuses,  bus    line    815 

Fuses,  blowing  on  2  locomotives 874 

Fuses,  main    776,  813 

Fuses,  motor    833 

Fuses,  shoe    834 

G 

Governor,    pump    848 

Graduated   release,   failure  of 859 

H 
Hose,    burst 858,  908 

I 

Imperfect  contact    868 

Imperfect  fuse    867 

J 

Jumper,  bus   line    780,  813,  838 

Jumper,  train  cable   791,  818 

Jumper,  loose    868 

Junction  box,  bus  line 782,  815 

L 

Levers   and   rods 898 

Liners,    amature    bearing 864 

Lubrication    of   motor 883 

Lubrication  of  pump  psiTts 865,  880 


SPECIAL  INDEX  928 

M 

Master  control   783,  815,  838 

Master  controller   786,  816,  839 

Main   reservoir  pressure 885 

Motor  control     765,  811,  826 

Motor  fails  to  take  current 869,  873 

Motormen,    hints    to 858 

O 

Operation   in  general 800,  821,  851 

Oil    replenished    in    crank   case 865 

P 

Potential    relay    794,  819 

Pressure,  reduction  in  train  line 901 

R 

Reverser    ''71,  812,  827 

Rheostat,  motor  control 771,  812,  828 

Relay,  current   limit    791,  818,  847 

Relay,  potential     794,  819 

Resistance   tube    791 

S 

Sanding   rails    857 

Starting  locomotives     851 

Starting  trains    800,  821 

Shoe    support,   broken 808 

Switch,  control    cut   out 788,  794,  812,  847 

Switch,  negative  control   841 

Switch,  circuit   breaker    775,  794,  819 

Switch,  main  motor  cut  out 832 

Switch,  main     777,  813,  829 

Switch,  main    sander    849 

Switch,  master    controller    839 

Switch,  master    controller,    overhead 787,  816,  840 

Switch,  pump   motor    848 

Switch,  sander  operating    850 

Switch,  third    rail    779 

Switch,   trolley    779 


SPECIAL    INDEX 
T 

V 

,    brake     879 

r-. 


